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Presidential Documents 


Title 3— 


Proclamation 5371 of September 30, 1985 

National Employ the Handicapped Week, 1985 


The President 


By the President of the United States of America 
A Proclamation 

Today disabled men and women are entering the American labor force in 
unprecedented numbers, finding personal fulfillment and contributing to our 
society and our economy. The reasons for this welcome development are not 
hard to find: enhanced enforcement of laws that prohibit discrimination 
against the handicapped; actions by employers to provide more accessible 
work places and transportation; improved education and training; more inno¬ 
vative job accommodations; and better attitudes toward the disabled. The 
most important reason of all is the outstanding work record people with 
disabilities are achieving at their jobs. 

But none of this should make us complacent. Much remains to be done if we 
are to bring brighter days to all the disabled people of our country. 

All of U9 must constantly strive for full acceptance of disabled people, so that 
we begin to see people rather than disabilities. We must first learn, and then 
seek to inculcate in others, especially the young, a deep respect for the human 
person, whatever that person's handicaps. By doing so, we reaffirm the 
timeless American principle of equality of opportunity and help build a future 
in which the unique attributes of every citizen are recognized and allowed to 
develop for the good of all. 

The Congress, by Joint Resolution approved August 11,1945, as amended (38 
U.S.C. 155), has called for the designation of the first full week in October of 
each year as "National Employ the Handicapped Week." This special week is 
a time for all Americans to join together to renew their dedication to meeting 
the goal of full opportunities for disabled citizens. 

NOW. THEREFORE. 1. RONALD REAGAN. President of the United States of 
America, do hereby designate the week beginning October 8,1385, as National 
Employ the Handicapped Week. I urge all governors, mayors, other public 
officials, leaders in business and labor, and private citizens to help meet the 
challenge of the future by ensuring that disabled people have the opportunity 
to participate fully in the economic life of the Nation. 

IN WITNESS WHEREOF. I have hereunto set my hand this thirtieth day of 
September, in the year of our Lord nineteen hundred and eighty-five, and of 
the Independence of the United States of America the two hundred and tenth. 


IF* Doc. BS-23672 
Filed 9-XH& 4 IB pm) 
B'llmg code 31QS-01-M 
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ire Doc. as-2ra: 


Presidential Documents 


Presidential Determination No. 85-15 of July 12, 1985 

Certification of the Rate of Interest for Countries Designated 
To Receive FMS Financing 

Memorandum for the Honorable George P. Shultz, the Secretary of State 

• 

Pursuant to the authority vested in me by section 23 of the Arms Export 
Control Act, as amended, I hereby certify that the national interest requires 
that concessional FMS financing for the fiscal year 1985 under section 23 of 
the Act be set at a rate of interest of 50 percent of the appropriate Treasury 
rate (but not less than 5% per annum) to the following countries: Indonesia, 
Philippines, )ordan, Morocco, Tunisia, Greece. Turkey. Botswana, Cameroon, 
Colombia. Ecuador. El Salvador and Peru. Congress will be informed through 
the normal reprogramming process should additional countries be added to 


this list. 


You are directed on my behalf to report this determination to Congress. 
This certification shall be published in the Federal Register. 


ire Doc. as- 2 ra: 



THE WHITE HOUSE. 
Washington. July 12, 1985. 


FiM 1(M-M. 1023 am | 
Riling cod* 3IOf 0>-M 
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Tins section of the FEDERAL REGISTER 
contains regulatory documents having 
general applicability and legal effect most 
of which are keyed to and codified in 
the Code of Federal Regulations, which Is 
published under 50 titles pursuant to 44 
U.S.G 1510. 

The Code of Federal Regulations Is sold 
by the Superintendent of Documents. 

Prices of new books are listed in the 
first FEDERAL REGISTER Issue of each 

week. 


DEPARTMENT OF AGRICULTURE 
Agricultural Marketing Service 
7 CFR Part 51 

United States Standards for Grades of 
K iwf fruit 

agency: Agricultural Marketing Service, 

USD A. 

action: Interim final rule with request 
for comments. 


summary: This action will amend the 
voluntary United States Standards for 
Grades of Kiwifruit. The Kiwifruit 
Growers of California have requested 
'.hat Ihe grade standards be amended by 
i hanging the shape requirement for the 
U.S. Fancy grade, the application of 
tolerances section, revising the 
requirements of the definition of fairly 
uniform in size, and adding a section 
establishing the sample size used for 
grade determination. The Agricultural 
Marketing Service has the 
responsibility, in cooperation with 
industry, to maintain current grade 
standards. 

This was originally published as a 
proposal with a 30 day comment period 
However, the kiwifruit harvest is 
expected to begin about October 1 and 
this needs to be published as an interim 
final rule. 

dates: Effective date: October 2. 1985. 
Comments due by November 1 . 1985. 
address: Interested persons are invited 
to submit written comments concerning 
this rule. Comments must be sent In 
duplicate to the Docket Clerk. Fruit and 
Vegetable Division. Agricultural 
Marketing Service, U.S. Department of 
Agriculture, Room 2009, South Building. 
Washington. DC 20250. Comments 
should reference the date and page 
number of this issue of the Federal 
Register and will be made available for 
public inspection in the office of the 


Docket Clerk during regular business 
hours. 

FOR FURTHER INFORMATION CONTACT: 

Francis J. O'Sullivan. Fresh Products 
Branch. Fruit and Vegetable Division, 
Agricultural Marketing Service, U.S. 
Department of Agriculture. Washington, 
DC 20250. (202) 475-3125. 
supplementary information: This rule 
has been reviewed under USDA 
Procedures and Executive Order 12291 
and has been designated as a 
“nonmajor" rule. It will not result in an 
annual effect of $100 million or more. 
There will be no major increase in cost 
or prices for consumers; individual 
industries; Federal. State, or local 
government agencies: or geographic 
regions. It will not result in significant 
effects on competition, employment, 
investments, productivity, innovations, 
or the ability of United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 

William T. Manley. Deputy 
Administrator. Agricultural Marketing 
Service, has certified this action will not 
have a significant economic impact on a 
substantial number of small entities, as 
defined by the Regulatory Flexibility 
Act. Pub. L. 96-354 (5 U.S.C. 601), 
because it reflects current marketing 
practices. 

The voluntary United States 
Standards for Grades of Kiwifruit 
became effective September 1982. 
Recently the Kiwifruit Growers of 
California requested that the standards 
be amended to change the shape 
requirement in the U.S. Fancy grade and 
the application of tolerances, to redefine 
fairly uniform in size and to add a 
section for sample size. 

The U.S. Fancy grade requires fruit to 
be well formed. Due to varying degrees 
of shape encountered over the years, it 
is felt that well formed is too restrictive. 
This interim final rule will allow U.S. 
Fancy or U.S. No. 1 to be fairly well 
formed. 

Recent changes in marketing practices 
include packing kiwifruit in consumer 
size containers. The present application 
of tolerances section applies to 
individual containers but does not make 
a distinction for consumer containers. 
This interim final rule will bring the 
application of tolerances in line with 
current industry practices. 

A provision will be added to the 
application of tolerances permitting one 


fruit which is frozen or affected by 
decay in any consumer container, 
provided that the average percentage of 
defects for the entire lot not exceed lot 
tolerances. Present application of 
tolerances allows two such fruit in any 
container provided the average for the 
entire lot does not exceed the tolerance. 

The present standards define "fairly 
uniform size" to mean that fruit in any 
container may not vary more than V* 
inch in diameter. Industry ha9 pointed 
out that limiting diameter variation to 
only V* inch for large size fruit is too 
restrictive. Therefore, this interim final 
rule incorporates a sliding scale 
approach to the problem by allowing a 
greater variation in diameter for larger 
fruit than for fruit of smaller size. For 
fruit in containers numerically marked 
to denote size, fairly uniform in size will 
allow a variation of not more than Vfc 
inch in container count sizes 30 or 
larger, % inch in container count sizes 
31 thru 38, and V 4 inch in container 
count sizes 39 and smaller. A tolerance 
of 5 percent will be provided for fruit In 
any container which exceeds the 
diameter range specified. 

A section will also be added 
concerning sample size. Industry in the 
last few years has added other types of 
containers to their standard tray flat. 
This section will address sampling for 
new and old types of containers. 

As mentioned before this was 
previously published as a proposal. 
However, industry has now asked for 
immediate relief pertaining to the shape 
requirement In the U.S. Fancy grade. 

Pursuant to 5 U.S.C. 553, it is found 
impracticable, unnecessary and contrary 
to public interest to give preliminary 
notice, engage In other public 
procedures, and postpone the effective 
date of this interim rule until 30 days 
after publication for a number of 
reasons. The kiwifruit harvest begins 
early in October and making such a 
change in mid-harvest would cause 
great confusion in the marketplace. The 
industry is also prepared and looking 
forward to marketing kiwifruit in accord 
with this change. Comments, however, 
are being solicited for 30 days in order 
to allow public participation before 
finalization of any interim rule. 

List of Subjects in 7 CFR Part 51 

Agriculture commodities. 
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PART 51—I AMENDED] 

Accordingly, 7 CFR Part 51 is 
amended as follows: 

1. The authority citation for 7 CFR 
Part 51 continues to read as follows: 

Authority; Secs. 209. 205, 60 Stat. 1067. as 
amended. 1090 as amended. 7 U.S.C. 1622, 
1624. 

2. In Subpart—United States 
Standards for Grades of Kiwifruit, the 
table of contents thereof is revised to 
read as follows: 

Subpart—United States Standards for 
Grades of Kiwifruit 

S*c. 

51.2335 Grades. 

51.2336 Tolerances. 

51.2337 Application of tolerances. 

51.2338 Standard pack. 

51.2339 Definitions. 

51.2340 Classification of defects. 

51.2341 Sample size for grade 
determination. 

3. Section 51.2335 paragraph (a)(1)(vi) 
U revised to read as follows: 

S 51.2335 Grades. 

(a) * * ‘ 

(I)*** 

(vi) Fairly well formed. 

• • • • • 

4. Section 51.2337 paragraph (a) is 
revised to read as follows: 

fi 51.2337 Application of Tolerances. 

• • • • • 

(a) Individual samples shall not have 
more than double a specified tolerance 
except that at least two defective 
specimens may be permitted in any 
container: Provided\ That not more than 
one fruit which is frozen or affected by 
decay be permitted in any container 3 
pounds or less; and. Provided further. 
That the averages for the entire lot are 
within the tolerances specified for the 
grade. 

5. Section 51.2338 paragraph (d) is 
revised to read as follows: 

9 

} 51.2336 Standard pack. 
••••* 

(d) “Fairly uniform in size“ means that 
fruit in containers marked numerically 
to denote size may not vary in diameter 
more than Vfe inch (12.7mm) in sizes 30 
or larger. % inch (9.5mm) is sizes 31 
through 38: and y<i inch (0.4mm) in sizes 
39 or smaller. Not more than 5 percent, 
by count, of the fruit in any container 
may exceed the diameter range 
specified. 

• • • « • 


5 51.2339 (Amended I 

8. Section 51.2339 is amended by 
removing the definition for “Well 
formed." 

7. 7 CFR Part 51 will be amended by 
adding a new $ 51.2341, as follows: 

9 51.2341 Sample size for grade 
determination. 

For fruit place-packed in tray pack 
containers, the sample shall consist of 
the contents of the individual container. 
For fruit jumble-packed in volume filled 
containers, the sample shall consist of at 
least 50 fruit. When individual 
containers contain at least 50 fruit, each 
individual sample is drawn from one 
container. When individual containers 
contain less than 50 fruit, a sufficient 
number of adjoining containers are open 
to form a 50 fruit sample. 

Done in Washington, DC on September 27, 
1985. 

William T. Manley, 

Deputy Administrator. Marketing Programs. 
(FR Doc 85-23545 Filed 10-1-8S; &45 am) 

BILLING COOC *410-02-* 


Animat and Plant Health Inspection 
Service 

7 CFR Part 354 

(Docket No. 85-377] 

Commuted Traveltime Periods 

agency: Animal and Plant Health 
Inspection Service. USDA. 

action: Final rule. 

summary: This document amends the 
regulations in 7 CFR Part 354 which 
prescribe commuted traveltime 
allowances. The regulations are 
amended by adding commuted 
traveltime periods for traveling from 
certain duty stations In Louisiana, 
Mississippi. New Jersey, and Vermont to 
specified locations in these States where 
services are to be performed. This 
document also amends the regulations 
by deleting commuted troveltime 
periods for traveling from certain duty 
stations in California and Mississippi to 
specified locations in these States. 
EFFECTIVE date: October 2.1985. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Paul Eggert, Director. National 
Administrative Planning Staff. Animal 
and Plant Health Inspection Service, 

U.S. Department of Agriculture, Room 
614, Federal Building. 6505 Belcrest 
Road, Hyattsville. MD 20782, 301-436- 
7250. 


SUPPLEMENTARY INFORMATION: 

Background 

The regulations in 7 CFR Part 354. 
entitled “Overtime Services Relating to 
Imports and Exports" (referred to below 
as the regulations), set forth provisions 
for obtaining, on a reimbursable basis, 
inspection, laboratory testing, 
certification, or quarantine services 
pertaining to the importation and 
exportation of plants, plant products, 
animals, animal products, or other 
commodities, during Sundays, holidays, 
or at other times outside the regular tour 
of duty of Plant Protection and 
Quarantine (PPQ) employees who 
perform such services. These services 
are provided upon request to any 
person, firm, or corporation having 
ownership, custody, or control of the 
animals or commodities requiring such 
services. 

The regulations provide that under 
certain circumstances the charges for 
reimbursable services of a PPQ 
employee shall include charges for a 
commuted traveltime period. Section 
354.2 of the regulations contains 
adminstrative instructions prescribing 
commuted traveltime periods. 
Traveltime periods reflect, as nearly as 
is practicable, the time required for a 
PPQ employee to travel from the 
employee's duty station to the locality 
where the service is provided and to 
return to the employee’s duty station. 

This document amends § 354.2 of the 
regulations by adding commuted 
traveltime periods for traveling from 
certain duty stations in Louisiana, 
Mississippi. New Jersey, and Vermont to 
other locations in these States where 
services are to be performed (the 
amendments are set forth in the rule 
portion of this document). This action is 
necessary to inform the public that PPQ 
employees are available to travel from 
such duty stations to perform services at 
specified locations and to inform the 
public of the commuted traveltime 
periods for such travel. 

This document also amends S 354.2 of 
the regulations by deleting commuted 
travcltime periods for traveling from 
certain duty stations in California and 
Mississippi to specified locations in 
these States (the amendments are set 
forth in the rule portion of this 
document). This action is necessary 
because PPQ employees arc no longer 
available to travel from the specified 
duty stations to perform such services 

Executive Order 12291 and Regulatory 
Flexibility Act 

The rule is issued in conformance 
with Executive Order 12291 and has 
been determined to be not a “major 
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rule.'* Based on information complied by 
the Department, it has been determined 
that this rule will not have a significant 
effect on the economy; will not cause a 
major increase in costs or prices for 
consumers, individual industries, 
Federal. State or local government 
agencies, or geographic regions; and will 
not cause adverse effects on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of United States-based 
enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 

For this rulemaking action, the Office 
of Management and Budget has waived 
the review process required by 
Executive Order 12291. 

The amount of articles and 
commodities requiring inspection and 
other services of a PPQ employee on a 
Sunday, holiday, or overtime basis at 
the affected locations represent an 
insignificant portion of the total amount 
of articles and commodities that require 
such services at locations in the United 
States. 

Under these circumstances, the 
Administrator of the Animal and Plant 
Health Inspection Service has 
determined that this action will not have 
a significant economic impact on a 
substantial number of small entities. 

Effective Date 

The commuted traveltime periods 
appropriate for employees performing 
services at ports of entry, and the 
features of the reimbursement plan for 
recovering the cost of furnishing port of 
entry services depend upon facts within 
the knowledge of the Department of 
Agriculture. It does not appear that 
public participation in this rulemaking 
proceeding would make additional 
relevant information available to the 
Department. 

Accordingly, pursuant to the 
administrative procedure provisions of 5 
U.S.C. 553, it is found upon good cause 
that prior notice and other public 
procedure with respect to this rule are 
impracticable and contrary to the public 
interest; and good cause is found for 
making this rule effective less than 30 
days after publication of this document 
in the Federal Register. 

Executive Order 12372 

This program/activity is listed in the 
Catalog of Federal Domestic Assistance 
under No. 10.025 and is subject to the 
provisions of Executive Order 12372 
which requires intergovernmental 
consultation with State and local 
officials. (See 7 CFR 3015. Subpart V, 48 
I R 29112, June 24,1983; 49 FR 22875, 


May 31.1984; 50 FR 14088. April 10. 
1985). 

List of Subjects in 7 CFR Part 354 

Agricultural commodities. 

Gov -mment employees. Imports. Plants 
(Agriculture). Quarantine, 
Transportation. 

PART 354—OVERTIME SERVICES 
RELATING TO IMPORTS AND 
EXPORTS 

Under the circumstances described 
above, 7 CFR Part 354 is amended as 
follows: 

1. The authority citation for Part 354 is 
revised to read as follows: 

Authority: 7 U.S.C. 2260, 49 U.S.C. 1741; 7 
CFR 2.17, 2.51. and 371.2(c)). 

2. Section 354.2 is amended by adding 
in alphabetical order or deleting the 
information as shown below: 

S 354.2 Administrative instructions 
prescribing commuted traveltime. 

• • • • • 


COMMUTEO TPAVELTIME ALLOWANCES (IN 
HOURS) 
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Done at Washington, D.C.. this 27th day of 
September. 1985. 

W.F. Helms, 

Acting Deputy Administrator, Plant 
Protection and Quarantine, Animal and Plant 
Health Inspection Service 
(FR Doc. 85-23553 Filed 10-1-85; 8:45 am) 

BILLING coot 3410 - 34 -M 


Farmers Home Administration 
7 CFR Part 1864 
Debt Settlement 

agency: Farmers Home Administration. 
USDA. 

action: Final rule. 

summary: The Farmers Home 
Administration (FmHA) is increasing the 
debt settlement approval authority by 
FmHA officials for those borrowers who 
have been granted a Chapter 7 discharge 
in bankruptcy. This action is necessary 
because the regulations presently only 
allow debts of $25,000 or less to be 
approved by the State Director, and 
anything greater must be approved by 
the Administrator. The intended effect of 
this action is to reduce the large volume 
of debt settlements submitted to the 
Administrator. 

EFFECTIVE DATE: October 2.1985. 

FOR FURTHER INFORMATION CONTACT: 

Thomas Baden. Senior Loan Officer. 
Farm Real Estate and Production 
Division. FmHA. Room 5443. South 
Building, Washington. DC 20250, 
Telephone (202) 475-4008. 
SUPPLEMENTARY INFORMATION: This 
action has been reviewed under USDA 
procedures established in Departmental 
Regulation 1512-1 which implements 
Executive Order 12291 and has been 
determined to be exempt from those 
requirements because it involves only 
internal Agency management. FmHA 
determines that settlement of debts 
(including principal, interest, and other 
charges) in cases of Chapter 7 discharge 
in bankruptcy may be approved by (1) a 
State Director if the amount to be debt 
settled after a discharge of the debt in 
bankruptcy is less than $150,000. (2) on 
appropriate Assistant Administrator if 
the amount to be debt settled after a 
discharge of the debt in bankruptcy is 
less than $250,000 and (3) the 
Administrator if the amount to be debt 
settled after discharge of the debt in 
bankruptcy is $250,000 or more. 

It is die policy of this Department to 
publish for comment rules relating to 
public property, loans, grants, benefits, 
or contracts, notwithstanding the 
exemption in 5 U.S.C. 553 with respect 
to such rules. This action, however, is 
not published for proposed rulemaking 
since it involves only internal Agency 
management and publication for 
comment is unnecessary. 

These programs/activities are listed 
in the Catalog of Federal Domestic 
Assistance under numbers: 

10.404 Emergency Loans 

10.405 Labor Housing Loans and Grants 
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10.406 Farm Operating Loan* 

10.407 Farm Ownership Loan* 

10.410 Very Low and Low Income Housing 
Loans 

10 411 Rural I lousing Site Loans 

10.414 Resource Conservation and 
Development Loans 

10.415 Rural Rental Housing Loans 

10.416 Soil and Water Loans 

10.417 Very Low—Income Housing Repair 
Loans and Grants 

10.418 Water and Waste Disposal Systems 
for Rural Communities 

10.419 Watershed Protection and Flood 
Prevention Loans 

10.422 Business and Industrial Loam 

10.423 Community Facilities Loans 

and are subject to the provisions of 
Executive Order 12372 which requires 
intergovernmental consultation with 
State and local officials. 

This document has been reviewed in 
accordance with FmllA Instruction 
1940-G, "Environmental Program." It is 
the determination of FmllA that this 
action does not constitute a major 
Federal action significantly affecting the 
quality of the human environmental and 
is in accordance with the National 
Environmental Policy Act of 1969. Pub. 

L. 91-190. an Environmental Impact 
Statement is not needed. 

list of Subjects in 7 CFR Part 1864 

Accounting. Ijoan programs— 
Agriculture. Rural areas. 

Therefore, Part 186*1 of Chapter XVIII. 
Title 7. Code of Federal Regulations is 
amended ns follows: 

PART 1864-DEBT SETTLEMENT 

1. The authority citation for Part 1864 
is revised to read as follows: 

Authority: 7 U.S.C. 1989: 42 U.S.G 1480: 5 
U.SG 301:40 U.S.G 44£ 7 CFR 2.23; 7 CFR 
2.70 

2. Section 1864.14 is amended by 
revising paragraph (a] to read as 
follows: 

$ 16o4.14 Approval of satllemant and 
submission to National Of flea. 

(it) Approval of settlement. Subject to 
the policies, procedures, and limitations 
set forth in this Instruction, the 
compromise, adjustment, cancellation, 
or chargeoff of debts (including 
principal, interest, and other charges) 
may be approved. 

(1) By the State Director where the 
indebtedness involved in the settlement 
is less than $25,000 or where a Chapter 7 
discharge in bankruptcy has been 
granted and the indebtedness is less 
than $150,000 

(2) By the appropriate Assistant 
Administrator where a Chapter 7 
discharge in bankruptcy has been 


granted and the indebtedness is less 
that $250,000. 

(3) By the Administrator where the 
indebtedness involved in the settlement 
is $25,000 or more or where a Chapter 7 
discharge in bankruptcy has been 
granted and the indebtedness Is $250,000 
or more. 

• • • • • 

Dated: September 18.1985. 

Vance L. Clark. 

Administrator. Formers Home 
Administration. 

|FR Doc. 85-23552 Filed 10-1-85: 8.45 am) 

SILLING COOt 3410-07-41 


DEPARTMENT OF TRANSPORTATION 
Federal Aviation Administration 
14 CFR Part 39 

(Docket No. 85-NM-60-AD; AmdL 39-51441 

Airworthiness Directives; lockheed- 
Californla Co.. Model L-1011 Series 
Airplanes 

agency: Federal Aviation 
Administration (FAA), DOT. 
action: Final rule. 

summary: This amendment adopts a 
new airworthiness directive (AD) which 
requires initial and subsequent periodic 
inspections for accumulated water in 
elevator trailing edge panels on certain 
Lockheed Model L-1011 airplanes. This 
AD is required because a significant 
amount of water in the trailing edge of 
the elevator can create an unbalance, 
which can cause a flutter instability to 
occur within the norma! flight envelope. 
This condition, if not corrected, can 
result in major structural damage to the 
airplane. 

OATES: Effective November 12,1985. 
Compliance schedule as prescribed in 
the body of the AD, unless already 
accomplished. 

addresses: The applicable service 
information may be obtained from 
Lockheed-Califomia Company, P.O. Box 
551, Burbank, California 91520. 
Attention: Commercial Support 
Contracts. Dept. 63-11. U-33. B-l. This 
information may also be examined at 
the FAA, Northwest Mountain Region, 
17900 Pacific Highway South. Seattle, 
Washington, or at 4344 Donald Douglas 
Drive. Long Beach. California. 

FOR FURTHER INFORMATION CONTACT: 
Mr. Kyle L Olsen, Aerospace Engineer, 
Airframe Branch. ANM-121L, FAA. 
Northwest Mountain Region, Los 
Angeles Aircraft Certification Office, 
4344 Donald Douglas Drive. Long Beach, 


California 90808: telephone (213] 548- 
2824. 

SUPPLEMENTARY INFORMATION: A 

proposal to amend Part 39 of the Federal 
Aviation Regulations to include a new 
airworthiness directive (AD) to require 
inspection and modification of the 
elevator trailing edge panels on certain 
Lockheed L-1011 series airplanes was 
published as a Notice of Proposed 
Rulemaking (NPRM} in the Federal 
Register on July 5,1985 (50 FR 27601). 
The comment for the proposal closed 
August 1.1985. 

Interested persons have been afforded 
an opportunity to participate in the 
making of this amendment. Due 
consideration has been given to all 
comments received. Only one person 
submitted comments. 

The commenter stated that the 
Lockheed Service Bulletin 093-55-026 
does not require inspections for 
airplanes with fiberglass trailing edge 
panels. Hie FAA acknowledges that the 
intent of the notice was to apply onty to 
airplanes with Kevlar/Nomex 
honeycomb trailing edge panels. The 
final rule has been revised to make this 
clear. 

The commenter also stated that 
Lockheed Service Bulletin 093-55-026 
refers to a Lockheed Alert Service 
Bulletin, which provides instructions for 
visual and tap test inspections. The 
commenter interprets the proposed rule 
as not incorporating the requirements of 
Ihe Alert Service Bulletin. The FAA 
recognizes that this interpretation is 
correct and paragraph (a) of the AD has 
been revised to clearly specify 
inspections by X-ray, moisture meter, or 
in-situ balance check. 

Enclosed with the commentcr's letter 
was a copy of a telex from an operator, 
which suggested that service 
information from another aircraft 
manufacturer be allowed as an alternate 
procedure. The FAA acknowledges this 
suggestion: howeverr paragraph (d) of 
the AD does allow alternate means of 
compliance, when data Is submitted to 
and approved by the Manager. Lns 
Angeles Aircraft Certification Office, 
FAA, Northwest Mountain Region. 

During the comment period. Lockheed 
issued, and the FAA approved. Revision 
1 to Service Bulletin 093-55-027. This 
revision provides additional instructions 
for wrapping the end edges of the 
trailing edge panels. The rule as 
proposed allows this additional 
modification. 

It is estimated that 100 airplanes of 
U.S. registry will be affected by this AD 
that it will take approximately 11 
manhours per airplane to accomplish the 
required actions, and that the average 













Federal Register / Vol. 50, No. 191 / Wednesday, October 2, 1985 / Rules and Regulations 40189 


labor cost will be $40 per manhour. For 
airplanes that require replacement 
elevator trailing edge panels, the cost for 
parts is approximately $3,000 per 
airplane and would require 
approximately 157 manhours, at $40 per 
manhour, for installation. Based on 
these figures, the total cost impact of the 
AD on U.S. operators is estimated to be 
$972,000. 

After careful review of the available 
data, including the comments noted 
above, the FAA has determined that air 
safety and the public interest require the 
adoption of the following rule with the 
changes discussed above. 

For the reasons discussed above, the 
FAA has determined that this regulation 
is not considered to be major under 
Rxecutive Order 12291 or significant 
under DOT Regulatory Policies and 
Procedures (44 FR 11034; February 26. 
1U79); and it is further certified under the 
criteria of the Regulatory Flexibility Act 
that this rule will not have a significant 
economic effect on a substantial number 
of small entities because few. if any, 
Model Lr-1011 series airplanes are 
operated by small entities. A final 
evaluation has been prepared for this 
regulation and has been placed in the 
docket. 

List of Subjects in 14 CFR Part 39 

Aviation safety, Aircraft. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
the Federal Aviation Administration 
amends 5 39.13 of Part 39 of the Federal 
Aviation Regulation as follows: 

1. The authority citation for Part 39 
continues to read as follows: 

Authority: 49 U.S.C. 1354(a); 1421 and 1423: 
49 U.S.C. 106(g) (Revised. Pub. L 97-4-19, 
January 12, 1083); and 14 CFR 11.09. 

2. By adding the following new 
airworthiness directive: 

Lodvheed’Caiifornia Company: Applies to 
Lockheed Model L-1011 series airplanes, 
certificated In any category, 
n Lorporating Kevlar/Nomex honeycomb 
elevator trailing edge panels. Compliance 
required as indicated, unless previously 
accomplished. 

To prevent the potential of major structural 
‘i image to the airplane due to flutter 
divergence as a result of water retention in 
*ne elevator trailing edge panels, accomplish 

the following: 

* Within 300 hours time-in-service after 
the effective date of this AD, inspect by X- 
*JV* rooi*ture meter, or in-situ balance check, 
the elevator trailing edges for water 
entrapment in accordance with Lockheed 
Service Bulletin 093-55-028 dated November 
- 0 , lqm, or | a ter FAA approved revision: 

1 If no water is detected and the trailing 
hag less than 20,000 hours time-in¬ 


service, reinspect in accordance with 
paragraph (a) at intervals not to exceed 3.500 
hours time-in-service. 

2. If no water is detected and the trailing 
edge has 20.000 or more hours time-in-service, 
reinspect in accordance with paragraph (a) at 
intervals not to exceed 7,000 hours time-in¬ 
service. 

3. If water is present and the calculated or 
measured unbalance is within allowable 
limits, reinspect m accordance with 
paragraph (a) at intervals not to exceed 1,100 
hours time-in-service. 

4. If water is present and the total elevator 
unbalance cannot be brought within 
allowable limits, replace the truiling edge 
panel or panels before further flight. 

b. If the trailing edge is replaced by a 
trailing edge pari number 1500505-103 or 
-105, within 3,500 hours time-in-service after 
the replacement inspect In accordance with 
paragraph (a) and reinspect in accordance 
with paragraphs (a)(1), (a)(2). or (a)(3). 

c. The repetitive inspections required by 
paragraphs (a)(1), (a)(2), and (a)(3) may be 
discontinued after the trailing edge is 
modified in accordance with Lockheed 
Service Bulletin 093-55-027, dated November 
20.1984. or later FAA-approved revision. 

d. Alternate means of compliance with this 
AD which provide an acceptable level of 
safety may be used when approved by the 
Manager. Los Angeles Aircraft Certification 
Office. FAA. Northwest Mountain Region. 

e. Special flight permits may be issued in 
accordance with FAR 21.197 and 21.199 to 
operate the airplane to a base for 
accomplishment of inspections or 
modifications required by this AD. 

All persons affected by this directive who 
have not already received these documents 
from the manufacturer may obtain copies 
upon request to Lockheed-Califomia 
Company. P.O. Box 551, Burbank, California 
91520. Attention: Commercial Support 
Contracts. Dept. 03-11. U-33. B-l. These 
documents also may be examined at the 
FAA, Northwest Mountain Region. 17900 
Pacific Highway South. Seattle. Washington, 
or the Los Angeles Aircraft Certification 
Office. 4344 Donald Douglas Drive. Long 
Beach. California. 

This amendment becomes effective 
November 12.1905. 

Issued in Seattle. Washington, on 
September 25.1985, 

Wayno J. Barlow, 

Acting Director, Northwest Mountain Region. 
[FR Doc. 85-23467 Filed 10-1-05; 0:45 am] 

BILLING COOE 


14 CFR Part 39 

(Docket No. 8S-NM-57-AD; Arndt 39-5145} 

Airworthiness Directive; Saob-Fairchlld 
SF-340A Series Airplanes 

agency: Federal Aviation 
Administration (FAA). DOT. 
action: Final rule. 

summary: On May 31.1985, the FAA 
issued telegraphic Airworthiness 


Directive TB5-11-51, effective upon 
receipt, to all known U.S. operators of 
Saab-Fairchild Model SF-340A 
airplanes, which provides initialization 
procedures to prevent incorrect attitude 
presentation on the Collins electronic 
flight instrument system (EFIS) after 
takeoff. Incorrect attitude indication 
would be misleading and could be 
hazardous to flight. This action 
publishes telegraphic AD T85-11-51. 
dates: Effective October 21,1985. 

This AD was effective earlier to all 
recipients of telegraphic AD T85-11-51 
dated May 31,1985. Compliance 
required before further flight after the 
effective date of this AD, if not already 
accomplished. 

addresses: The applicable service 
information specified in this AD may be 
obtained upon request to Saab-Fairchild 
Product Support, S.58188, Unkoping, 
Sweden. This information may be 
examined at the FAA. Northwest 
Mountain Region, 17900 Pacific Highway 
South. Seattle. Washington, or the 
Seattle Aircraft Certification Office, 

9010 East Marginal Way South, Seattle, 
Washington. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Harold N. Wantiez. Standardization 
Branch, ANM-113; telephone (206) 431- 
2977. Mailing address: FAA, Northwest 
Mountain Region. 17900 Pacific Highway 
South. C-68966, Seattle. Washington 
90168. 

SUPPLEMENTARY INFORMATION: The 

Swedish Board of Civil Aviation (BCA), 
which is the airworthiness authority for 
Sweden, has. in accordance with 
existing provisions of a bilateral 
agreement, notified the FAA of an 
unsafe condition that may exist on 
Saab-Fairchild Model SF-340A 
airplanes. Two incidents have been 
reported of incorrect attitude 
presentations on the Collins EFIS after 
takeoff during SF-340A scheduled 
operation. There was no failure warning 
given to the pilot. This situation is 
misleading and could be hazardous to 
flight. 

Since this condition is likely to exist 
or develop on airplanes of this model 
registered in the United States, 
telegraphic AD T85-11-51 was issued 
May 31.1985, which requires that a 
revised initialization procedure for the 
Collins attitude heading reference 
system (AHRS) be used on SF-340A 
airplanes to prevent incorrect attitude 
presentations. 

Since a situation existed, and still 
exists, that requires the immediate 
adoption of this regulation, it is found 
that notice and public procedure hereon 
are impracticable and contrary to public 
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interest, and good cause exists to make 
the amendment effective in less than 30 
days. 

The FAA has determined that this 
regulation is an emergency regulation 
that is not considered to be major under 
Executive Order 12291. It is 
impracticable for the agency to follow 
the procedures of Order 12291 with 
respect to this rule since the rule must 
be issued immediately to correct an 
unsafe condition in aircraft. It has been 
further determined that this document 
involves an emergency regulation under 
DOT Regulatory Policies and Procedures 
(44 FR 1034; February 2a 1979). If this 
action is subsequently determined to 
involve a significant/major regulation, a 
final regulatory evaluation or analysis, 
as appropriate, will be prepared and 
placed in the regulatory docket 
(otherwise, an evaluation or analysis is 
not required). 

List of Subjects in 14 CFR Part 39 

Aviation safety. Aircraft. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
the Federal Aviation Administration 
amends 5 39.13 of Part 39 of the Federal 
Aviation Regulations as follows: 

PART 39—t AMENDED) 

1. The authority citation for Part 39 
continues to read as follows: 

Authority: 49 U.S.C. 1354(a). 1421 and 1423: 
49 U.S.G 108(g) (Revised Pub. L 97-449. 
January 12.1963): and 14 CFR 11.89 

2. By adding the following new 
airworthiness directive: 

Soab-FairchUd: Applies to all Model SF-340A 
airplanes certificated in any category. 
Compliance is required before further 
flight after the effective date of this 
airworthiness directive (AD). To prevent 
incorrect attitude indications, accomplish 
the following, unless previusly 
accomplished: 

A. Incorporate the following information 
Into the limitations section of the FAA* 
approved Airplane Flight Manual and 
provide to flightcrews: 

"During the alignment or Initialization 
period, an inertial system is susceptible to 
bus voltage transients and aircraft 
movement. The method traditionally used to 
initialize an inertial system is to apply power 
to the system and to keep the aircraft 
stationary until all errors in the system are 
biased to zero. Aircraft movement due to 
taxiing will cause inertial errors that are 
excessive. 

The following procedures must be used to 
correctly initialize inertia 11 y-based attitude 
heading reference systems (AHRS) to 
establish the correct attitude and heading 
references with lespect to earth references: 


1. AHRS Initialization to be performed with 
both engines running. I.e., external power 
switched to off and both generators online 
prior to applying power to the L and.R 
avionics busses 

Z Approximately 70 seconds after avionics 
power is applied, the AHRS initialization is 
completed by the presentation of attitude on 
EF1S and the removal of the attitude flags 
from the displays. During initialization, 
ensure that the aircraft is not moved and 
there is no operation of brakes, flaps, 
nosewheel steering, i.e., the hydraulic pump 
is no! to be operated. Also, there should be 
no changes made in engine power/prop 
settings. 

3. After the system is initialized, as 
indicated by the attitude flag being out of 
view, the aircraft may be taxied and engine 
run-ups performed. Takeoff may not be made 
until the system has been operating at least 
two minutes after initialization i& completed, 
the attitude difference between the attitude 
displayed on both EF1S electronic attitude 
direction indicators (EADfs) and the standby 
attitude indicator is 3* or less (either bank or 
pitch), and the heading on the compass card 
Is not stewing away from the aircraft heading. 

4. If the attitude error exceeds 3* or If the 
compass heading slews away from the 
aircraft heading when checked in accordance 
with step 3 m above, stop the aircraft set 
brakes, stabilize engine power settings, and 
remove avionics power from the affected 
system by pulling the AHRS circuit breakers 
(AHC Avion and BAT) which will remove the 
attitude display from the EFIS. Reset circuit 
breakers and repeat initialization procedure 
and checks as in steps 2 and 3, above. 

Noto: An incorrect initialization on the 
ground cannot be corrected by a 
reinitialization while airborne/' 

B. Alternate means of compliance which 
provide an acceptable level of safety may be 
used when approved by the Manager, 
Standardization Branch, ANM-113, FAA. 
Northwest Mountain Region. 

Noto—Compliance with paragraph A. of 
this directive may be effected by including a 
copy of this AD in the limitations section of 
the FAA-approved airplane flight manual and 
operating manual. 

All persons affected by this directive who 
have not already received these documents 
from the manufacturer may obtain copies 
upon request to Saab-Fairchild Product 
Support S.58188, Linkoping. Sweden. These 
documents also may be examined at the 
FAA. Northwest Mountain Region, 17900 
Pacific Highway South. Seattle. Washington, 
or the Seattle Aircraft Certification Office. 
9010 East Marginal Way South. Seattle. 
Washington. 

This amendment becomes effective 
October 21.1985. It was effective earlier to all 
recipients of telegraphic AD 85-11-51 issued 
May 31.1965, which contained this 
amendment. 

Issued in Seattle, Washington, on 
September 25.1065. 

Wayne J. Barlow. 

Deputy Director. Northwest Mountain Region* 
(FR Doc. 85-23488 Filed 10-1-65: 8:45 am) 
BltUMQ COOC 4SKMS4I 


14 CFR Part 71 

(Airspace Docket No. 85-AAL-5) 

Revocation of Control Zones at Aniak, 
Nenana, Umiat and Fort Yukon, AK 

AGENCY: Federal Aviation 
Administration (FAA). DOT. 
action: Final rule. 

summary: This notice revokes the 
control zones at Aniak. Nenana. Umiat 
and Fort Yukon. AK. This action will 
allow more efficient use of the airspace, 
and reduce the constraints and impact 
on the public in the affected airspace. 
The circumstance which create the need 
to revoke the control zones is that 
weather reports at these airports are 
provided on an hourly basis without 
special observations taken and 
disseminated when significant changes 
in weather occur. This creates an undue 
restriction on the users when: (1) The 
last report indicates the weather is 
below basic visual flight rules (VFR) 
minimums. (2) the weather is actually 
above basic VFR minimums, and (3) the 
next weather report will not be 
available until on the hour. This 
proposal will provide airspace for VFR 
aircraft to depart and arrive at the 
above airports with 1 mile flight 
visibility and clear of clouds below 700 
feet above the surface. 

EFFECTIVE DATE: 0901 GMT. January 18, 
1986. 

FOR FURTHER INFORMATION CONTACT. 

Robert G Durand. Procedures and 
Airspace Specialist, (AAL-538), Air 
Traffic Division, Federal Aviation 
Administration. 701 C Street. Box 14, 
Anchorage, AK 99513-0087. telephone 
(907) 271-5903. 

SUPPLEMENTARY INFORMATION: 

History 

On April 19.1985. the FAA proposed 
to amend Part 71 of the Federal Aviation 
Regulations (14 CFR Part 71) to revoke 
control zones at Aniak. Nenana. Umiat 
and Fort Yukon, AK (50 FR 15581). 
Interested parties were invited to 
participate in this rulemaking 
proceeding by submitting written 
comments on the proposal to the FAA. 
Two public comments were received, 
one favoring the proposal and one 
objecting to the proposal. The objection 
is, IFR aircraft arriving at Fort Yukon 
would be conducting instrument 
approach procedures at the same time 
as VFR aircraft would be departing and 
arriving the airport. We agree that this ii 
a possibility. This possibility exists 
today (with a control zone) because 
special weather reports are not being 
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taken and the last hour weather report 
may indicate VFR weather conditions 
when in fact they are below basic VFR 
weather minimum*. It is essential that 
all pilots follow the procedures outlined 
in Advisory Circular Number 90-4213 
and Airman's Information Manual para- 
157 (Traffic Advisory Practices at 
Airports Without Operating Control 
Timers) in the interest of promoting 
safety. Except for editorial changes, this 
amendment is the same as that 
proposed in the notice. Section 71.171 of 
Part 71 of the Federal Aviation 
Regulations was republished in 
Handbook 7400.6A dated )anuary 2, 

1955. 

The Rule 

This amendment to Part 71 of the 
Federal Aviation Regulations will 
revoke the control zones at Aniak. 
Nenana. Umiat and Fort Yukon. AK. 
Weather reports at the above locations 
are being taken once an hour and do not 
include special observations when 
significant changes in weather occur. 
This can result in reported weather 
conditions which unduly restrict users. 
Transition areas are presently published 
to provide controlled airspace to protect 
the instrument approaches at the above 
locations. This amendment will allow 
VFR aircraft to depart and arrive at the 
above airports with 1 mile flight 
visibility and clear of clouds below 700 
feet above the surface. It is essential 
that ail pilots follow the procedures 
outlined in Advisory Circular Number 
90-42D and Airman*s Information 
Manual para-157 (Traffic Advisory 
Practices at Airports Without Operating 
Control Towers) in the interest of 
promoting safety. 

The FAA has determined that this 
regulation only involves an established 
body of technical regulations for which 
frequent and routine amendments are 
necessary to keep them operationally 
current. It. therefore. (1) is not “major 
rule*' under Executive Order 12291; (2) is 
not a “significant rule” under DOT 
Regulatory Policies and Procedures (44 
FR 11034; February 20, 1979); and (3) 
does not warrant preparation of a 
regulatory evaluation as the anticipated 
impact is so minimal. Since this is a 
routine matter that will only affect air 
traffic procedures and air navigation, it 
is certified that this rule will not have a 
significant economic impact on a 
substantial number of small entities 
under the criteria of the Regulatory 
Flexibility Act. 
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List of Subjects in CFR Port 71 

Control zones. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
the Federal Aviation Administration 
amends Part 71 of the Federal Aviation 
Regulations (14 CFR Part 71) as follows; 

PART 71—[AMENDEDI 

1. The authority citation for Part 71 
continues to read as follows: 

Authority: 49 U.S.C. 1348(a). 1354(a), 1510; 
Executive Order 10654: 49 U.S.C. 106(g) 
(Revised Pub. L 97-449. January 12. 1983); 14 
CFR 11 69. 

2, By amending $ 71.171 as follows: 
Aniak. AK (Removed) 

Within a 5-mile radius of the Aniak Airport • 
(laL 61*3574.. long. 159‘32'W.): within 3 miles 
each side of the 114*T(090*M) bearing from 
Aniak NDB. extending from the 5-mile radius 
zone to 8 miles SE of the NDB. and within 2 
miles each side of the Aniak localizer (lat 
erasarN.. long. 159*33 01“W.) west course 
extending from the 5-raiie radius zone to 6.5 
miles west of the localizer. This control zone 
is effective during the specific dales and 
times established in advance by Notice to 
Airmen. The effective date and time will 
thereafter be continuously published in the 
Flight Information Publication Supplement 
Alaska. 

Nwuumu AK | Removed) 

Within a 5-mile radius of the Nenana 
Airport (laL 64*32*56™.. long. 149*04*24 W.k 
and within 4 miles each side of the 132* 
bearing from the Julius RBN extending from 
the 5-mile radius zone to &5 miles southeast 
of the RBN. This control zone is effective 
during the specific days and times 
established in advance by a Notice to 
Airmen. The effective dates and times will 
thereafter be continuously published in the 
Flight Information Publication Supplement 
Alaska. 

Umiat. AK (Removed) 

Within a 5 mile radius of the Umiat Airport 
flat 80*2217* N. long. 152*08’<xrW.), within 3 
miles each side of the 079* bearing from the 
Umiat NDB extending from the 5-mile radius 
zone to 8 miles east of the NDB: and within 3 
miles each side of the 259* bearing from the 
Umiat NDB extending from the 5-mile radius 
zone to 8 miles west of the NDB. 

Fort Yukon, AK (Removed) 

Within a 5-mile radius of the Fort Yukon 
Municipal Airport (lat 80*34'ie , 'N.. long. 

145*14 59 'W ), and within 3 miles south and 
45 miles north of the Fort Yukon 076* radial 
extending from the 5-mile radius zone to 10.5 
miles east of the Fort Yukon VORTAC and 
within 3 miles each side of the Fort Yukon 
VORTAC 214* radial extending from the 5- 
mlle radius zone to 8.5 miles southwest of the 
VORTAC This control zone Is effective from 
0800 to 1700 hours local time dally or during 
the specific days and times established in 


advance by a Notice to Airmen. The effective 
dutes and times will thereafter be 
continuously published in the Flight 
Information Publication Alaska. 

Issued in Anchorage. Alaska, on September 
23.1985. 

Franklin L Cunningham. 

Director. Alaskan Region. 

|FR Doc. 65-23470 riled 10-1-85, 6:45 am) 

8HUMQ COOi Wie-tJ-M 


14 CFR Part 73 

(Airspace Docket No. 65-AWA-17) 

Amendment to Hour* of Operations 
for R-2303A and R-2303B, Fort 
Huachuca. A2 

agency: Federal Aviation 
Administration (FAA), DOT. 

action: Final rule. 

summary: This notice amends the times 
of designation for Restricted Areas R- 
2303A and B. Fort Huachuca. AZ. This 
amendment is at the request of the user 
and will provide for more efficient use of 
the airspace. 

effective date: 0901 G.m.L. November 
21.1985. 

FOR FURTHER INFORMATION CONTACT. 

Ronald C. Montague. Airspace and 
Aeronautical Information Requirements 
Branch (ATO-240), Air Traffic 
Operations Service. Federal Aviation 
Administration. 800 Independence 
Avenue. SW H Washington. D.C. 20591; 
telephone: (202) 426-3656. 

SUPPLEMENTARY INFORMATION: 

History 

On April 15.1985, the FAA proposed 
to amend Part 73 of the Federal Aviation 
Regulations (14 CFR Part 73) to change 
the designated time of use for R-2303A 
and B from “Continuous" to “Monday- 
Saturday. 0700-1600 local time; other 
times by NOT AM at least 24 hours in 
advance" (50 FR 14717). This proposal 
was at the request of the user. Interested 
parties were invited to participate in this 
rulemaking proceeding by submitting 
written comments on the proposal to the 
FAA. No comments objecting to the 
proposal were received. Except for 
editorial changes, this amendment is the 
same as that proposed in the notice. 
Section 73.23 of Part 72 of the Federal 
Aviation Regulations was republished in 
Handbook 74O0.6A dated January 2. 

1985. 
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The Rule 

This amendment to Part 73 of the 
Federal Aviation Regulations amends 
the designated times of use for R-2303A 
and B to Monday-Saturday, 0700-1600 
local time; other times by NOT AM at 
least 24 hours in advance. 

The FAA has determined that this 
regulation only involves an established 
body of technical regulations for which 
frequent and routine amendments are 
necessary to keep them operationally 
current. It, therefore—(1) Is not a “major 
rule" under Executive Order 12291; (2) is 
not a “significant rulc“ under DOT 
Regulatory Policies and Procedures (44 
FR 11034; February 26,1979); and (3) 
does not warrant preparation of a 
regulatory evaluation as the anticipated 
impact is so minimal. Since this is a 
routine matter that will only affect air 
traffic procedures and air navigation, it 
Js certified that this rule will not have a 
significant economic impact on a 
substantial number of small entities 
under the criteria of the Regulatory 
Flexibility Act, 

List of Subjects in 14 CFR Part 73 

Aviation safety, Restricted areas. 

Adoption of The Amendment 

Accordingly, pursuant to the authority 
delegated to me, Part 73 of the Federal 
Aviation Regulations (14 CFR Part 73) is 
amended, as follows: 

PART 73—(AMENDED) 

1. The authority citation for Part 73 
continues to read as follows: 

Authority. 49 U.S.C. 1346(a). 1354(a), 1510. 
1522; Executive Order 10054: 49 U.S.C 106(g) 
(Revised Pub. L 97-449. (anuary 12. 1983); 14 
CFR 11 69. 

2. Section 73.23 is amended as follows: 

R-23Q3A Fort Huachuca. AZ |Amended| 

By removing the word 'Continuous." and 
substituting the words "Monday^Saturday, 
0700-1600 local time; other times by NOTAM 
at least 24 hours in advance.” 

R-2303B Fort Huachuca. AZ (Amended) 

By removing the word "Continuous.” and 
substituting the words "Monday-Saturday. 
0700-1600 local time; other times by NOTAM 
at least 24 hours in advance." 

Issued in Washington. D C., on September 
25.1965. 

Daniel |. Peterson. 

Manager. Airspace-Rules and Aeronautical 
Information Division. 

|FR Doc. 85-23486 Filed 10-1-65: 0:45 am) 

BltllNQ COOt 4910-13-41 


DEPARTMENT OF ENERGY 

Federal Energy Regulatory 
Commission 

18 CFR Part 271 

(Docket Nos. RM79-76-240 (Colorado-40) 
and RM79-76-245 (Colorado-40 Addition) 
Order No. 431) 

High-Cost Gas Produced From Tight 
Formations; Final Rule 

Issued: September 27.1985. 

agency: Federal Energy Regulatory 
Commission. DOE. 
action: Final rule. 

summary: The Federal Energy 
Regulatory Commission is authorized by 
section 107(c)(5) of the Natural Gas 
Policy Act of 1978 to designate certain 
types of natural gas as high-cost gas 
where the Commission determines that 
the gas in produced under conditions 
which produce extraordinary risks or 
costs. Under section 107(c)(5), the 
Commission issued a rule designating 
natural gas produced from tight 
formations as high-cost gas which may 
receive an incentive price (18 CFR 
271.703 (1984)). This rule established 
procedures for jurisdictional agencies to 
submit to the Commission 
recommendations of areas for 
designation as tight formations. This 
order adopts the recommendation of the 
Colorado Oil and Gas Commission that 
a portion of the Niobrara Formation in 
Adams, Boulder and Weld Counties. 
Colorado and another portion of the 
Niobrara Formation located in Adams 
and Weld Counties. Colorado, be 
designated as tight formations under 
§ 271.703(d) of the Commission's 
Regulations. 

effective date: This rule is effective 
October 28,1985. 

FOR FURTHER INFORMATION CONTACT: 

W. Thomas Rosemond. Jr.. Office of the 
General Counsel. Federal Energy 
Regulatory Commission. 825 North 
Capitol Street NE, Washington. DC 
20426. (202) 357-9118. 

SUPPLEMENTARY INFORMATION: 

Before Commissioners: Raymond ). 
O'Connor. Chairman: A G. Sousa and Charles 
G. Staton. 

The Commission hereby amends 
5 271.703(d) of its regulations to include 
a portion of the Niobrara Formation 
located in Adams. Boulder, and Weld 
Counties. Colorado (Colorado-40), and 
another portion of the Niobrara 
Formation located in Adams and Weld 
Counties, Colorado (Colorado-40 
Addition), as designated tight 
formations eligible for incentive pricing 


under 18 CFR 271.703. The amendments 
are based on recommendations of the 
State of Colorado Oil and Gas 
Conservation Commission (Colorado) 
submitted to the Commission on 
November 15,1984 (Colorado-40) and 
February 25.1985 (Colorado-40 
Addition). The recommended areas are 
contiguous and located in the western 
portion of the Denver>)uiesburg Basin. 
No federal acreage is included in the 
recommended areas. Notices of the 
proposals were published in the Federal 
Register on December 13.1984 
(Colorado-40) 1 and April 11.1985 
(Colorado-40 Addition). 2 No comments 
were filed in response to the Colorado- 
40 notice. One comment, supporting the 
recommendation, was filed in response 
to the Colorado-40 Addition notice. No 
public hearing was requested and none 
was held. 

Evidence submitted by Colorado 
supports the assertions that portions of 
the Niobrara Formation (Colorado-40) 
located In Adams, Boulder and Weld 
Counties. Colorado and portions of the 
Niobrara Formation (Colorado-40 
Addition) located in Adams and Weld 
Counties. Colorado meet the guidelines 
contained in § 271.703(c)(2) of the 
Commission's regulations. Accordingly, 
the Commission adopts Colorado's 
recommendations. 

This amendment shall become 
effective October 28,1985. 

List of Subjects in 18 CFR Part 271 

Natural Gas, Incentive price. Tight 
Formations. 

In consideration of the foregoing. Part 
271 of Subchapter H. Chapter I, Code of 
Federal Regulations, is amended as set 
forth below. 

By the Commission. 

Kenneth F. Plumb. 

Secretary. 

PART 271—(AMENDED) 

Section 271.703 is amended to read as 
follows: 

1. The authority citation for Part 271 
continues to read as follows: 

Authority: Department of Energy 
Organization Act, 42 U.S.C. 7101 etseqr, 
Natural Gas Policy Act of 1978:15 U.S.C. 
3301-3422: Administrative Procedure Act. 5 
U S.C. 553. 

2. Section 271.703 is amended by 
adding paragraphs (d)(191) and (d)(192) 
to read as follows: 

4 271.703 Tight formations. 


‘ 49 FR 48571 
* 50 FR 14249. 
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(d) Designated tight formations. 

• • • • • 

(191) Niobrara Formation in Colorado. 
RM79-76-240 (Colorado-40). 

(i) Delineation of formation. The 
Niobrara Formation is located in Adams 
County, Colorado, in Township 1 South. 
Range 68 West. Sections 1 through 24: in 
Boulder County. Colorado, in Township 

1 South. Range 69 West. Sections 1 
through 24; Township 1 North, Range 69 
West, Sections 1 through 36; and In 
Weld County, Colorado, in Township 1 
North. Range 68 West, Sections t 
through 36. 6th PM. 

(ii) Depth. The average depth to the 
top of the Niobrara Formation is 7,600 
feet. The Niobrara Formation varies in 
thickness from 250 to 450 feet. 

(192) Niobrara Formation in Colorado . 
KM79-78~245 (Colorado-40 Addition). 

(i) Delineation of formation. The 
Niobrara Formation is located in Adams 
County. Colorado, in Township 1 South. 
Range 67 West. Sections 1 through 36; 
Township 1 South, Range 68 West, 
Sections 25 through 38; and in Weld 
County. Colorado, in Township 1 North. 
Range 67 West. Section 32 S/2,6th P.R 

(ii) Depth . The average depth to the 
top of the Niobrara Formation is 7,500 
feet The Niobrara Formation varies in 
thickness from 250 to 450 feet 

[FR Doc. 85-23555 Filed 10-01-85; 8.45 am) 
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18 CFR Part 271 

(Docket Nos. RM79-76-136 (Utsh-5) and 
RM79-76-137 (Utah-6); Order No. 430| 

High-Cost Gas Produced From Tight 
Formations; Final Rule 

lulled: September 27.1985. 

agency: Federal Energy Regulatory 
Commission. DOE. 
action: Final rule. 

summary: The Federal Energy 
Regulatory Commission is authorized by 
section 107(c)(5) of the Nature Gas 
Policy Act of 1978 to designate certain 
types of natural gas as high-cost gas 

*here the Commission determines that 
the gag is produced under conditions 
which present extraordinary risks or 
costs. Under section 107(c)(5). the 
Commission issued a final regulation 
designating natural gas produced from 
tjgnt formations as high-cost gas which 
rosy receive an incentive price (18 CFR 
2H.703 (1984)). This rule established 
procedures for jurisdictional agencies to 
submit to the Commission 
recommendations of areas for 
designations as tight formations. This 
order adopts the amended 


recommendation of the State of Utah's 
Board of Oil. Gas and Mining that 
portions of the Dakota Formation 
located in Grand and Uintah Counties, 
Utah be designated as a tight formation 
under $ 271.703 of the Commission's 
regulations, and that none of the 
Morrison Formation be designated as a 
tight formation. 

effective date: This rule is effective 
October 2a 1965. 

FOR FURTHER INFORMATION CONTACT: 

W. Thomas Rosemond. Jr., Office of the 
General Counsel, Federal Energy 
Regulatory Commission. 825 North 
Capitol Street NE., (202) 357-9118 . 
SUPPLEMENTARY INFORMATION! 

The Commission amends § 271.703(d) 
of its regulations to include certain 
acreage in the Dakota Formation located 
in Grand and Uintah Counties, Utah as a 
designated tight formation eligible for 
incentive pricing under 18 CFR 271.703. 
The amendment is based on the revised 
recommendation of the State of Utah's 
Board of Oil, Gas and Mining submitted 
to the Commission on December 24. 

1984. 1 Notice of the revised proposal 
was published in the Federal Register on 
June 18.1965 (50 FR 25284). One 
comment, in support of the revised 
recommendation, was filed in response 
to the notice. No public hearing was 
requested or held. 

Evidence submitted by the Utah Board 
supports the assertion that certain 
acreage in the Dakota Formation located 
in Grand and Uintah Counties, Utah 
meets the guidelines contained in 
§ 271.703[c)(2)(i). Accordingly, the 
Commission adopts the Utah Board s 
recommendation. 

This amendment shall become 
effective October 28,1985. 

List of Subjects in 18 CFR Part 271 

Natural Gas. Incentive price. Tight 
formations. 

In consideration of the foregoing. Part 
271 of Subchapter H. Chapter I. Code of 
Federal Regulations, is amended as set 
forth below. 


* Originally, the Utah Board recommended that 
the Dakota Formation (Utah-5) and the Morriaoa 
Formation (Utah-6), both located in Grand and 
Uintah Countiaa. Utah, aach be designated aa a tight 
formation A* * a result of a public hearing in 
Washington. D C, and in response to staff letters, 
the Utah Board held additional public hearings in 
Utah to cooaidar additional comments and data in 
support of and against the proposed designation of 
the Morrison and Dakota Formations as tight 
formations. The Utah Boord subsequently Issued an 
amended order holding that the entire Morrison 
Formation and portion* of tho Dakota FormaUon did 
not satisfy criteria for tight formation designation 
•«t forth in IS CFR 271 70Q(c:U2)|i). The revised 
recommendation of the Utah Board accepted the 
remaining portion of the Dakota Formation 
designated herein. 


By the Commission 
Kenneth F. Plumb. 

S*x:rctary. 

Section 271.703 is amended as follows: 

1. The authority citation for Part 271 
continues to read as follows: 

Authority: Department of Energy 
Organization Act. 42 U.S.C. 7101 et seq.; 
Natural Gas Policy Act of 1970.15 U.S.C. 
3301-3432; Administrative Procedure Act. 5 
U.S.C. 553. 

2. Section 271.703 is amended by 
adding paragraph (d)(193) to read as 
follows: 

§271.703 Tight Formations. 

• # s • • 

(d) Designated tight formations. 

• • • • • 

(193) Dakota Formation in Utah. 
RM79-76-138 (Utah-5). 

(i) Delineation of formation. The 
Dakota Formation is located in Grand 
and Uintah Counties. Utah, in the area 
of Township 12 South. Ranges 21 
through 25 East; Township 13 South. 
Ranges 20 through 26 East; Township 14 
South. Ranges 20 through 26 East: 
Township 15 South. Ranges 20. W/2 21. 
N/2 23, and 24 through 26 East; and 
Township 15Mi South, Range 24, 

Sections 33 through 36. and Ranges 25 
and 26 East 

(ii) Depth. The Dakota Formation's 
vertical limits are defined by the Dakota 
Silt Formation above and the Morrison 
Formation below. The average thickness 
throughout the proposed area is 
approximately 200 feet and the overage 
depth to the top of the Dakota Formation 
is 6.925 feet. 

(FR Doc. 85-23557 Filed 16-1-85; 8:45 am) 
BILLING COOC S717-0S-M 


18 CFR Part 271 

1 Docket No. RM79-76-237 (Texas-40 
Addition); Order No. 432) 

High-Cost Gas Produced From Tight 
Formations; Final Rule 

Issued: September 27,1985 

agency: Federal Energy Regulatory 
Commission. DOE. 
action: Final rule. 

summary: The Federal Energy 
Regulatory Commission is authorized by 
section 107(c)(5) of the Natural Gas 
Policy Act of 1978 to designate certain 
types of natural gas as high-cost gas 
where the Commission determines that 
the gas is produced under conditions 
which present extraordinary risks or 
costs. Under section 107(c)(5), the 
Commission issued a rule designating 
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natural gas produced from tight 
formations as high-cost gas which may 
receive an incentive price (18 CFR 
271.703 (1984). This rule established 
procedures for jurisdictional agencies to 
submit recommendations of areas for 
designation as tight formations. This 
order adopts the recommendation of the 
Railroad Commission of the State of 
Texas that the Strawn Formation in the 
Massie (Strawn) Field located in 
portions of Crockett and Val Verde 
Counties, Texas, be designated as a 
tight formation under 5 271.703(d). 
effective date: This rule is effective 
October 28.1985, 

FOR FURTHER INFORMATION CONTACT: 

Edward C. Cingold. (202) 357-9114 or 
Walter W. Lawson. (202) 357-8556. 

supplementary information: 

Based on a recommendation mode by 
the Railroad Commission of the State of 
Texas (Texas), the Commission amends 
its regulations * * to include the Strawn 
Formation in the Massio (Strawn) Field 
located in portions of Crockett and Val 
Verde Counties. Texas, as a designated 
tight formation eligible for incentive 
pricing under § 271.703. The Director of 
the Office of Pipeline and Producer 
Regulation issued a notice proposing the 
amendment on December 10,1984.* 
Evidence submitted by Texas 
supports the assertion that the Strawn 
Formation in the Massie (Strawn) Field 
located in portions of Crockett and Val 
Verde Counties, Texas meets the 
guidelines contained in 5 271.703(c)(2). 
The Commission adopts this 
recommendation. 

This amendment shall become 
effective October 28.1985. 

List of Subjects in 18 CFR Part 271 

Natural gas. Incentive price. Tight 
formations. 

In consideration of the foregoing. Part 
271 of Subchapter H, Chapter 1, Code of 
Federal Regulations, is amended as set 
forth below. 

By the Commission. 

Kenneth F. Plumb, 

Secretory\ 

PART 271—(AMENDED1 

Section 271.703 is amended to read as 
follows: 

1. The authority citation for Part 271 
continues to read as follows: 


1 18 CFR 271.703(d) (1084). 

* 49 FR 48942 (December 17. 1U64) Comments on 
the proposed rule were invited end none were 
received No party requested a public hearing itnd 
no hearing was held. 


Authority: Department of Energy 
Organization Act. 42 U.S.C. 7101 et seq.; 
Natural Gas Policy Act of 1978,15 U.S.C 
3301-3432; Administrative Procedure Act 5 
U.S.C 553. 

2. Section 271.703 is amended by 
adding paragraph (d)(204) to read as 
follows: 

§ 271.703 Tight formations. 

• • • • • 

(d) Designated tight formations, 

• • • • • 

(204) Strawn Formation in Texas . 

RM78-78-237 (Texas-40) 

Massie (Strawn) Field, Crockett and 
Val Verde Counties . 

(i) Delineation of formation . The 
designated area is located 
approximately 25 miles south of Ozona, 
Texas, along the common Crockett and 
Val Verde County lines. The designated 
area is specifically located in the 
eastern half of Section 13; the entire 
portion of Sections 14.15.18, 25. 28. 27, 
28. 52, 53, 54, 55, 58, 85, 86, 67, 88, 89, 92. 
93. 94. 95, 98, 105,106,107,108 and 109 of 
Block O. CH & SA RR Survey: Section 95 
of Block A, TC RR Survey: and Section 
182 of Block O, M.A. Sharp Survey. 

(ii) Depth. The average depth to the 
top of the designated area is 11,165 feet 
end the thickness varies from 
approximately 200 feet on the top of the 
Massie (Strawn) Field anticline to over 
550 feet off structure. 

IFR Doc. 85-23556 Filed 10-1-85; 8:45 ami 
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DEPARTMENT OF HOUSING AND 
URBAN DEVELOPMENT 

Office of the Assistant Secretary for 
Housing-Federal Housing 
Commissioner 

24 CFR Part 203 

[Docket No. R-85-1264; FR-21531 

Mutual Mortgage Insurance and 
Rehabilitation Loans; Mortgagor's 
Minimum Investment, Technical 
Amendment 

agency: Office of the Assistant 
Secretary for Housing-Federal Housing 
Commissioner. (HUD). 
action: Final rule: technical 
amendment. 

summary: This rule amends Title 24 of 
the Code of Federal Regulations to 
reinstate an exclusion clause into 
$ 203.19, Mortgagor's minimum 
investment, that was inadvertently 
omitted as a result of a final rule 
published in the Federal Register on 
September 27.1983 (48 FR 44068). The 


exclusion clause is required by a 
statutory amendment to section 203 of 
the National Housing Act. 

EFFECTIVE date: October 2,1985. 

FOR FURTHER INFORMATION CONTACT: 
Brian Chappelle, Director, Office of 
Single Family Housing Division, 
Department of Housing and Urban 
Development, Room 9270, 451 Seventh 
Street. SW„ Washington. D.C. 20410, 
telephone (202) 755-8720. (This is not a 
toll-free number.) 

SUPPLEMENTARY INFORMATION: On fune 
23.1983 (48 FR 28794). the Department 
published in the Federal Register a final 
rule entitled "One-Time Mortgage 
Insurance Premium". That rule 
established a new system for collecting 
mortgage insurance p" : jms for 
certain single family mo 'gages that 
HUD insures under sec' on 203 of the 
National Housing Act. The purpose of 
the new system was to provide HUD 
with the opportunity for improved cash 
management, without f r tmg 
additional burdens on owers, and to 
relieve lenders of the t an of 
collecting and remitting • j HUD monthly 
installment mortgage i? ance 
premiums. 

On September 27 118 FR 4406G), 
the Department public m additional 
final rule in the Federal . gister entitled 
"Mutual Mortgage Inst. oce and 
Rehabilitation Loans; Disaster Victims. ’ 
The purpose of that rule was to 
establish new maximum dollar mortgage 
limits for single family dwellings which 
were destroyed or substantially 
damaged as the result of a major 
disaster. 

Both of the above rules revised 24 
CFR 203.19(a)(1). The final rule 
published September 27.1983 (48 FR 
44088), however, inadvertently omitted 
an exclusion clause for $ 203.19(a)(1) 
that had been added to the section in 
the final rule published on June 23, 19<83 
(48 FR 28794). 

Since this rule reinstates a phrase that 
w'as inadvertently omitted, It is in the 
nature of a correction and is being 
published as a final rule. 

This rule does not constitute a "major 
rule" as that term is defined in section 
1(b) of the Executive Order on Federal 
Regulation issued by the President on 
February 17,19B1 (Executive Order 
12291). This rule does not cause a major 
increase in costs or prices for 
consumers, individual industries, 
Federal, State or local government 
agencies or geographic regions, nor does 
it significantly adversely affect 
competition, employment, investment, 
productivity, innovation, or the ability of 
United Stateu-based enterprises to 
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compete with foreign-based enterprises 
in domestic or export markets. Analysis 
of the rule indicates that it would not 
have an annual effect on the economy of 
Si00 million or more. 

In accordance with 24 CFR 50.20(k), 
this final rule is not subject to the 
environmental assessment requirements 
of the National Environmental Policy 
Act of 1969 (42 U.S.C. 4332). 

Under 5 U.S.C. 605(b) (the Regulatory 
Flexibility Act), the Undersigned hereby 
certifies that this rule would not have a 
significant economic impact on a 
substantial number of small entities. The 
ruie only carries out the Department's 
statutory responsibility as set out in 
section 203 of the National Housing Act 
This rule was not listed in the 
Department's Semiannual Regulatory 
Agenda published in the Federal 
Register on April 29,1985 (50 FR 17286). 

List of Subjects in 24 CFR Part 203 

Home improvement. Loan programs— 
housing and community development 
Mortgage insurance. Solar energy. 

Accordingly. Part 203 of Title 24 of the 
Code of Federal Regulations is amended 
to read as follows: 

PART 203-MUTUAL MORTGAGE 
INSURANCE AND REHABILITATION 

LOANS 

1. The authority citation for Part 203 
continues to read as follows: 

Authority: Secs. 203 and 211, National 
Housing Act (12 U.S.C. 1709.1715b); Sec. 7(d). 
Department of Housing and Urban 
Development Act (42 U.S.C. 3535(d)). 

Z Section 203.19(a)(1) is revised to 
read as follows: 

5 203.19 Mortgagor's minimum 
investment 

(a) 

(1) In all cases (except those involving 
a veteran meeting the requirements of 
5 203.18(b) or a disaster victim meeting 
the requirements of ( 203.18(e)). the 
minimum investment shall be at least 3 
percent of the Commissioner's estimate 
of the cost of acquisition (excluding the 
amount of any one-time mortgage 
insurance premium payable in 
accordance with 5 203.280) or such other 
larger amount as the Commissioner may 
determine. 

• • • • • 

Dated: September 26,1965. 

I<met Hale, 

Acting General Deputy Assistant Secretary 
for Housing-Deputy Federal Housing 

Commissioner. 

|KR Doc 85-23401 Filed 10-1-85: 8:45 om| 
SllUHG COO€ 4319-27-tfl 


24 CFR Part 251 

(Docket No. R-85-1259; FR-21431 

Technical Rule to Clarify Labor 
Standards Responsibilities in 
Connection With Coinsurance of 
Multifamity Housing Projects 

agency: Office of the Assistant 
Secretary for Housing-Federal Housing 
Commissioner. HUD. 
action: Final rule. 

summary: This rule clarifies Part 251 by 
explicitly indicating that the Federal 
Housing Commissioner retuins 
responsibility for enforcement of labor 
standards and prevailing wage 
requirements and may delegate to a 
coinsuring lender only routine 
administration and enforcement 
functions, subject to monitoring by the 
Commissioner. 

EFFECTIVE date: Upon expiration of the 
first period of 30 calendar days of 
continuous session of Congress after 
publication, but not before further notice 
of the effective date is published in the 
Federal Register. 

for further information contact: 

James Hamemick. Office of Multifamily 
Housing Development Room 6132, 
Department of Housing and Urban 
Development 451 Seventh Street SW„ 
Washington, DC 20410, telephone (202) 
755-6500. (This is not a toll-free 
number.) 

supplementary information: On 

August 9.1984, HUD published its final 
Part 251 rule (49 FR 32016). In response 
to a comment from the U.S. Department 
of Labor, the final rule revised 
3 251.209(a) of the proposed rule to 
avoid any implication that the lender, 
rather than HUD, had responsibility for 
carrying out various functions with 
regard to the administration and 
enforcement of the Dovis-Bacon labor 
standards. Section 251.209(a) of the final 
rule made clear that "the Commissioner 
shall assure compliance with those 
(labor) standards and requirements and 
the lender must obtain, evaluate, and 
submit any information or certifications 
required by the Commissioner to assist 
the Commissioner in carrying out this 
function.” 

In addition, the preamble to the final 
rule stated, under the supplementary 
information heading, that the final 
responsibility for carrying out labor 
standards functions was the 
responsibility of HUD. It further 
indicated that "(w)hile retaining this 
responsibility, the Department does 
intend, through administrative 
requirements, to delegate to the lender 
certain information collection or other 


routine functions, such as wage 
interviews or payroll reviews, where 
this is feasible and consistent with 
HUD's retention of final responsibility,” 
However, "(ajny such delegations will 
be carefully monitored by the 
Department through investigations of 
noncompliance and post audit reviews.” 

These limitations on the nature of the 
functions that the Commissioner would 
delegate to coinsuring lenders, and the 
Department's intent to monitor the 
lenders' performance of these particular 
functions, were not however, specified 
in the rule itself. The Department has 
determined that the Commissioner's 
retention of responsibility for these 
functions, the limited nature of the 
functions to be delegated, and the 
intention to monitor the lenders* 
performance of these functions should 
be explicitly set out in the rule. 
Accordingly, this rule adds a new 
paragraph (e) to 5 251.301 to provide 
that the Commissioner retains 
responsibility for enforcement of labor 
standards and prevailing wage 
requirements set out in Section 251.209 
and will perform all functions under that 
section, except that he may delegate to 
the lender information collection (e.g., 
payroll review and routine interviews) 
or other routine administration and 
enforcement functions, subject to 
monitoring by the Commissioner. 

This rule also corrects 3 251.301(a) bo 
that it refers to functions specified in 
paragraph (d) rather than paragraph (c). 

This rule does not constitute a "major 
rule” as that term is defined in section 
1(b) of Executive Order 12291 on Federal 
Regulation issued by the President on 
February 17,1981. Analysis of the 
proposed rute indicates that it does not: 
(1) Have an annual effect on the 
economy of $100 million or more; (2) 
cause a major, increase in costs or prices 
for consumers, individual industries, 
Federal. State or local government 
agencies, or geographic regions; or (3) 
have a significant adverse effect on 
competition, employment, investment 
productivity, innovation, or the ability of 
United States-based enterprises to 
compete with foreign-based enterprises 
in domestic or export markets. 

This rule was not listed in the 
Department's Semiannual Agenda of 
Regulations published on April 29.1985 
(FR 50 17286) under Executive Order 
12291 and the Regulatory Flexibility Act. 

The catalog of Federal Domestic 
Assistance program numbers are 14.135 
and 14.137. 

Under 5 U.S.C. 605(b) (the Regulatory 
Flexibility Act), the undersigned hereby 
certifies that this rule would not have a 
significant economic impact on a 
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substantial number of small entities. The 
rule is technical in nature. It should have 
little or no impact on either small and 
large mortgagors. 

There are no new or increased 
information collection requirements 
contained in this rule requiring approval 
by the Office of Management and 
Budget under the provisions of the 
Paperwork Act of 1980 (44 U.S.C. 3501- 
3520). 

List of Subjects in 24 CFR Part 251 

Mortgoge insurance. Coinsurance of 
multifamily mortgages. 

The Department has determined that 
public comment on this rule is 
unnecessary because the rule is merely 
a clarification of the current rule and 
does not change the Department's 
responsibility for labor standards or the 
scope of labor standards functions to be 
delegated. 

PART 251—(AMENDED) 

Accordingly, 24 CFR Part 251 is 
amended to read as follows: 

1. The authority citation for 24 CFR 
Part 251 is revised to read as set forth 
below and any authority citation 
following any section in Part 251 & 
removed: 

Authority: See. 212 National Housing Act 
(12 U.S.C, 1715(c)) and sec. 7(d), Depurtment 
of Housing and Urban Development Ad (42 
U8.C 3535(d)). 

2. 24 CFR 251.301 is amended by 
revising paragraph (a) and by adding a 
new paragraph (e) to read as follows: 

5 251.301 Processing and development 
responsibilities. 

(a) The lender is responsible for the 
performance of all functions under this 
part, including acceptance and review of 
applications, issuance of commitments, 
inspections, and closings, except those 
functions specified in paragraphs (b), 

(d). and (e) of this section. 

• • • • • 

(e) The Commissioner retains 
responsibility for enforcement of labor 
standards and prevailing wage 
requirements set out in S 251.209. The 
Commissioner will perform all functions 
under $ 251.209 except that he may 
delegate to the lender information 
collection (e.g., payroll review and 
routine interviews) or other routine 
administration and enforcement 
functions, subject to monitoring by the 
Commissioner. 


Dated: September 18,1965. 

Jane! Hale, 

Acting General Deputy Assistant Secretary 
for Housing-Deputy Federal Housing 
Commissioner. 

[FR Doc. 85-23480 Filed 10-1-65; 8:45 am) 
*»UJMO coot 4210-27-41 


Office of the Assistant Secretary for 
Public and Indian Housing 

24 CFR Part 990 

(Docket No. R-85-1126; FR-1775) 

Annual Contributions for Operating 
Subsidy-Performance Funding System; 
Determination of Operating Subsidy; 
Correction 

AGENCY: Office of the Assistant 
Secretary for Public and Indian Housing, 
HUD. 

action: Correction and extension of 
comment period. 


summary: On June 24.1985 the 
Department published an interim rule 
(see 50 FR 25951) that revised the 
regulations governing the determination 
of operating subsidy. This Interim rule 
established new conditions governing 
when a Public Housing Agency (PHA) 
may use a Projected Occupancy 
Percentage of less than 97% in 
computing its per-unit Operating Income 
Level under the Performance Funding 
System. The rule affects Requested 
Budget years beginning on or after July 
1,1986. It did not however, provide 
guidance to PHAs for Requested Budget 
Years beginning between the effective 
date of the rule (August 2, 1985) and 
June 30,1988. This correction (1) adds a 
transition provision that makes it clear 
that, for these Requested Budget Years, 
the revisions effected by this Interim 
rule do not apply to the determination of 
operating subsidy, and (2) extends the 
comment period until November 1.1985. 

DATES: Effective date: August 2,1985. 

Comment due date: November 1,1985. 

SUPPLEMENTARY INFORMATION: 

Accordingly, the following corrections 
are being made in the FR Doc. 85-15074. 
published in the Federal Register on 
June 24,1985 at page 25951: 

1. On page 25951. at the bottom of 
column three, the Dates section is 
corrected to read ' dates: Effective date: 
August 2,1985. 

“Comment due date: November 1, 
1985." 


2. On page 2595a immediately 
following $ 990.118(g)(3), a new 
§ 990.119 is added to read as follows: 

jj 990.119 Transition provision. 

In determining operating subsidy for 
Requested Budget Years beginning 
October 1,1985, January 1,1986. and 
April 1.1988, the provisions of 
SS 990.102(x). 990.117, and 990.118 do 
not apply, and the provisions of 
SS 990.101(c)(4). 990.102(q), 990.108(b). 
and 990.109 (a) and (b)(3) apply as they 
were in effect on August 1,1985 (see 24 
CFR Part 990, rev. April 1.1985). 

Dated: September 25,1985. 

Warren T. Lindquist, 

Assistant Secretary for Public and Indian 
Housing . 

(FR Doc, 85-23482 Filed 10-1-85; 8:45 am| 

B1LUMC CODE 4210-12-41 


DEPARTMENT OF JUSTICE 
28 CFR Part 0 
(Order No. 1108-851 

Organization of the Department of 
Justice 

agency: Department of Justice. 
action: Final rule. 

summary: This rule will amend 28 CFR 
0.111 by adding a new paragraph (q) to 
reflect a delegation of authority to the 
Director of the United States Marshals 
Service. On October 1.1979, the Director 
was delegated the authority to conduct 
and investigate fugitive matters, 
domestic and foreign, involving escaped 
federal prisoners, probation, parole, 
mandatory release, and bond default 
violators. • 

effective DATE: September 24.1985. 

FOR FURTHER INFORMATION CONTACT. 
Howard Safir. Associate Director for 
Operations. United States Marshals 
Service, McLean, Virginia; telephone no. 
(703) 285-1004. which is not a toll free 
number. 

SUPPLEMENTARY INFORMATION: The 

Attorney General has delegated certain 
authority over fugitive investigations to 
the Director of the United States 
Marshals Service. This rule will amend 
28 CFR 0.111 to add a new paragraph 
reflecting this delegation in order to 
alert the public to the present 
organizational structure of the 
Department 

This regulation is not a major rule 
within the meaning of Executive Order 
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12291. 3 CFR Pari 127 (1932 Comp.) 
because it imposes no new 
requirements, [t does not have an impact 
on small businesses and. therefore, is 
not subject to the Regulatory Flexibility 
Act. 5 U.S.C. 601-612. Compliance with 5 
U.S.C. 553 as to notice of proposed rule 
making and delayed effective date is not 
necessary because this rule relates to 
agency organization and management 

List of Subjects in 28 CFR Part 0 

Organization and functions 
(Government agencies). Crime. Law 
enforcement officers. 

PART 0—(AMENDED) 

By virtue of the authority vested in me 
by 28 U.S.C. 509, 510. 569, and 5 U.S.C. 
301, Subpart T of Part 0 of Title 28 of the 
Code of Federal Regulations is amended 
as follows: 

1. The authority citation for Subpart T 
continues to read as follows: 

Authority: 28 U.S.C. 509, 510, 569; 5 U.S.C. 

301. 

2. In S 0.111. a new paragraph (q) is 
udded to read as follows: 

5 0.111 (Amended) 

• • • • • 

(q) Exercising the power and authority 
vested in the Attorney General under 28 
U.S.C. 510 to conduct and investigate 
fugitive matters, domestic and foreign* 
involving escaped federal prisoners, 
probation, parole, mandatory release, 
and bond default violators. 

Dated: September 24.1985. 

Edwin Mrose III, 

Attorney General. 

|KR Doc. 85-23540 Filed 10-1-85; 8:45 am) 

BILL)MO COOC 4410-01-41 


DEPARTMENT OF DEFENSE 

Department of the Air Force 

32 CFR Part 806b 
(Air Force Reg. 12-35) 

Privacy Act of 1974; Exemptions 

agency: Department of the Air Force 
(DAF), dod. 

action: Final rule. 

summary: This final rule establishes a 
general exemption from the Privacy Act 
of 1974 (Pub. L 93-579 for system F125 
AF A, Correction and Rehabilitation 
Records, for that portion located at the 
3320th Correction and Rehabilitation 
Squadron, and system F125 ATC A, 
Management Information and Research 
System (MIRS). This exemption is 


needed since these records pertain to 
individuals who are in confinement or 
rehabilitation at an Air Force or Federal 
correctional facility a9 a result of 
conviction by courts martial for 
violation of federal law. These 
exemptions will only be applicable 
during the period the individual is in 
confinement or rehabilitation. These 
exemptions are authorized by 5 U.S.C. 
552a(j){2). 

date: This final rule is effective 
September 30.1985. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Jon Updike, HQ USAF/DAQD(S), 
The Pentagon. Washington, D.C, 
telephone: 202/694-3431. 

SUPPLEMENTARY INFORMATION: On July 
25.1985, at 50 FR 30283. the Department 
of the Air Force proposed an exemption 
rule for two systems of records. The 
system notices were published 
beginning at 50 FR 25745 on June 21, 
1985. As no comments were received on 
the proposed rule, it is adopted as 
published. 

List of Subjects In 32 CFR Part 806b 

Privacy. 

Accordingly. Title 32 CFR 806b is 
amended as follows: Paragraphs (a)(1) 
through (a)(6) of S 80Gb.10 are revised to 
read as follows: 

§ 806b. 10 General and specific 
exemptions claimed. 

(а) General exemptions. The following 
systems of records are exempt under 5 
U.S.C. 552a(j)(2): 

(1) Counterintelligence Operations 
and Collection Records, F124 AF A. 

(2) Criminal Records, F124 AF C. 

(3) Incident Investigation Files, F125 
AFSPE. 

(4) Investigative Support Records, 

F124 AF D. 

(5) Correction and Rehabilitation 
Records, F125 AF A (that portion 
maintained by the 3320th Correction and 
Rehabilitation Squadron, but only for 
the period the individual is confined or 
in rehabilitation at an Air Force or 
Federal correctional facility). 

(б) Management Information and 
Research System (MIRS), F125 ATC A 
(but only for the period the individual is 
confined or in rehabilitation at an Air 
Force or Federal correctional facility). 

• • • • • 

Part id a H. Means, 

OSD Federal Register Liaison Officer, 
Department of Defense . 

September 27.1985. 

[FR Doc. 85-28551 Filed 10-1-85: 845 am) 
BILLING COOC M10-01-41 


DEPARTMENT OF THE INTERIOR 

Bureau of Land Management 

[Circular No. 2567] 

43 CFR Part 3480 

Coal Exploration and Mining 
Operations Rules; Interim Final 
Rulemaking on Logical Mining Units 

agency: Bureau of Land Management, 
Interior. 

action: Interim final rulemaking. 

SUMMARY: Section 3487.1(a) sets the 
general requirements concerning 
approval of logical mining units for 
Federal coal. This interim final 
rulemaking clarifies the discretionary 
authority of the Secretary of the Interior 
in establishing the effective date of 
approval of a logical mining unit. The 
final rulemaking effecting this change 
will be published shortly after the close 
of the 30-day comment period provided 
herein. All comments received during 
the comment period will be carefully 
considered and addressed in the final 
rulemaking, with any changes made as a 
result of the comments on this interim 
final rulemaking being made part of the 
final rulemaking. • 

dates: Effective date: November 1.1985. 

Comments on the interim final 
rulemaking should be submitted by 
November 1,1985. Comments received 
or postmarked after this date may not be 
considered in the decisionmaking 
process on the issuance of a final 
rulemaking. 

adoress: Comments should be sent to: 
Director (140). Bureau 6f Land 
Management. Room 5555. Main Interior 
Bldg., 180 C Street NW„ Washington, 

DC 20240. 

Comments will be available for public 
review In Room 5555 of the above 
address during regular business hours 
(7:45 a.m. to 4:15 p.m.), Monday through 
Friday. 

FOR FURTHER INFORMATION CONTACT: 

Paul W. Politzer, (202) 343-7722 
or 

Allen B. Agnew, (202) 343-7722. 
supplementary INFORMATION: Section 5 
of the Federal Coal Leasing 
Amendments Act of 1976, as amended 
(90 Stat. 1083-1092], added paragraph 
2(d) to the Mineral Leasing Act as 
amended and supplemented (30 U.S.C 
202a). This amendment states that the 
Secretary of the Interior, upon 
determining that maximum economic 
recovery of Federal coal will be 
achieved, may approve the 
consolidation of Federal coal leases into 
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a logical mining unit^A logical mining 
unit is an area of land in which the coal 
can be developed in an efficient 
economic and orderly manner as a unit, 
with due regard to the conservation of 
the coal and other resources. Federal 
coal leases issued prior to the enactment 
of the Federal Coal Leasing 
Amendments Act may only be included 
in a logical mining unit with the 
approval of all lessees whose Federal 
coal leases are being included in the 
approved logical mining unit. Further, if 
requested by a person having a direct 
interest that is or may be adversely 
affected by the formation of the logical 
mining unit, a public hearing must be 
held prior to the approval of the logical 
mining unit. A logical mining unit may 
contain one or more Federal coal leases, 
and may include non-Federal coal; 
however, all lands in a logical mining 
unit must be under the effective control 
of a single operator, be able to be 
developed and operated as a single 
operation and be contiguous. No logical 
mining unit may be approved if the total 
acreage would exceed 25.000 acres. In 
addition to these statutory requirements, 
S 3482.1(b) and (c) require the resource 
recovery* and protection plan for a 
logical mining unit to show that the 
entire logical mining unit's recoverable 
coal reserves will be mined out within 
40 years. 

A logical mining unit cannot be 
approved prior to the completion of the 
public participation procedures set forth 
in { 3481.2. However. } 3487.1(a) does 
not state with certainty the date the 
logical mining unit is effective. The need 
for establishment of a date when a 
logical mining unit becomes effective 
was suggested in the public comments 
received on the draft LMU Application 
and Processing Guidelines, which was 
published in the Federal Register on 
April 11.1985 (50 FR 14303). 

Section 2(d) of the Mineral Leasing 
Act does not prescribe an effective date 
for a logical mining unit The 
Department of the Interior has 
determined that a logical mining unit 
may only be effective after receipt by 
the authorized officer of an application 
for approval of a logical mining unit. 
Also, the effective date should not occur 
after the date the Bureau of Land 
Management approves the application. 
Therefore, the Department of the Interior 
Is issuing an interim final rulemaking 
that resolves this problem by allowing 
the authorized officer to establish the 
effective date of a logical mining unit 
which is approved in accordance with 
the provisions of Subpart 3487 at any 
time between the date of receipt of the 
application and the approval date, after 


consultation with the applicant. If the 
authorized officer proposes to make the 
logical mining unit effective on a date 
earlier than the date of approval, the 
proposed effective date will be 
published in the notice of proposed 
decision and be subject to public 
comment 

The primary author of this interim 
final rulemaking is Allen B. Agnew, 
Division of Solid Mineral Operations, 
Bureau of Land Management, assisted 
by other Bureau field and Washington 
office personnel and personnel of the 
Office of the Solicitor. Department of the 
Interior. 

It is hereby determined that this 
rulemaking does not constitute a major 
Federal action significantly affecting the 
quality of the human environment and 
that no detailed statement pursuant to 
section 102(2)(C) of the National 
Environmental Policy Act of 1909 (42 
U.S.C. 4332(2)(C)) Is required. This 
interim final rulemaking falls under the 
Department of the Interior's categorical 
exclusion because "the impacts are 
obviously limited to administrative . . . 
effects and the environmental impacts 
are minimal" (46 FR 7485, 7480). (See 518 
DM 6. Appendix 2, section 2.4(B)(1)(a)). 

The Department of the Interior has 
determined that this document is not a 
major rule under Executive Order 12291 
and that it will not have a significant 
economic effect on a substantial number 
of small entities under the Regulatory 
Flexibility Act (5 U.S.C. 601 et seq). 

In the determination of effects dated 
August 23,1985, it was determined that 
the number of cases to which this 
interim final rulemaking might apply per 
year, and the likely economic impact per 
mine, are certain not to exceed the 
economic threshold of Executive Order 
12291. With respect to impacts on small 
businesses, the interim final rulemaking 
could only hove the beneficial effect of 
avoiding unnecessry and inefficient 
deviations from proper mining practices 
an operator might otherwise undertake 
in order to comply, lease by lease, with 
lease production requirements. Thus, 
there will be a mining cost savings to 
any operator, big or small, to whom the 
interim final rulemaking may apply. 

The Department of the Interior finds 
that an opportunity for public comment 
before this rulemaking becomes 
effective is unnecessary. The existing 
regulations do not clearly prescribe an 
effective date for logical mining units. 
This interim final rulemaking merely 
notifies the public how the Department 
interprets the existing regulations and at 
the some time clarifies the language as it 
relates to logical mining units. Moreover, 
the Department is just completing the 


development of logical mining unit 
guidelines which involved extensive 
public comment. The public also has an 
opportunity to comment on every 
proposed logical mining unit and to 
demand a public hearing. The effective 
date of any proposed logical mining unit 
will be part of the public participation 
process. No pending application for 
logical mining units may be approved 
until the final guidelines are published. 
The effective date of these pending 
logical mining units will be the date of 
approval unless the notice of proposed 
decision indicates that an earlier 
effective date is being considered. Thus, 
no action under the Interim final 
rulemaking to establish an earlier 
effective date may be taken without on 
opportunity for public comment on the 
proposed decision. Therefore, the 
Department finds no reason to delay 
approval further after publication of the 
final guidelines. The Department is 
mindful, however, of the benefits of 
public comment. For this reason, a 
comment period is provided for this 
interim final rulemaking. These 
comments will be given careful 
consideration, along with any common;** 
on the proposed effective date for a 
specific logical mining unit and a final 
rulemaking on the effective date for 
logical mining units will be published. 

There are no additional information 
collection requirements contained In this 
interim final rulemaking requiring the 
approval of the Office of Management 
and Budget under 44 U.S.C. 3507, 

List of Subjects in 43 CFR Part 3480 

Administrative practice and 
procedure. Coal. Government contracts, 
intergovernmental relations. Mineral 
royalties. Mines, Public lands—mineral 
resources. Reporting requirements. 

Under the authority of the Mineral 
Leasing Act of 1920. as amended and 
supplemented (30 U.S.C. 181 et seq.), the 
Mineral Leasing Act for Acquired Lands 
of 1947, as amended (30 U.S.C. 351-359). 
the Surface Mining Control and 
Reclamation Act of 1977 (30 U.S.C. 1201 
et seq.). the Federal Land Policy and 
Management Act of 1976 (43 U.S.C. 1701 
et seq.). the National Historic 
Preservation Act of 1966. as amended 
(18 U.S.C. 470 et seq.). the Endangered 
Species Act of 1973, as amended (16 
U.S.C. 1531 et seq.), the Act of March 3, 
1909. as amended (25 U.S.C. 396), the 
Act of May 11,193a as amended (25 
U.S.C. 396a-396g), the Act of February 
2a 1891, as amended (25 U.S.C 397), the 
Act of May 29,1924 (25 U-S.C 398). the 
Act of March 3.1927 (25 US.C 398o- 
398e). the Act of June 30.1919. as 
amended (25 U.S.C. 399). Revised 
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Statute 441 (43 U.S.C. 1457), the Federal 
Property and Administrative Services 
Act of 1949, us amended (40 U.S.C 471 
et seq.), the National Environmental 
Policy Act of 1969, as amended (42 
U.S.C. 4321 et seq.), and the Freedom of 
Information Act (5 U.S.C. 552), Part 3400. 
Croup 3400. Subchapter C Chapter II of 
Title 43 of the Code of Federal 
Regulations is amended as set forth 
! i doW. 

I Steven Griles. 

Iteputy Assistant Secretary of the Interior, 
September 4,1985. 

PART 3480—{ AMENDED) 

1. The authority citation for Part 3400 
continues to read: 

Authority: The Mineral Leasing Act of 192a 
u! amended and supplemented (30 U.S.C. 181 
et seq.); the Mineral Leasing Ad for Acquired 
Lands of 1947. as amended (30 U.S.C. 351- 
359); the Surface Mining Control and 


Reclamation Act of 1977 (30 U.S.C 1201 et 
seq.); the Federal Land Policy and 
Management Act of 1976 (43 U.S.C. 1701 et 
seq.); the National Historic Preservation Act 
of 1900, as amended (16 U.S.C. 470 et seq.): 
the Endangered Species Act of 1973. os 
amended (16 U.S.C. 1531 et seq ); the Act of 
March 3.1909, as amended (25 U.S.C 396); 
the Act of May 11.1934. as amended (25 
U.S.C 396a-396g); the Act of February 2a. 
1891, as amended [25 U.S.C. 397); the Act of 
May 29.1924 (25 U.S.C 398); the Act of March 
3.1927 (25 U.S.C. 398a-398c): the Act of |une 
3a 1919. as amended (25 U5.C. 399); R.S. 441 
(43 U.S.C 1457); the Federal Property and 
Administrative Services Act of 1949. as 
amended (40 U.S.C 471 et seq.): the National 
Environmental Policy Act of 1969. as 
amended (42 U.S.C 4321 et seq.) and the 
Freedom of Information Act (5 U.S.C. 552). 

2. Section 3487.1(a) is revised to read; 

5 3487.1 Logical mining units. 

(a) An LMU shall become effective 
only upon approval of the authorized 


officer. The effective date for an LMU 
may be established by the authorized 
officer between the date that the 
authorized officer receives an 
application for LMU approval and the 
date the authorized officer approves the 
LMU. The effective date of the LMU 
approval shall be determined by the 
authorized officer in consultation with 
the LMU applicant. An LMU may be 
enlarged by the addition of other 
Federal coal leases or with interests in 
non-Fcderal coal deposits, or both, in 
accordance with paragraph (g) of this 
section. An LMU may be diminished by 
creation of other separate Federal leases 
or LMU's in accordance with paragraph 
(g) of this section. 

i • • • • 

|FR Doc. B5-23513 Filed UM-0& &45 am) 
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Proposed Rules 


Federal Register 

Vol 50. No. 191 
Wednesday. October 2, 1985 


This section of the FEDERAL REGISTER 
contains notices to the public of the 
proposed issuance of rules and 
regulations. The purpose of these notices 
is to give interested persons an 
opportunity to participate m the rule 
making prior to tho adoption of the final 
rules. 


DEPARTMENT OF AGRICULTURE 
Agricultural Marketing Service 
7 CFR Part 51 

United States Standards for Grades of 
Klwlfruit 

agency: Agricultural Marketing Service, 
USDA. 

action: Notice of withdrawal of 
proposed rule. 

summary: The Agricultural Marketing 
Service (AMS) is withdrawing a 
proposal to revise the United States 
Standards for Grades of Kiwifruit. This 
proposal is being withdrawn because 
the kiwifruit harvest begins about 
October 1 and ft has been determined by 
the Department that the proposed rule 
needs to be published as an interim final 
rule. 

date: This withdrawal i 9 effective 
October 2,1985. 

FOR FURTHER INFORMATION CONTACT: 

Francis J. O’Sullivan. Fresh Products 
Branch. Fruit and Vegetable Division. 
Agricultural Marketing Service, U.S. 
Department of Agriculture, Washington, 
DC 20250, (202) 475-3125. 
SUPPLEMENTARY INFORMATION: The 
current standards became effective 
September 1982. The Kiwifruit Growers 
of California requested that the 
standards be amended to change the 
shape requirement in the U.S. Fancy 
grade and the application of tolerances, 
to redefine fairly uniform in size and to 
add a section for sample size. 

On September 13.1985. AMS 
published (50 FR 37379-37380) a 
proposal to revise the standards, with a 
period for comment ending October 15, 
1985. However, industry members have 
now asked for the proposed standards 
to become effective immediately, 
especially since one of the major 
changes makes the standards less 
.restrictive. The kiwifruit harvest begins 
early in October and making such a 
change in mid-harvest could cause 
chaos in the marketplace. Furthermore, 


industry members are prepared to 
market kiwifruit in accord with the 
proposed change. 

In consideration of the foregoing, the 
proposal published in the Federal 
Register (FR 37379-37380) on September 
13,1985, is hereby withdrawn. 

The proposed rule will be published in 
the Federal Register as an interim final 
rule allowing 30 days for comment 
before finalization. 

List of Subjects in 7 CFR Part 51 

Agricultural Commodities. 

Authority: Agricultural Marketing Act of 
1948, Secs. 203. 205. 60 Slat. 1067, as 
amended. 1090 as amended (7 U.S.C. 1622. 
1624). 

Done in Washington. DC on: September 27, 
1985, 

William T. Man’r.y, 

Deputy Administrator. Marketing Programs. 
(FR Doc. 05-23546 Hied 10-1-85; 8:45 am) 
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7 CFR Part 982 

Filbcrts/HazelnuU Grown In Oregon 
and Washington Proposed 
Establishment of Inshell Trade 
Demand for the 1985-86 Marketing 
Year 

agency: Agricultural Marketing Service, 
USDA. 

action: Proposed rule. 

summary: This notice of proposed 
rulemaking would invite comments on 
establishing an inshell trade demand for 
domestic filbers for the 1985-88 
marketing year. This inshell trade 
demand would be used in computing 
volume regulation percentages 
necessary to promote orderly marketing 
for filberts during that year. This 
proposal was unanimously 
recommended by the Filbert/Hazelnut 
Marketing Board. The Board works with 
the USDA in administering the filbert/ 
hazelnut marketing order program. 

date: Comments must be received by 
October 17.1985. 

addresses: Send two copies of 
comments to the Office of the Docket 
Clerk, Room 2069. South Building, Fruit 
and Vegetable Division. AMS, USDA. 
Washington, D.C. 20250. where they will 
be available for public inspection during 
regular business hours. 


FOR FURTHER INFORMATION CONTACT: 

Frank M. Grasberger, Acting Chief. 
Specialty Crops Branch. Fruit and 
Vegetable Division. AMS. USDA, 
Washington. D.C. 20250 (202) 447-5053. 

SUPPLEMENTARY INFORMATION: This 
proposal has been reviewed under 
USDA guidelines implementing 
Executive Order 12291 and Secretary’s 
Memorandum No. 1512-1 and has been 
classified a “non-major” rule. 

William T. Manley. Deputy 
Admistrator. Agricultural Marketing 
Service, has certified that this action 
will not have a significant economic 
impact on a substantial number of small 
entities. 

This proposed rulemaking is pursuant 
to the marketing agreement and Order 
NO. 982, as amended (7 CFR Part 982), 
regulating the handling of filberts grown 
in Oregon and Washington. The 
marketing agreement and order are 
collectively referred to as the “order”. 
The order is effective under the 
Agricultural Marketing Agreement Act 
of 1937, as amended (7 U.S.C. 601-874). 

Section 982.40(b) of the order provides 
that prior to August of a marketing year, 
the Board shall recommend 
establishment of an inshell trade 
demand for that year to the Secretary If 
the Secretary finds on the basis of the 
Board’s recommendation or other 
information that volume regulation for 
merchantable filberts for that marketing 
year would tend to effectuate the 
declared policy of the act. the Secretary 
is required to establish that inshell trade 
demand. 

For the 1985-88 marketing year, the 
Board recommended an inshell trade 
demand of 5,000 ton9 pursuant to 
5 982.40(b). That trade demand is based 
on an average of domestic inshell 
shipments during the 1982-83, 1983-84 
an 1984-85 marketing year of 4,546 tons. 
The Board increased that quantity by 10 
percent for market expansion. Later, the 
Board plans to modify its marketing 
policy to make a carryout available for 
early shipments next season. 

Trade estimates of the 1985 filbert 
crop in Oregon and Washington indicate 
that the crop may approximate 18.000 
tons, far in excess of the Board’s trade 
demand recommendation of 5,000 tons 
Thus, volume regulation for the 1985-66 
marketing year will be necessary and an 
inshell trade demand must be 
established for that season. 
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The inshcll trade demand for the 
1985-88 marketing year will be used in 
the computation of a preliminary free 
percentage by Board management to 
release 70 percent of that inshell trade 
demand. After the 1985 field price has 
been established between growers and 
handlers, a free percentage to release SO 
percent of that inshell trade demand 
would be computed. On or before 
November 15, the Board will meet to 
recommend to the Secretary the final 
free and restricted percentages to 
release 100 percent, or up to 110 percent 
if market conditions justify, of the 1985- 
80 inshell trade demand 
The free percentage portion of the 
1385 production would be available for 
use in all outlets, but primarily in the 
domestic inshell market. Inshcll filberts 
withheld from handling (i.e.. restricted 
filberts) may be shelled for domestic or 
foreign shipment, exported, or disposed 
of in outlets which are noncompetitive 
with normal outlets for inshell filberts. 

List of Subjects in 7 CFR Part 982 

Marketing Agreement and Order. 
Filberts, Hazelnuts. Oregon and 
Washington. 

1. The authority citation for 7 CFR 
Part 982 continues to read as fallows: 

Authority: Seci. 1-19. 48 Stat. 31. a« 

amended; 7 U.S.C. 601-874 

2. It is proposed that $ 982.234 be 
deleted and a new 5 982335 be added to 
redd as follows: (The following section 
will not be published in the Code of 
Federal Regulations). 

$ 982.235 Trade demand and free and 
restricted percentages—1985-86 marketing 

year. 

(a) The trade demand for 
merchantable inshell filberts/hazelnuts 
for the 1965-88 marketing year shall be 
5.000 tons. 

(b) (Reserved) 

Bated* September 27.1985. 

Thomas R. Clark, 

Deputy Director, Fruit and Vtyptolde 

Division. 

IFR Doc. 85-23547 Filed 10-1-85: 8:45 am) 
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DEPARTMENT OF TRANSPORTATION 

Federal Aviation Administration 

14 CFR Part 39 

I Docket No. 85-CE-31-ADI 

Airworthiness Directives; SOCATA 
Model TB20 Airplanes 

agency: Federal Aviation 
Administration (FAA). DOT. 


action: Notice of Proposed Rulemaking 
(NPRM). 


summary: This Notice proposes to 
adopt a new Airworthiness Directive 
(AD), applicable to SOCATA Model 
TB20 airplanes which would require 
mandatory replacement and 
modification of the attachments of the 
elevator tab control to the elevator tab 
levers. SOCATA has reported that users 
of Model TB20 airplanes have noted 
abnormal play in the tab control. Play in 
the tab attachment can contribute to 
looseness of the tab control and lead to 
a control breakdown. The modification 
required by the proposed AD will assure 
integrity of the trim control system. 

dates: Comments must be received on 
or before February 7,1988. 

Compliance: As specified In the body 
of the AD. 

addresses: SOCATA Service Bulletin 
No. 24. dated January, 1985. applicable 
to this AD may be obtained from 
SOCATA Croupe Aerospatiale. B. P. 38. 
65001 Tarbes, France; Telephone (62) 
93.97.30 or the Rules Docket at the 
address below. Send comments on the 
proposal in duplicate to Federal 
Aviation Administration. Central 
Region. Office of the Regional Counsel. 
Attention: Rules Docket No. 85-CE-31- 
AD. Room 1558, 601 East 12th Street. 
Kansas City. Missouri 64106. Comments 
may be inspected at this location 
between 8 a.m. and 4 p.m., Monday 
through Friday, holidays excepted. 

FOR FURTHER INFORMATION CONTACT: 

Mr. M. Cook. Brussels Aircraft 
Certification Office, AEU-10Q, Europe, 
Africo and Middle East Office, FAA. c/o 
American Embassy, 1000 Brussels. 
Belgium; Telephone 513.3830 or Mr. John 
P. Dow. Sr.. FAA. ACE-109. 601 East 
12th Street. Kansas City. Missouri 84106; 
Telephone (816) 374-8932, 

SUPPLEMENTARY INFORMATION: 

Comments Invited 

Interested persons are invited to 
participate in the making of the 
proposed rule by submitting such 
written data, views or arguments as 
they may desire. Communications 
should identify the regulatory docket or 
notice number and be submitted in 
duplicate to the address specified 
above. All communications received on 
or before the dosing date for comments 
specified above will be considered by 
the Director before taking action on the 
proposed rule. The proposals contained 
in this notice may be changed in the 
light of comments received. Comments 
are specifically invited on the overall 


regulatory, economic, environmental 
and energy aspects of the proposed rule. 
All comments submitted will be 
available both before and after the 
closing date for comments in the Rules 
Docket for examination by interested 
persons. A report summarizing each 
FAA public contact concerned with the 
substance of this proposal will be filed 
in the Rules Docket. 

Availability of NPRMs 

Any person may obtain a copy of this 
Notice of Proposed Rulemaking (NPRM) 
by submitting a request to the Federal 
Aviation Administration. Central 
Region. Office of the Regional Counsel. 
Attention: Airworthiness Rules Docket 
No. 85-CE-31-AD, Room 1558. 601 East 
12th Street. Kansas City, Missouri 84106. 

Discussion 

SOCATA has reported that some 
users of its Model TB20 airplanes have 
noted play in the radial direction in the 
attachment of the elevator tab control to 
the elevator tab levers. SOCATA had 
determined that any play in the radial 
direction of this attachment is unsafe 
and can lead to a control breakdown. As 
a result. SOCATA issued Service 
Bulletin No. 24. dated January. 1985, 
which requires modification of the 
attachments of the elevator tab control 
to the elevator tab levers to assure 
integrity of the control system. The 
Direction Generale de L’Aviation Civile 
(DGAC) who has responsibility and 
authority to maintain the continuing 
airworthiness of these airplunes in 
France has classified this Service 
Bulletin and the actions recommended 
therein by the manufacturer as 
mandatory to assure the continued 
airworthiness of the affected airplanes. 
On airplanes operated under French 
registration, this action has the same 
effect as an AD on airplanes certified for 
operation in the United States. The FAA 
relies upon the certification of the 
DGAC combined with FAA review of 
pertinent documentation in finding 
compliance of the design of these 
airplanes with the applicable Uvfited 
States airworthiness requirements and 
the airworthiness conformity of products 
of this design certificated for operation 
in the United States. The FAA has 
examined the available information 
related to the issuance of Service 
Bulletin No. 24, dated )anuary, 1985, and 
the mandatory classification of this 
Service Bulletin by the DGAG Based on 
the foregoing, the FAA believes that the 
condition addressed by Service Balletin 
No. 24. dated January, 1985. is an unsafe 
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condition that may exist on other 
products of this type design certificated 
for operation in the United States. 
Consequently, the proposed AD would 
require modification of the attachments 
of the elevator tab control to the 
elevator tab levers on certain SOCATA 
Model TB20 airplanes. 

The FAA has determined there are 
currently approximately 14 U.S. 
Registered airplanes affected by the 
proposed AD. The cost of compliance 
with the proposed AD is estimated to be 
$35 per airplane. The total cost is 
estimated to be $490 to the private 
sector. The cost of compliance with the 
proposed AD is so small that the 
expense of compliance will not be a 
significant financial impact on any small 
entities operating these airplanes. 
Therefore, 1 certify that this action: (1) Is 
not a major rule under the provisions of 
Executive Order 12291, (2) is not a 
significant rule under DOT Regulatory 
Policies and Procedures (44 FR 11034: 
February 26.1979) and (3) if 
promulgated, will not have a significant 
economic impact on a substantial 
number of small entities under the 
criteria of the Regulatory Flexibility Act. 
A copy of the draft regulatory 
evaluation has been prepared for this 
action and has been placed in the public 
docket. A copy of it may be obtained by 
contacting the Rules Docket at the 
location provided under the caption 
“addresses”. 

List of Subjects in 14 CFR Part 39 

Air transportation, Aviation safety. 
Aircraft. Safety. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
the Federal Aviation Administration 
proposes to amend } 39.13 of Part 39 of 
the FAR as follows: 

PART 39—[AMENDED) 

1. The authority citation for Part 39 
continues to read as follows: 

Authority: 49 U.S.C 1354(o), 1421 and 1423: 
49 U.S.C 106(g) (Revised, Pub. L 97-449. 
January 12,1963): and 14 CFR 11.89. 

$39.13 (Amended) 

2. By adding the following new AD: 

SOCATA: Applies to Model TB20 (Serial 
Numbers up to and including No. 479) 
airplanes. 

Compliance: Required within 100 hours 
time-in-service after the effective date of this 
AD unless already accomplished. To assure 
the integrity of the time control system, 
accomplish the following: 

(a) Replace the attachment of the elevator 
tab control to the elevator tab levers in 


accordance with Operation U of the 
Description paragraph of SOCATA Service 
Bulletin No. 24. dated January 1965, as 
follows: 

(1) Remove and discard the bolt, washers, 
spacer, nut and pin attaching the elevator 
trim tab rod eyc-end-fitttng to the trim tab 
levers. (Ref. Detail A of the figure in 
SOCATA Service Bulletin No. 24.) 

(2) Measure the rod length in order to 
reposition the eye-end-fitting. 

(3) Remove the eye-end-fitting. 

(4) Bore the eye-end-fitting at dia. 10 mm 
(.3937inches + .0009, -.0000) 

(5) Bore the two tab levers at dia. 6 mm (6) 
(.2363 inches+ .0007. - .0000) 

(6) Crease the new bolt of dia. 6 mm 
(nominal 0.24 in.) 

(7) Install the eye-end-fitting at the rod 
length measured using a new lock place 
(200.5544.1.10.000). 

(B) Install the dia. 6 mm bolt, the spacer 
and washers according to Detail A of the 
figure shown in SOCATA Service Bulletin 
No. 24. 

(9) Tighten the castellated nut (apply a 
tightening torque of 0.42 m.daN—37 
inch.Pound), if necessary loosen to the lower 
notch. 

(10) Install pin and grease. 

(11) Bore the tab levers according to Detail 
B of the figure shown in SOCATA Service 
Bulletin No. 24 to 5 mm (.1969 inches + .0003, 
— .0000) diameter. 

(12) Crease the bolt. 

(13) Install the spacer, the dia. 5 mm 
(nominal 0.20 in.) bolt, the washer and nut 
according Detail B of the figure in SOCATA 
Service Bulletin No. 24, 

(14) Tighten the nut (apply a tightening 
torque of 0.25 m.daN—23 inch.Pound). 

(15) Check the tab deflection angles 
(SOCATA TB 20 Maintenance Manual 
section V.5). 

(b) Aircraft may be flown in accordance 
with Federal Aviation Regulation $ 21.197 to 
a location where this AD can be 
accomplished. 

(c) An equivalent method of compliance 
with this AD. if used, must be approved by 
the Manager. Aircraft Certification Staff. 
AKU-100, Europe, Africa and Middle East 
Office, FAA, c/o American Embassy. 1000 
Brussels, Belgium. 

AH persons affected by this directive may 
obtain copies of the document(s) referred to 
herein upon request to SOCATA Croupe 
Aerospatiale. B.P. 36, 65001 Tarbes, France, 
or FAA. Office of the Regional Counsel. 
Room 1556.601 East 12th Street. Kansas City, 
Missouri 64106. 

Issued in Kansas City. Missouri, on 
September 24.1985. 

Edwin S. Harris. 

Director , Central Region. 

|FR Doc. 65-23466 Filed 1D-1-65; 8:45 am) 
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14 CFR Part 39 
I Docket No. 85-ASW-21] 

Airworthiness Directives; California 
Department of Forestry; Gaiiick 
Helicopters; Hawkins and Powers * 
Aviation, Inc.; International 
Helicopters, Inc.; Lenair Corporation; 
Pilot personnel International, Inc.; 
Smith Helicopters; and WHco Aviation; 
Model UH-t and TH-1 Series 
Helicopters 

agency: Federal Aviation 
Administration (FAA), DOT. 
action: Notice of proposed rulemaking 
(NPRM). _ 

summary: This notice proposes to adopt 
an airworthiness Directive (AD) 
requiring an inspection to locate 
possible corroded main rotor tension- 
torsion straps used on Model UH-la. 
UH-lB, UH-lE, UH-1F. UH-lL and TH- 
1L series helicopters (modified by 
California Department of Forestry; 
Garlick Helicopters; Hawkins and 
Powers Aviation. Inc.; International 
Helicopter, Inc.; Lenair Corporation: 
Pilot Personnel International, Inc.: Smith 
Helicopters; and Wilco Aviation). The 
proposed AD is needed to preclude 
possible failure of a tension-torsion 
strap that would result in loss of the 
helicopter. 

date: Comments must be received on or 
before November 22,1985. 
addresses: Comments on the proposal 
may be mailed in duplicates to: Office of 
the Regional Counsel. FAA. Southwest 
Region, P.O. Box 1669, Fort Worth. 
Texas 76101, or delivered in duplicate 
to: Office of the Regional Counsel. FAA 
Southwest Region. Room 156, Building 
3B, 4400 Blue Mound Road, Fort Worth, 
Texas 76106. Comments delivered must 
be marked: Docket No. 85-ASW-21. 
Comments may be inspected in Room 
158, Builind 3B, Office of the Regional 
Counsel Southwest Region, between 8 
a m. and 4 p.m., weekdays, except 
Federal holidays. 

FOR FURTHER INFORMATION CONTACT: 

Tom Henry, Helicopter Certification 
Branch, ASW-170, Federal Aviation 
Administration, P.O. Box 1689. Fort 
Worth, Texas 76101. telephone (617) 
877-2591. 

SUPPLEMENTARY INFORMATION: 

Interested persons are invited to 
participate in the making of the 
proposed rule by submitting such 
written data, views, or arguments as 
they may desire. Communications 
should identify the regulatory docket 
number and be submitted in duplicate to 
the address specified above. All 
communications received on or before 
the closing date for comments will be 
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considered by the Director before taking 
action on the proposed rule. The 
proposal contained in this notice may be 
changed in light of comments. 

Comments are specifically invited on 
the overall regulatory, economic, 
environmental, and energy aspects of 
the proposed rule. All comments 
submitted will be available, both before 
and after the closing date for comments, 
in the Rules Docket, Office of the 
Regional Counsel. 4400 Blue Mound 
Road. Fort Worth, Texas, for 
examination by interested persons. A 
report summarizing each FAA-public 
contact, concerned with the substance 
of the proposed AD. will be filed in the 
Rules Docket. 

Commenters wishing the FAA to 
acknowledge receipt of their comments 
submitted in response to this notice 
must submit a self-addressed, stamped 
postcard on which the following 
statement is made: “Comments to 
Docket No. 85-ASW-21.” The postcard 
will be date/time stamped and returned 
to the commenter. 

The FAA was informed by the U.S. 
Army Systems Command message 
212220Z, June 1985, that during overhaul 
of a Bell Helicopter Textron. Inc. UH-lH 
military helicopter, corrosion was 
discovered on the main rotor tension* 
torsion straps. Investigation revealed 
that the discrepant straps were from a 
quantity manufactured using Caytur 21 
as a urethane curing agent. Caytur 21 
contains chlorides which are retained In 
the urethane cover after cure resulting in 
corrosion. 

It was further discovered that Caytur 
21. had been used as a curing agent on 
tension-torsion straps having serial 
numbers 41823 through 54362 and 
manufactured between 1973 and 1975. 

Hi is corrosive agent attacks the steel 
material of the strap causing a reduction 
In strength and possible failure of the 
strap leading to loss of the helicopter. 

Since this condition could also exist 
on surplus military Bell Helicopter UH-1 
and Tfi-l series helicopters of the same 
type design, the proposed AD would 
require inspection of the component 
retirement records for tension-torsion 
straps having serial numbers 41623 
through 54362. and removal from service 
if found. 

The FAA has determined that this 
proposed regulation only involves 
approximately 10 percent of 160 
helicopters, and it is estimated that the 
one-time cost of compliance is less than 
^3.000. Therefore, I certify that this 
fiction (1) is not a “major rule** under 
Executive Order 12291; (2) is not a 
‘‘significant rule“ under DOT Regulatory 
Policies and Procedures (44 FR 11034; 
February 28.1979); and (3) if 
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promulgacd. will not have a significant 
economic impact on a substantial 
number of small entities under the 
criteria of the Regulatory Flexibility Act. 
A copy of the draft evaluation prepared 
for this action is contained in the 
regulatory docket. A copy of it may be 
obtained by contacting the person 
identified under the caption “FOR 
FURTHER INFORMATION CONTACT.** 

List of Subjects 14 CFR Part 39 

Air transportation, Aircraft, Aviation 
safety. Safety. 

The Proposed Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
the Federal Aviation Administration 
proposes to amend 5 39.13 of Part 39 of 
the FAR as follows: 

PART 39—IAMENDED1 

1. The authority citation for Part 39 
continues to read as follows: 

Authority: 49 U.S.C. 1354(a), 1421. and 1423; 
49 U.S.C. 106(g) (Revised, Pub. L 97-449, 
January' 12.1983). 

2. By adding the following new AD; 
California Department of Forestry. Garlick 

Helicopters, Hawkins and Powers 
Aviation. Inc.. International Helicopters, 
Inc., Lenair Corporation, Pilot Personnel 
International. Inc., Smith Helicopters, 
Wilco Aviation: Applies to Model. UH- 
1A. UH-1 B. UH-lE, UII-lP, UH-lL. and 
TII-lL helicopters modified by California 
Department of Forestry. Garlick 
Helicopters. Hawkins and Powers 
Aviation. Inc.. International Helicopters, 
Inc.. Lenair Corporation. Pilot Personnel 
International. Inc., Smith Helicopters, 
Wilco Aviation certified in all categories 
that have tension-torsion straps with Bell 
Helicopter Textron, Inc., P/N 204-012- 
112-5 and, on the same part. Bendix 
Corporation P/N 260t399 To prevent 
failure of the rotor head, accomplish the 
following: 

(a) Inspect the component retirement 
record for Bell Helicopter Textron, Inc., P/N 
204-012-112-5 and Bendix Corporation P/N 
2601399 tension torsion straps. If straps with 
serial numbers 41623 through 54362 are found, 
the strap must be removed and replaced 
within he next 50 hours* time in service after 
the effective date of this AD. 

(b) Any equivalent method of compliance 
with this AD must be approved by the 
Manager. Helicopter Certification Branch. 
Federal Aviation Administration, 4400 Blue 
Mound Road. Fort Worth. Texaa 76106. 

Issued in Fort Worth. Texas, on September 
2a 1985. 

Richard L Failor. 

Act in# Dt rector ; Southwest Region . 

|FR Doc 85-23489 Filed 10-1-85; 8:45 am) 
BIUJ»Q COOC 491CMJ-M 
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14 CFR Pan 71 

(Airspace Docket No. 85-ACE-09) 

Proposed Alteration of Control Zone; 
Grandview, MO (Richards-Gebaur AB) 

agency: Federal Aviation 
Administration (FAA). DOT. 
action: Notice of Proposed Rulemaking 
(NPRM), _ 

summary: This Notice proposes to 
amend the Richards-Gebaur Air Force 
Base (AFB), Grandview. Missouri, 
Control Zone description to incorporate 
controlled airspace within the Control 
Zone that previously surrounded the 
abandoned State Line Airport. Kansas 
City. Missouri. This proposal would 
make the Grandview. Missouri. Control 
Zine a generally circular area of 
controlled airspace surrounding the AFB 
compatible with the normal legal 
description for control zones. 
date: Comments must be received on or 
before November 8.1985. 
addresses: Send comments on the 
proposal to: Federal Aviation 
Administration. Manager. Operations. 
Procedures and Airspace Branch, Air 
Traffic Division. ACE-540, 601 East 12th 
Street, Kansas City. Missouri 64106, 
Telephone (816) 374-3408. 

The official docket may be examined 
at the Office of the Regional Counsel, 
Central Region. Federal Aviation 
Administration, Room 1558. 601 East 
12th Street, Kansas City. Missouri. 

% An informal docket may be examined 
at the Office of the Manager, 

Operations. Procedures and Airspace 
Branch. Air Traffic Division. 

FOR FURTHER INFORMATION CONTACT. 
Lewis C. Earp, Airspace Specialist 
Operations, Procedures, and Airspace 
Branch, Air Traffic Division. AC&-540, 
FAA. Central Region. 601 East 12th 
Street. Kansas City. Missouri 64106, 
Telephone (816) 374-3408. 
SUPPLEMENTARY INFORMATION: 

Comments Invited 

Interested persons may participate in 
the proposed rulemaking by submitting 
such written data, views or arguments 
as they may desire. Communications 
should identify the airspace docket 
number, and be submitted in duplicate 
to the Operations, Procedures, and 
Airspace Branch. Air Traffic Division, 
Federal Aviation Administration, 601 
East 12th Street. Kansas City, Missouri 
64106. All communications received on 
or before the closing date for the 
comments will be considered before 
action is taken on the proposed 
amendment. The proposal contained in 
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this Notice may be changed in light of 
the comments received. All comments 
received will be available both before 
and after the closing date for comments 
in the Rules Docket for examination by 
interested persons. 

Availability of NPRM 

Any person may obtain a copy of this 
NPRM by submitting a request to the 
Federal Aviation Administration. 
Operations. Procedures and Airspace 
Branch. 001 East 12th Street. Kansas 
City. Missouri 64106. or by calling (816) 
374-3408. 

Communications must identify the 
notice number of this NPRM. Persons 
interested in being placed on a mailing 
list for further NPRMS should also 
request a copy of Advisory Circular No. 
11-2A which describes the application 
procedure. 

Discussion 

The FAA is considering an 
amendment to Subpart F of Part 71 of 
the Federal Aviation Regulations 
(FARS—14 CKR Part 71) by altering the 
description of the Richards-Gebaur AFB, 
Grandview. Missouri. Control Zone. The 
purpose of this proposed amendment is 
to incorporate a portion of airspace 
within the Control Zone that previously 
surrounded the abandoned State Line 
Airport. Kansas City, Missouri. This 
proposal would result in the Grandview. 
Missouri. Control Zone becoming 
generally circular as contemplated by 
Subpart F of Part 71 of the FARS. 

The FAA has determined that this • 
proposed regulation only involves an 
established body of technical 
regulations for which frequent and 
routine amendments are necessary to 
keep them operationally current. It. 
therefore—(1) is not a "major rule" 
under Executive Order 12291: (2) is not a 
"significant rule" under DOT Regulatory 
Policies and Procedures (44 FR 11034: 
February 26, 1979): and (3) does not 
warrant preparation of a regulatory 
evaluation os the anticipated impact is 
so mimimal. Since this is a routine 
matter that will only affect air traffic 
procedures and air navigation, it is 
certified that this rule, when 
promulgated, will not have a significant 
economic impact on a substantial 
number of small entities under the 
critiera of the Regulatory Flexibility Act. 

List of Subjects in 14 CFR Part 71 

Aviation safety. Control zones. 
Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me. the Federal Aviation 
Administration (FAA) proposes to 


amend Part 71 of the FAR (14 CFR Part 
71) as follows: 

PART 71—| AMENDED I 

1. The authority citation for Part 71 
continues to read as follows: 

Authority: 49 U.S.C. 1348(a), 1354(a), 1510; 
Executive Order 10654; 49 US.C. H*Xx) 
(Revised Pub. L 97-449, January 12.1983): 14 
CFR 11.09. 

2. By amending § 71.171 ns follows: 
Grandview. Missouri 

Within a 5-mile radius of Richards-Gebaur 
AFB (tat. 38*50 37- N. long. 94*33 37* W.k 
within 2Vfc miles each side of the Richards- 
Gebaur AFB ILS localizer south course, 
extending from the 5-mile radios ane lot 
mile south of the OM and within 2Vv miles 
edch aide of the Richards-Gebaur AFB 
TACAN 195* radial, extending from the 5- 
mile radius zone to 5*A miles south of the 
TACAN. This control zone shall be effective 
during the specific dates and time established 
In advance by a Notice to Airmen. The 
effective date and time will thereafter be 
continuously published in the Airport/ 

Facility Directory 

Issued in Kansas City. Missouri, on 
September 24.1985. 

Edwin S. Harris, 

Director. Central Region, 

|FR Doc. 85-23487 FUed 10-1-85; 845 am) 
WLUttQ COOC 4910-1S-M 


DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Food and Drug Administration 

21 CFR Parts 182 and 186 

I Docket No. 78N-00321 

Tall Oil; Tentative Affirmation of GRAS 
Status ss Indirect Human Food 
Ingredient 

AGENCY: Food and Drug Administration. 
HHS. 

action: Tenative final rule. 

summary: The Food and Drug 
Administration (FDA) is tentatively 
affirming that tall oil is generally 
recognized as safe (GRAS) as an 
indirect human food ingredient for use in 
cotton and cotton fabric used in dry 
food packaging. The safety of this 
ingredient has been evaluated under the 
comprehensive safety review conducted 
by the agency. FDA is publishing this 
document as a tentative final rule, 
however, because the agency is 
modifying $ 186.1557 (21 CFR 186.1557) 
and is not including sepciflea lions for 
tall oil in that regulation. 

date: Comments by December 2,1985. 


aooress: Written comments to the 
Dockets Management Brunch (IfFA- 
305). Food and Drug Administration. Rm. 
4-62.5600 Fishers Lane. Rockville, MT) 
20857. 

FOR FURTHER INFORMATION CONTACT: 

Leonard C. Gosule. Center for Food 
Safety and Applied Nutrition (HFF-335). 
Food and Drug Administration. 200 C 
Street. SW„ Washington, DC 20204. 202- 
472-5690. 

SUPPLEMENTARY INFORMATION: In the 
Federal Register of June 2 r 1978 (43 FR 
24067). FDA published a proposal to 
affirm that tall oil is GRAS for use in 
cotton and cotton fabrics used in dry 
food packaging. FDA published the 
proposal in accordance with its 
announced review of the safety of 
GRAS and prior-sanctioned ingredients. 

In accordance with § 170.35 (21 CFF 
170.35). copies of the scientific literature 
review on tall oil and the report of the 
Select Committee on GRAS Substances 
(the Select Committee) on tall oil are 
available for public review in the 
Dockets Management Branch (address 
above). Copies of these documents have 
also been made available for public 
purchase from the National Technical 
Information Service, as announced in 
the proposal. 

In addition to proposing to affirm the 
GRAS status of tall oil FDA public 
notice that it was unaware of any prior- 
sanctioned uses for this substance other 
than the proposed conditions of use. 
Persons asserting additional or extended 
uses in accordance with approvals 
granted by the U.S. Department of 
Agriculture or FDA before Septembot 6 
1958, were given notice to submit proof 
of those sanctions, so that the safety of 
prior-sanctioned uses could be 
determined. That notice was also an 
opportunity to have prior-sanctioned 
uses of tall oil approved by issuance of 
an appropriate regulation under Part 
181—Prior-Sanctioned Food Ingredients 
(21 CFR Part 181) or affirmed as GRAS 
under Part 188 (21 CFR Part 186). as 
appropriate. 

FDA also gave notice that failure to 
submit proof of an applicable prior 
sanction in response to the proposal 
would constitute a waiver of the right to 
assert the sanction at any future time. 

No reports of prior-sanctioned uses 
for tall oil were submitted In response to 
the proposal. Therefore, in accordance 
with that proposal any right to assert a 
prior sanction for a use of tall oil under 
conditions different from those set forth 
in this regulation has been waived 

No comments were received in 
response to the proposal on tall oil 
However, in a regulation published in 
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the Federal Register of October 19,1983 
(48 FR 48456), FDA announced that it 
would only include purity specifications 
for substances affirmed as GRAS in Part 
188 for indirect use if such purity 
specifications were necessary based on 
safety considerations. In the case of tall 
oil. the agency has concluded that purity 
specifications are not required to ensure 
safety because of the extremely small 
exposure to tall oil from its use in dry 
food packaging. Therefore, the agency 
has modified proposed § 186.1557 by 
removing the specifications that were 
listed in that regulation. Nonetheless, 
under § 186.1(a) (21 CFR 186.1(a)), the 
ingredient must be of a purity suitable 
for its intended use in accordance with 
provisions of 21 CFR 186.1 and 
170.30(h)(1). 

In addition. FDA is modifying the 
paragraph of the regulation (presently 
§ 186.1557(b); 5186.1557(c) in the 
proposal FDA published in 1978) that 
relates to the conditions of use of tall oil 
to conform to the amendment of 
i 186.1(b)(1) that FDA adopted in 1983 
(48 FR 48457; Octobear 19. 1983). 

The agency has concluded that its 
actions not to include specifications in 
die regulation afirming the GRAS status 
of tall oil and to modify the paragraph 
on the conditions of use of this 
ingredient do not represent a major 
change from the proposed regulation. 
However, to afford interested persons 
the opportunity to comment on these 
actions, FDA is issuing this tentative 
final rule under 5 10.40(f)(8) (21 CFR 
1040(0(6)). 

The agency has determined under 21 
CFR 25.24(b)(7) (50 FR 16636; April 28. 
1985) that this action is of a type that 
does not individually or cumulatively 
have a significant effect on the human 
environment. Therefore, neither an 
environmental assessment nor an 
environmental impact statement is 
required. 

In accordance with the Regulatory 
Flexibility Act, the agency previously 
considered the potential effects that this 
nile would have on small entities, 
including small businesses. In 
accordance with section 605(b) of the 
Regulatory Flexibility Act. the agency 
has determined that no significant 
impact on a substantial number of small 
entities would derive from this action. 
FDA has not received any new 
information or comments that would 
alter Its previous determination. 

In accordance with Executive Order 
12291, FDA has previously analyzed the 
potential economic effects of this final 
nilf. As announced in the proposal, the 
agency has determined that the rule is 
not a major rule as determined by the 
Order. The agency has not received any 


new information or comments that 
would alter its previous determination. 

The agency's findings of no major 
economic impact and no significant 
impact on a substantial number of small 
entities, and the evidence supporting 
these findings, are contained in a 
threshold assessment which may be 
seen in the Dockets Management Branch 
(address above). 

Interested persons may, on or before 
December 2,1985. submit to the Dockets 
Management Branch (address above) 
written comments regarding this 
tentative final rule. Two copies of any 
comments are to be submitted, except 
that individuals may submit one copy. 
Comments are to be identified with the 
docket number found in brackets in the 
heading of this document. Received 
comments may be seen in the office 
above between 9 a.m. and 4 p.m.. 
Monday through Friday. 

List of Subjects 

21 CFR Part 182 

Generally recognized as safe (GRAS) 
food ingredients: Spices and flavorings. 

21 CFR Part 186 

Food ingredients; Generally 
recognized as safe (GRAS) food 
ingredients; Indirect food ingredients. 

Therefore, under the Federal Food. 
Drug, and Cosmetic Act and under 
authority delegated to the Commissioner 
of Food and Drugs and redelegated to 
the Cener for Food Safety and Applied 
Nutrition. Parts 182 and 186 are 
tentatively amended as follows: 

PART 182—SUBSTANCES 
GENERALLY RECOGNIZED AS SAFE 

1. The authority citation for 21 CFR 
Part 182 continues to read as follows: 

Authority: Secs. 201(s), 402. 409. 701, 52 
Stat. 1048-1047 as amended, 1055-1056 as 
amended. 72 Stat. 1704-1788 as amended (21 
U.S.G 321 (s). 342. 348. 371): 21 CFR 5.10 and 

5.61. 

§ 182.70 (Amended) 

2. In § 182.70 Substances migrating 
from cotton and cotton fabrics used in 
dry food packaging by removing the 
entry for “tall oil” from the list of 
substances. 

PART 186—INDIRECT FOOD 
SUBSTANCES AFFIRMED AS 
GENERALLY RECOGNIZED AS SAFE 

3. The authority citation for 21 CFR 
Part 186 is revised to read as follows: 

Authority: Secs. 201(sl, 402. 409. 701, 52 
Stat. 1046-1047 as amended. 1055-1056 as 
amended. 72 Stat. 1784-1788 as amended (21 
U.S.C. 321(0). 342. 348. 371): 21 CFR 5 10 and 

8.61. 


4. In Part 186 by adding new 
5 186.1557, to read as follows: 

§ 186.1557 Tall oil. 

(a) Tall oil (CAS Reg. No. 8002-26-4) 
is essentially the sap of the pine tree. It 
is obtained commercially from the waste 
liquors of pinewood pulp mills and 
consists mainly of tall oil resin acids 
and tall oil fatty acids. 

(b) In accordance with § 186.1(b)(1), 
he ingredient is used as an indirect 
human food ingredient with no 
limitation other than current good 
manufacturing practice. The affirmation 
of this ingredient as generally 
recognized as safe (GRAS) as an 
indirect human food ingredient is based 
on the following current good 
manufacturing practice conditions of 
use: 

(1) The ingredient is used as a 
constituent of cotton and cotton fabrics 
used for dry food packaging. 

(2) The ingredient is used at levels not 
to exceed current good manufacturing 
practice. 

(c) Prior sanctions for this ingredient 
different from the uses established in 
this section, or from those listed in Purt 
181 of this chapter, do not exist or have 
been waived. 

Dated: August 20.1985. 

Richard J Ronk, 

Acting Director. Center for Food Safety and 
Applied Nutrition . 

(FR Doc. 85-23472 Filed 10-1-85; 8:45 am) 

BILLING COOC 4100-01-41 


DEPARTMENT OF THE TREASURY 
Internal Revenue Service 
26 CFR Part 1 
ILR-238-811 

Investment Tax Credit for Certain 
Rehabilitation Expenditures; Public 
Hearing on Proposed Regulations 

agency: Internal Revenue Service. 
Treasury, 

action: Change of date of public 
hearing on proposed regulations. 

summary: This document provides 
notice of a change of date of a public 
hearing on proposed regulations relating 
to an investment tax credit for 
rehabilitation expenditures incurred in 
connection with the rehabilitation of a 
qualified rehabilitated building. 
dates: The public hearing will be held 
on Friday. November 15.1985. beginning 
at 10:00 a.m. Outlines of oral comments 
must be delivered or mailed by Friday, 
November 1,1985. 










40206 


Federal Register / Vol. 50, No. 191/ Wednesday, October 2, 1985 / Proposed Rules 


address: The public hearing will be 
held in the I.R.S. Auditorium. Seventh 
Floor, 7400 Corridor. Internal Revenue 
Building, 1111 Constitution Avenue. 

NW.. Washington. D.C The requests to 
speak and outlines of oral comments 
should be submitted to the 
Commissioner of Interna! Revenue. 
ATTN: CC:LR:T (LR-238-81), 
Washington. DC 20224. 

FOR FURTHER INFORMATION CONTACT: 

B. Faye Easley of the Legislation and 
Regulations Division, Office of Chief 
Counsel, Internal Revenue Service, 1111 
Constitution Avenue, NW.. Washington. 
DC 20224. telephone 202-568-3935 (not a 
toll-free call). 

SUPPLEMENTARY INFORMATION: By a 

notice appearing in the Federal Register 
for Wednesday, September 11.1985 (50 
FR 37004). it was announced that a 
public hearing on proposed regulations 
relating to an investment tax credit for 
rehabilitation expenditures incurred in 
connection with the rehabilitation of a 
qualified rehabilitated building was 
scheduled to be held on Friday. October 
11,1985, beginning at 1(W)0 a.m. in the 
I.R.S. Auditorium. Seventh Floor. 7400 
Corridor, Internal Revenue Building. 

1111 Constitution Avenue. NW., 
Washington. DC The requests to speak 
and outlines of oral comments were to 
be delivered or mailed to the 
Commissioner of Internal Revenue, 
ATTN: CC:LR:T (LR-238-81). 
Washington, D.C. 20224. by Friday, 
September 27.1985. The proposed 
regulations pertaining to an investment 
tax credit for rehabilitation expenditures 
incurred in connection with the 
rehabilitation of a qualified 
rehabilitated building appeared in the 
Federal Register for Friday. June 28,1985 
(50 FR 28794). 

This document hereby changes the 
date for the public hearing. Accordingly, 
the public hearing is rescheduled to be 
held on Friday. November 15,1985. 

Outlines of oral comments must be 
delivered or mailed by Friday, 

November 1.1985. 

In all other respects the details with 
respect to the hearing remain the same. 

By direction of the Commissioner of 
Internal Revenue: 

Peter K Scott. 

Director, Legislation and Regulations 
Division. 

|FR Doc. 85-23566 Filed 10-1-85; 8:45 ami 
SfUJWO COOK 44&-01-M 


DEPARTMENT OF COMMERCE 

National Oceanic and Atmospheric 
Administration 

50 CFR Part 641 

[Docket No. 50828-5128) 

Reef Fish Fishery of the Gulf of Mexico 

agency: National Marine Fisheries 
Service (NMFS). NO A A. Commerce. 
action: Proposed rule. 

summary: NOAA issues a proposed rule 
to implement the mandatory reporting 
requirements as prescribed in the 
proposed amendment to the Fishery 
Management Plan for Reef Fish 
Resources of the Gulf of Mexico (FMP). 
This rule provides for measures 
designed to make more effective the 
collection of catch and landing 
information for reef fish. The intended 
effect is to provide for timely reporting 
of reef fish data. 

date: Comments on the proposed rule 
must be received on or before November 
1.1985. 

addresses: Comments on the proposed 
rule and requests for copies of the 
amendment to the FMP and the 
regulatory impact review/initial 
regulatory flexibility analysis should be 
sent to Donald W. Geagan, Southeast 
Region, National Marine Fisheries 
Service. 9450 Koger Boulevard, St. 
Petersburg. FL 33702. Mark the outside 
of the envelope "Comments on Reef Fish 
Plan Amendment." Comments on the 
collection-of-information requirement 
should be sent to the Office of 
Information and Regulatory Affairs, 
Office of Management and Budget 
(OMB), Attn: Desk Officer for NOAA, 
Washington. DC 20503. 

FOR FURTHER INFORMATION CONTACT: 
Donald W. Geagan. 813-893-3722. 
SUPPLEMENTARY INFORMATION: The 
FMP. which wa9 approved fune 3,1983, 
under authority of the Magnuson Fishery 
Conservation and Management Act. as 
amended (Magnuson Act), contains a 
provision for mandatory reporting of 
catch and landings information 
necessary for the management of the 
reef fish fishery. Final regulations 
implementing the FMP were published 
in the Federal Register on October 9, 

1984 (49 FR 39553). However, because 
the data collection system had not been 
developed when the regulations were 
implemented, § 641.5 was reserved. 

The proposed statistical reporting 
system, designed by NMFS and 
approved by the Council, makes 
mandatory for commercial fishermen 
and dealers the current voluntary 


reporting program utilized in the fishery 
since 1956, and creates a new 
mandatory program for all persons 
fishing fish traps. All commercial 
dealers and processors selected to 
report will continue to report poundage 
and value of reef fish handled each 
month. Interviews with commercial 
vessel operators will be conducted for 
approximately ten percent of the fishing 
trips to obtain data on gear used, catch, 
and time fished. All persons fishing fish 
traps will be required to report catch in 
pounds and number by species, number 
of traps fished, fishing depth and 
location, snd other types of gear fished 

Interviews may be conducted with 
selected recreational fishermen catching 
reef fish when more exact information 
(such as on method of fishing, catch by 
species, area fished, and expenditures 
incurred) than is presently collected 
under the voluntary NMFS Marine 
Recreational Fishery Statistics Survey is 
required. This system will be developed 
for implementation when specific data 
requirements are identified. The Centrr 
will begin determining the exact data 
needed and the best system to gather 
the data after the regulations become 
effective. An example of the questions 
that may be included in an interview 
with selected recreational fishermen at 
§ 641.5(d) are: 

(1) Method of fishing by gear and type 
of vessel (private, charter, guide, etc.) or 
type of shore structure (pier, jetty, 
beach, etc.); 

(2) Catch in numbers by weight or 
length by species; 

(3) Number of persons in party and 
hours fished; 

(4) Place of residence (county and 
State); 

(5) Frequency of fishing trips during 
last month: 

(6) Estimated expenditures incurred 
in fishing trip; 

(7) Area fished, if trip was by vessel; 
and 

(8) Species targeted and trip 
satisfaction. 

Sections relating to collection of 
information will not be effective until 
approved by the Office of Management 
and Budget. 

Operators of chartered vessels 
(including headboats) carrying paying 
passengers fishing for reef fish, if 
selected to report, will be required to 
provide data at monthly intervals on 
number of trips, catch per trip by 
species, end number of fishermen per 
trip. Once during each calendar year, 
commercial and chartered vessel 
operators will be interviewed to obtain 
information on crew size, home ports, 
length and tonnage of vessel and area 
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fished. NMFS port agents during surveys 
of dealers and fishermen may examine 
md measure a portion of their catch to 
i ollect additional data required for 
management. 

The current voluntary reporting of reef 
fish statistical information by 
commercial dealers, processors, and 
vessel owners is inadequate for 
management of the reef fish fishery for 
the following reasons. First, these 
voluntary data are not adequate for 
management on a species basis, in that 
these data are collected for aggregated 
groups of similar species. Second, the 
I MP reporting provision calls for 
collection under mandatory systems and 
equity considerations require that 
mandatory systems apply to all user 
groups. Stock assessment procedures for 
the various species require collection of 
additional data and more precise data 
than are available through existing 
systems. Certain species in the fishery 
are being overfished and additional and 
more precise data are required to assess 
the degree of overfishing and to 
formulate measures to restore these 
stocks. Additionally, certain user groups 
are not adequately covered under 
existing systems. Charter vessels, for 
example, are poorly sampled, yet in 1980 
they landed more than 35 percent of the 
riaeationally caught snapper and 
grouper. Definitive catch data on fish 
traps and longline fisheries are minimal 
and data are needed to assess these 
fisheries. More exact information is 
required from selected individuals for 
iht same reasons. 

Effective management of the reef fish 
fishery requires comprehensive and 
uniform data collection. Stock 
assessments, maximum sustainable 
yield calculations, and optimum yield 
determinations must be based on 
information gathered from State waters 
as well as from the fishery conservation 
sone (FGZ). Some States have 
infrequently collected data from 
recreational anglers or from chartered 
vessels; however, these data are not 
collected on a regular basis or in a 
uniform manner by all of the States. 

Only the State of Florida is collecting 
catch information from commercial 
fishermen and these data do not include 
•II the data elements considered 
necessary for management by the 
Council, AH of the States collect some 
information on total landings from 
dealers and processors, but these data 
elements differ from State to State and 
generally are not complete enough to 
allow for proper management of each 
‘•pedes throughout its range. Without 
this information the Council's ability to 
manage the reef fish resource throughout 


the Gulf of Mexico would be 
unacceptably limited. 

Information coUected under the 
mandatory system will be used for 
management of the fishery and will be 
released only in aggregate or summary 
form which does not disclose the 
identity of the submitter. The Regional 
Director has reviewed the proposed 
regulations and has determined that this 
information is necessary for 
management of the reef Fish fishery. 

Classification 

The Assistant Administrator for 
Fisheries, NOAA. has previously 
determined that the FMP, the final 
portion of which is to be implemented 
by this proposed rule, is consistent with 
the national standards and other 
provisions of the Magnuson Act and 
other applicable law (see 49 FR 39553, 
October 9,1984). 

Likewise, it was previously 
determined, on the basis of a regulatory 
impact review (RJR), that the rules 
(excluding this one) to implement the 
FMP are not major under Executive 
Order 12291. The RIR and initial 
regulatory flexibility analysis were 
summarized in the preamble to the final 
rules for the FMP (see 49 FR 39548). A 
draft supplemental regulatory impact 
review (SRIR) was prepared for this 
proposed rule and the Assistant 
Administrator has determined this rule 
is not major under Executive Order 
12291. 

The General Counsel of the 
Department of Commerce certified to 
the Small Business Administration that 
this proposed rule, if adopted, will not 
have a significant economic impact on a 
substantial number of small entities 
because tbe rule primarily adds a 
mandatory requirement to already 
existing data collection systems and 
very limited additional economic 
impacts will be experienced. The 
impacts, which will be in the form of 
burden hours in responding to reporting 
questions or forms from NMFS 
statistical agents, are summarized in the 
supplemental initial regulatory 
flexibility analysis which has been 
made part of the SRIR. 

This rule contains several collection- 
of-informatin requirements subject to 
the Paperwork Reduction Act (PRA). 

The voluntary collection of this 
information has been approved by the 
Office of Management and Budget 
(OMB) under control numbers 0848-0013 
and 0648-0016. A request to collect this 
information except from recreational 
fishermen, under this mandatory 
requirement has been submitted to the 
OMB for review under Section 3504(h) of 
the PRA. Comments should be directed 


to the Office of Information and 
Regulatory Affairs of OMB, Attention: 
Desk Officer for NOAA. When 
mandatory reporting by selected 
recreational fishermen is required, an 
additional request will be submitted to 
OMB. 

This action is part of the Federal 
action for which an environmetal impact 
statement (E1S) was prepared. The final 
RIS for the FMP wos filed with the 
Environmental Protection Agency and 
the notice of availability was published 
on August 24.1983 (48 FR 38511). 

The Council determined that this rule 
does not directly affect the coastal zone 
of any State with an approved coastal 
zone management program. 

List of Subjects in 50 CFR Part 641 

Fisheries. Fishing. Reporting and 
recordkeeping requirements. 

Dated: September 27,1985, . 

Carmen |. Blondin, 

Deputy Assistant A dm inis tor for Fisheries 
Resource Management; Notional Marine 
Fishers Service. 

For reasons set forth in the preamble, 
50 CFR Part 841 is proposed to be 
amended as follows: 

PART 641—REEF FISH FISHERY OF 
THE GULF OF MEXICO 

1. The authority citation for Part 641 
continues to read as follows: 

Authority: 18 U.S.C. 1801 et seq. 

2. In Part 641. the Table of Contents is 
amended by revising the heading fo*r 

5 841.5 from "Recordkeeping and 
reporting requirements |Reserved|“ to 
read “Reporting requirements". 

3. Section 841.2 is amended by adding 

the definition of “Center Director" and 
"Statistical area" in alphabetical order 
to read as follows: # 

$ 641.2 Definitions. 

• • • • • 

Center Director means the Director, 
Southeast Fisheries Center. National 
Marine Fisheries Service. 75 Virginia 
Beach Drive. Miami. FL 33149, telephone 
305-361^5761, or a designee. 

• • • • • 

Statistical area means one or more of 
the 21 statistical grids depicted in Figure 
3. 

• • • • • 

4. A new $ 641.5 is added to read as 
follows: 

$641.5 Reporting requirements. 

(a) Persons fishing fish traps. The 
owner or operator of a fishing vessel or 
any other person permitted under 
$ 641.4 who fishe9 for or lands reef fish 








40208_Federal Register / VoL 50. No. 191/ Wednesday, October 2. 1985 / Proposed Rules 


in the Gulf of Mexico FCZ or in 
adjoining State waters, and has utilized 
fish traps to harvest such reef fish, must 
provide the following information 
regarding all fishing trips to the Center 
Director or his designee: 

(1) Permit number as provided for in 
§ 641.4: 

(2) Pounds of catch of reef fish by 
species: 

(3) Number of fish of each species; 

(4) Date of trip, depth fished, and 
fishing location by statistical area; 

(5) Number of trap hauls resulting in 
the catch: 

(6) Duration (days and hours) traps 
were fished before each haul; 

(7) Mesh size of traps: 

(8) Other gear fished on trip; and 

(9) Total catch in pounds by other 
gear 

(b) Commercial vessel owners and 
aerators. Any person who owns or 
operates a fishing vessel that fishes for 
or lands any reef fish or parts thereof 
taken in the Gulf of Mexico FCZ or in 
adjoining State waters by any gear 
(other than fish traps) for sale, trade, or 
barter; and who is selected to report 
must provide the following information 
regarding any fishing trip to the Center 
Director or his designee, on forms 
provided: 

(1) Name or official number of vessel: 

(2) Date(s) of trip and fishing 
location(s) by statistical area(s); 

(3) Pounds and number of catch of any 
reef fish by species; 

(4) Jype and quantity of gear fished; 

(5) Duration (days and hours) of 
vessel fishing effort; and 

(6) Duration (hours) gear was fished 
before each haul. 

(c) Dealers and processors. Any 
person who receives reef fish or parts 
thereof by way of purchase, barter, 
trade, or sale from a fishing vessel or 
person that fishes for, or lands said fish, 
or parts thereof in the Gulf of Mexico 
FCZ or in adjoining State waters; and 
who is selected to report, must provide 
the following information to the Center 
Director or his designee at monthly 
intervals, or more frequently if 
requested, on forms provided: 

(1) Name and address; 

(2) Total poundage of each species 


received during that month, or other 
requested interval; 

(3) Average monthly price paid for 
each species by market size: and 

(4) Proportion of total poundage 
landed by each gear type. 

(d) Recreational fishermen 
interviews . [Reserved] 

(e) Charter vessel and headboat 
owners and operators. Any person who 
owns or operates a vessel that carries 
passengers who have paid to fish for or 
land reef fish in the Gulf of Mexico FCZ 
or in adjoining State waters; and who is 
selected to report must maintain a 
fishing record for each trip, or a portion 
of such trips as specified, on forms 
provided by the Center Director. These 
forms must be submitted to the Center 
Director at monthly intervals and must 
contain the following information: 

(1) Name or official number of vessel; 

(2) Date(s) and location of each trip 
and duration of fishing (hours); 

(3) Number of fishermen on each trip; 

(4) Number of fish and approximate 
weight by species; and 

(5) Principal species targeted. 

(f) Commercial vessel charter vessel 
and headboat inventory. Any persons 
described under paragraphs (b)and (e) 
of this part, and who are selected to 
report must provide the following 
information when interviewed annually 
by the Center Director or his designee: 

(1) Vessel name; documentation or 
State registration number; 


(2) Length and tonnage; 

(3) Current home port; 

(4) Fishing areas by statistical area; 

(5) Ports where fish were landed 
during the last year. 

(6) Type and quantity of gear and 

(7) Number of full- and part-time 
fishermen or crew members. 

(g) Any owner or operator of 
commercial or charter vessels, and 
dealers or processors may be required 
upon request to make such fish or parts 
thereof available for inspection by the 
Center Director or his designee for the 
collection of additional information or 
for inspection by any authorized 
enforcement officer. 

5. Section 641.7 is amended by 
revising the introductory text and 
designating it as paragraph (a), by 
redesignating present paragraphs (aHr) 
as (1H18) and adding a new paragraph 
(19). and adding a new paragraph (b) to 
read as follows: 

§ 641.7 Prohibitions. 

(a) It is unlawful for any person to do 
any of the following: 

• • • • • 

(19) Falsify or fail to report or provide 
information required to be submitted or 
reported or fail to make fish available 
for inspection, as required by § 641.5. 

(b) It is unlawful to violate any other 
provisions of this part, the Magnuson 
Act. or any regulation or permit issued 
under the Magnuson Act. 


95° 90° 85° 80° 75° 



Figure 3.— Statistical Grids for Reporting Harvest of Reef Fish. 
(FR Doc. 85-23479 Filed 10-1-85: 8:45 ami 
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This section of the FEDERAL REGISTER 
contains documents other than rules or 
proposed rules that are applicable to the 
public. Notices of hearings and 
nvesttgations. committee meetings, agency 
decisions and rulings, delegations of 
authority, filing of petitions and 
applications and agency statements of 
c'ganoAbon and functions are examples 
of documents appearing in this section. 


DEPARTMENT OF AGRICULTURE 

Forms Under Review by Office of 
Management and Budget 

September 27,1985. 

The Department of Agriculture has 
submitted to OMB for review the 
following proposals for the collection of 
information under the provisions of the 
Paperwork Reduction Act (44 U.S.C. 
Chapter 35) since the last list was 
publised. This list is grouped into new 
proposals, revisions, extensions, or 
reinstatements. Each entry contains the 
following information: 

(1) Agency proposing the information 
collection; (2) Title of the information 
collection; (3) Form numbers), if 
applicable; (4) How often the 
information is requested; (5) Who will 
be required or asked to report (6) An 
estimate of the number of responses; (7) 
An estimate of the total number of hours 
needed to provide the information; (8) 

An indication of whether section 3504(h) 
of Pub. L 96-511 applies; (9) Name and 
telephone number of the agency contact 
person. 

Questions about the items in the 
listing should be directed to the agency 
person named at the end of each entry. 
Copies of the proposed forni 9 and 
supporting documents may be obtained 
from: Department Clearance Officer, 
CSDA, OIKM. Room 404-W Admin. 
Bldg.. Washington. D.C. 20250, (202) 447- 
2iaa 

Comments on any of the items listed 
should be submitted directly to: Office 
of Information and Regulatory Affairs. 
Office of Management and Budget. 
Washington. D.C, 20503. Attn: Desk 
Officer for USDA. 

If you anticipate commenting on o 
submission but find that preparation 
time will prevent you from doing so 
promptly, you should advise the OMB 
IK-nk Officer of your Intent as early a 9 
possible. 


Extension 

• Agricultural Marketing Service 

• Marketing Order No. 916 California 
Nectarines 

Recordkeeping: On occasion: Monthly; 
Semiannually 

Farms: Businesses or other for-profit; 
Small business or organizations; 834 
responses; 723 hours; not applicable 
under 3504(h) 

William J. Doyle, (202) 447-5975 

• Food and Nutrition Service 

Food Coupon Deposit Document 

FNS 521 

Recordkeeping: On occasion 

Businesses or other for-profit; Federal 
agencies or employees; 600.000 
responses; 5,834 hours; not applicable 
under 3504(h) 

Victor Riche. (703) 756-3800 

• Statistical Reporting Service 

Sugar Market Statistics 

Quarterly 

Businesses or other for-profit; 308 
responses; 327 hours; not applicable 
under 3504(h) 

Lee Sanderg, (202) 447-6820. 

|amt A Benoit, 

Departmental Clearance Officer . 

[FR Doc. 65-23542 Filed 10-1-85; 8:45 am] 

■4LUMG COOC 34»0-01*41 


DEPARTMENT OF COMMERCE 
Foreign-Trade Zones Board 
(Order No 312] 

Approval for Removal of Time Limit on 
Zone Site, Foreign-Trade Zone No. 64, 
Jacksonville, FL 

Pursuant to its authority under the 
Foreign-Trade Zones Act of June 18. 
1934, as amended (19 U.S.C. 81a-81u). 
and the Foreign-Trade Zones Board 
Regulations (15 CFR Part 400), the 
Foreign-Trade Zones Board (the Board) 
adopts the following order. 

Whereas, the Jacksonville Port 
Authority. Grantee of Foreign-Trade 
Zone No. 64. has applied to the Board 
for removal of a time limit on its Ellis 
Road zone site in Jacksonville, which 
was approved by the Board on 
September 23.1983. for a period of 2 
years, the period of time requested by 
the Grantee (Board Order 198.47 FR 
43102); 

Whereas, the application was 
accepted for filing on May 31,1965, and 


notice inviting public comment was 
given in the Federal Register on June 11, 
1985 (Docket 17-85. 47 FR 24551); 

Whereas, the Foreign-Trade Zones 
StafThas investigated the application in 
accordance with the Board's regulations 
and recommends approval: 

Whereas, the Board has found that the 
requirements of the ForeigmTrade 
Zones Act, as amended, and the Board's 
regulations are satisfied, and that 
approval of the application Is In the 
public interest; 

Now. therefore, the Board hereby 
orders: 

That the time limit on the Ellis Road 
zone site of Foreign-Trade Zone 64 is 
removed. The Grantee shall notify the 
Executive Secretary of the Board for 
approval prior to the commencement of 
any manufacturing operations. The 
authority given in this Order is subject 
to settlement locally by the District 
Director of Customs and the District 
Army Engineer regarding compliance 
with their respective requirements 
relating to foreign-trade zones. 

Signed at Washington. D.C. this 20th day 
of September 1965. 

William T. Arrhey, 

Assistant Secretary of Commerce for Trade 
Administration . Chairman , Committee of 
Alternates. Foreign Trade Zones Board 

Attest: 

John |. Da Ponte, |r„ 

Executive Secretary . 

[FR Doc. 65-23507 Filed KM-85: 8*45 amj 
SILUMO COOC 3S10-OS-U 


International Trade Administration 

IC-122-5051 

Postponement of Preliminary 
Countervailing Duty Determination; OH 
Country Tubular Goods from Canada 

agency: Import Administration. 
International Trade Administration, 
Commerce. 

action: Notice. 

summary: Based upon the request of 
petitioners. Lone Star Steel Company 
and CF A 1 Steel Corporation, the 
Department of Commerce is postponing 
its preliminary determination in the 
countervailing duty investigation of oil 
country tubular goods (OCTG) from 
Canada. The preliminary determination 
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will be made on or bef )re December ID. 
1985. 

EFFECTIVE DATE: October 2.1985. 

FOR FURTHER INFORMATION CONTACT: 

Steven Morrison or Barbara Tillman. 
Office of Investigation. Import 
Administration. International Trade 
Administration. U.S. Department of 
Commerce, 14th Street and Constitution 
Avenue. NW., Washington, D.C. 20230; 
telephone (202) 377-1248 or 377-2438. 
SUPPLEMENTARY INFORMATION: On 
August 12.1985, the Department 
initiated a countervailing duty 
investigation on OCTG Canada. In our 
notice of initiation, we stated that we 
would issue our preliminary 
determination on or before October 15. 
1985 (50 FR 33383 August 19. 1985). 

On September 23,1985, the petitioners 
Tiled a request that the preliminary 
determination in this investigation be 
postponed. Section 703(c)(1)(A) of the 
Tariff Act of 1930, as amended (the Act) 
provides that the preliminary 
determination in a countervailing duty 
investigation may be posponed, where 
the petitioner has made a timely request 
for such a postponement. Pursuant to 
this provision and the request by 
petitioners in this investigation, the 
Department is postponing its 
preliminary determination to no later 
than December 19,1985. 

This notice is published pursuant to 
section 703(c)(2) of the Act. 

Dated: September 28.1985. 

Gilbert B. Kaplan, 

Acting Deputy Assistant Secretary for Import 
Administration . 

|FR Doc. 85*23525 Filed 10*1-85; 8 45 am) 

BILLING COOC JSIO-OS-M 


Indiana University, Purdue University 
at Indianapolis; Decision on 
Application for Duty-Free Entry of 
Scientific Instrument 

Tills decision is made pursuant to 
Section 6(c) of the Educational, 
Scientific, and Cultural Materials 
Importation Act of 1966 (Pub. L. 09-651, 
80 Stat. 897; 15 CFR Part 301). Related 
records can be viewed between 8:30 AM 
and 5:00 PM in Room 1523, U.S. 
Department of Commerce, 14th and 
Constitution Avenue NW., Washington. 
DC. 

Docket No. 83-134R. Applicant: 
Indiana University. Purdue University at 
Indianapolis. Instrument: High Energy 
Medical Electron Accelerator. Original 
notice of this resubmitted application 
was published in the Federal Register of 
February 2a 1983. 

Comments: None received. 


Decision: Approved. No instrument of 
equivalent scientific value to the foreign 
instrument, for such purposes as it is 
intended to be used, is being 
manufactured in the United States. 

Reasons: The foreign instrument 
provides dose rates up to 1000 rads per 
minute and 10 different electron beam 
energies. The National Institutes of 
Health advises in its memorandum 
dated June 20.1965 that the capability of 
the foreign instrument described above 
is pertinent to the applicant's intended 
purpose. We know of no domestic 
instrument or apparatus of equivalent 
scientific value to the foreign Instrument 
for the applicant's intended use. 

(Catalog of Federal Domestic Assistance 
Program No. 11.105. Importation of Duty-Free 
Educational and Scientific Materials) 

Frank W. Creel, 

Director ; Statutory Import Programs Staff, 

. (FR Doc. 85-23528 Filed 10-1-85; 8:45 am) 

BILL1MQ COOC MiO-OS-U 


CONSUMER PRODUCT SAFETY 
COMMISSION 

Public Hearing Concerning Hazards 
Associated with All Terrain Vehicles 

agency: Consumer Product Safety 
Commission. 

action: Notice of public hearing. 

summary: The Consumer Product Safety 
Commission will hold a public hearing 
in Los Angeles, California on October 
17.1985, to obtain safety-related 
information on All Terrain Vehicles 
(ATVs). This will be the fifth public 
hearing on the hazards associated with 
ATVs the Commission has held across 
the United States. Hearings were also 
held in Jackson. Mississippi; Dallas. 
Texas; Concord, New Hampshire and 
Milwaukee. Wisconsin during4he past 
several months. 

The Commission is aware of at least 
233 deaths associated with ATVs 
occurring between January, 1982 and 
July 3.1985. Estimates on the number of 
hospital emergency room treated 
injuries associated with ATVs in 1984 
were 66.956. This is almost two and one 
half times the number of injuries in 1983 
and more than seven times the number 
in 1982. The Comission also estimates 
that 52,000 ATV related injuries were 
treated in hospital emergency rooms in 
the first six months of 1985. This is 
approximately 70 percent higher than 
the estimated injuries treated during the 
same time period in 1984. 

The Commission is primarily 
concerned about accidents which result 
from: (1) Loss of control of the ATV; (2) 
the ATV overturning by flipping over 


backward, tipping over forward, or 
rolling over sideways; and (3) the rider 
being thrown from the vehicle. 

The Commission requests members of 
the public to participate in this hearing. 
The Commission is particularly 
interested in particiaption from owners 
and users of ATVs; persons who have 
been involved in accidents or who have 
been injured while riding an ATV: state 
and local government officials or 
organizations involved with ATV safeh 
and training or state legislation or locai 
ordinances; persons or organization 
involved in the testing and evaluation of 
ATVs; and manufacturers, distributors, 
importers and retailers of ATVs. The 
hearing will specifically focus on the 
hazards associated with ATVs and 
ways the indusutry. the Commission, 
state and local governments or 
voluntary standards organizations can 
address these hazards. 

DATE AND ADDRESS: The hearing will be 
held on Thursday, October 17.1985, 
begining at 8:00 a.m. at the Los Angeles 
Convention and Exhibition Center. 
Room 212-A, 1201 South Figqueroa. Los 
Angeles. California. Presentations must 
be limited to approximately 5 minutes. 
To accomodate the large number of 
witnesses that are expected to request 
to testify at this hearing and to elicit 
relevant testimony, the Commission 
emphasizes that it reserves the right to 
impose further time limitations on all 
presentations, to require testimony be 
submitted in writing, and to impose 
further restrictions to avoid duplication 
of presentations. Requests from persons 
who wistUo make presentations must 
be received by the Office of the 
Secretary no later than October 11,1985. 
Persons who wish to testify must submit 
a written copy or summary of their 
testimony to the Office of the Secretary 
not later than October 15.1985. 
Presentations at the hearing should be 
limited to approximately 5 minutes 

FOR FURTHER INFORMATION CONTACT: 

For information about the hearing or to 
request an opportunity to make a 
presentation at the hearing, contact 
Sheldon Butts, Deputy Secretary*, 
Consumer Product Safety Commission, 
Washington, D.C. 20207; or call Mr. Butts 
on the Commission's toll free hotline 
number at 800-638-2772 or the 
Commission's commercial number Ht 
301-492-6800. 

SUPPLEMENTARY INFORMATION: 

A. Background 

The Commission is holding a series of 
five public hearings across the United 
States to assist it in obtaining safety- 
related information on ATVs and in 
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deciding what, if any. regulatory or 
voluntary action is warranted. The 
Consumer Product Safety Commission is 
rronsemed about whether the 
performance characteristics of ATVs, 
including dynamic satbiiity and 
handling, are adequately safe. To 
address this concern, the Commission 
has issued an advance notice of 
proposed rulemaking (ANPR), which 
formally commences a rulemaking 
proceeding. 50 FR 23139 (May 31.1985). 
In the ANPR, the Commission discusses 
metods by which any unreasonable 
# risks of injury which might be 
associated with ATVs could be 
adequately reduced or eliminated These 
methods Include the promulgation of a 
performance standard, a labeling or 
warning standard, a ban of ATVs. the 
development of a voluntary standard, an 
administrative recall proceeding under 
section 15 of the CPSA, ao iminent 
hazard action under section 12 of the 
CPSA of the dissemination of safety 
related information. 

An ATV is a motorized machine 
intended to be ridden by one person and 
designed for off-road use. The majority 
of ATVs have three wheels in a tricycle 
configuration, although there has been a 
h:rge increase in the available number 
of ATVs with four wheels. (The 
Commission’s inquiry at this time is 
focused only on three and four wheel 
ATVs.) ATVs typically has gasoline- 
powered engines of between 50 and 250 
cubic centimeters displacement. 
Currently. ATVs use large, soft, low 
Pressure tires. Most ATVs have no rear 
axle differential and limited suspension 
systems. 

Sales of all terrain vehicles have 
increased substantially since the mid- 
1970s. From 1980 to 1983 sales more than 
tripled with an average rote of growth 
over this period of 55% per year. While 
the number of sales increased sharply in 
1984. the percentage rate of growth 
slowed somewhat to 24%, 

The Commission staff estimates that 
hy the end of 1985. 2,480,000 to 2,540.000 
ATVs, will be available for use. based 
on an average product life expectancy of 
7 to 8 years and on a normally 
distributed rate of product survial. 

The Commission’s National Electronic 
Injury Surveillance System (NEISS) 
estimates that the number of hospital 
emergency room treated injuries 
associated with ATVs in 1984 was 
66.958. This is almost two and one half 
times the number of injuries in the 
previous year and more than seven 
times the number in 1982. The 
Commission estimates that the number 
of ATV related injuries treated in 
hospital emrgency rooms during the first 
six months of 1985 was 52.000. This 


approximately 70 percent higher than 
the estimated injuries treated during the 
same time period in 1984. 

At least 233 ATV associated fatalities 
are known to the Commission to have 
occurred from fanuary, 1982 to July 3, 
1985. Reports of deaths for 1983,1984. 
and 1985 are still being received. The 
Commission staff review of these 233 
reported deaths revealed that 116 were 
under 18 years of age and 54 were under 
12 years of age. Almost three-fourths of 
the ATV-related injured were between 
the ages of 5 and 24 years. 

The Commission staff believes that 
the basic configuration of ATVs. and 
their unique performance characteristics 
including dynamic stability and 
handling, appear to play a major role in 
accidents involving ATVs. Many serious 
injuries and deaths reported in in-depth 
investigations conducted by the 
Commission staff resulted from loss of 
control of the ATV following an abrupt 
change in the equilibrium of the vehicle. 
A number of different factors, such as a 
change in terrain, or a sudden change in 
direction can contribute to the change in 
equilibrium. The subsequent loss of 
control follows a pattern in which the 
machine overturns or the rider is thrown 
off. In many of these accidents, other 
factors such as drinking, riding with 
passengers or operating the vehicle 
illegally on paved roads, may obscure 
the pattern of loss of control as the 
critical element in the incident. 

B. Request for Public Participation At 
Hearing 

The Commission requests the public 
to provide it with information on ATVs 
and on what action, if any. it should 
take to adequately reduce or eliminate 
hazards associated with ATVs. The 
Commission is particularly interested in 
the views of persons who own or use 
ATVs in recreational and occupational 
applications and who have specific 
observations about ATV handling 
charteristics; pesons who belong to ATV 
clubs and/or racing associations; 
persons who have been involved in 
accidents or who have been injured 
while riding an ATV; state and local 
government officials such as police 
officers, health and safety officials and 
legislators who are involved with ATV 
safety, training or legislation concerning 
ATVs; persons or organizations 
involved in the testing and evaluation of 
ATVs; and manufacturers, distributors, 
importers and retailers of ATVs. 

The hearing will focus on the 
following areas; 

(1) Information which identifies the 
degree, if any. to which the general 
design of ATVs as well os specific 
design and operational features of 


individual models of ATVs influence the 
performance charcteristics of ATVs and 
contribute to the risk of injury; 

(2) Information identifying any 
changes in general or specific design 
characteristics of ATVs, including the 
costs of these changes, that would 
reduce or eliminate the risks of injury; 

(3) Information concerning the 
handling characteristics of ATVs and 
the ability of users at various ages and 
levels of experience to maintain control 
of ATVs under various conditions of 
terrain and speed; 

(4) Information relating to techniques 
of evaluating and testing the 
performance of ATVs; 

(5) Information on current activities to 
educate or train users of ATVs, 
including children, in the proper method 
of operation and ways these efforts 
could be improved; 

(6) Information on any accidents 
involving ATVs, including information 
on specific injuries sustained in ATV 
accidents and the nature, degree, 
duration, treatment and outcome of such 
injuries. Copies of physicians’ and 
hospital records are sought; 

(7) Information identifying any 
voluntary standard Applicable or 
adaptable to ATVs which could reduce 
or eliminate the risk of injury: 

(8) Information concerning any state 
or local licensing requirement, 
restriction or legislation involving ATVs; 

(9) Information concerning the 
development of the three and four wheel 
ATVs including information relating to 
design features which take into account 
the hazards of overturning, and loss of 
control and 

(10) Information on the sale, 
marketing and distribution of ATVs. 
particularly for use by children. 

Persons unable to attend the hearing 
may submit their comments in writing, 
for the record. Written comments for the 
record must be received in the Office of 
the Secretary no later than October 17, 
1985 

Dated- September 27,1985. 

Sadye E. Dunn. 

Secretary. Office of the Secretary. 

(FR Doc. 35-23592 Filed 10-1-85; 8:45 am) 

BILLING COOC USS-OI-M 


DEPARTMENT OF DEFENSE 

Office of the Secretary 

DoD Advisory Group on Electron 
Devices, Working Groups C (Mainly 
Opto Electronics); Meeting 

summary: Working Group C (Mainly 
Opto Electronics) of the Dod Advisory 
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Group on Electron Devices (AGED) 
announces a closed session meeting. 
date: The meeting will be held at 0830 
a.m., Monday. 21 October 1985. 
adoress: The meeting will be held at 
Palisades Institute for Research 
Services. Inc., 2011 Crystal Drive, Suite 
307. Arlington. VA 22202. 

FOR FURTHER INFORMATION CONTACT. 
Gerald Weiss. AGED Secretariat. 201 
Varlck Street, New York. 10014. 
SUPPLEMENT ARY INFORMATION: The 
mission of the Advisory Croup is to 
provide the Under Secretary of Defense 
for Research and Engineering, the 
Director, Defense Advanced Research 
Projects Agency and the Military 
Departments with technical advice on 
the conduct of economical and effective 
research and development programs in 
the area of electron devices. 

The Working Group C meeting will be 
limited to review of research and 
development programs which the 
military propose to initiate with 
industry, universities or in their 
laboratories. This opto electronic device 
area includes such programs as imaging 
devices, infrared delectors and lasers. 
The review will include classified 
program details throughout 

In accordance with section 10(d) of 
Pub. L 92-463. as amended. (5 U.S.C. 
App. II section 10(d) (1982)), it has been 
determined that this Advisory' Group 
meeting concerns matters listed in 5 
U.S.C. 552b(c)(l) (1982), and that 
accordingly, this meeting will be closed 
to the public. 

Patricia H. Moons, 

OSD FtHivrai Renter Unison Officer, 
Department of Defense. 

September 26.1963. 

|FR Doc. 85-23461 Filed 10-1-85: 8:45 urn) 

Billing COOC wiooi-n 


DOO Advisory Group on Electron 
Devices; Advisory Committee Meeting 

summary: Working Group D 
(Production) of the DoD Advisory Group 
on Electron Devices (AGED) announces 
a closed session meeting, 
o ate: The meeting will be held at 9:00 
a.m.. Wednesday. 23 October 1985. 
address: The meeting will be held at 
Moffett Field. U.S. Naval Air Station. 
Moffett Field. CA 94035. 

FOR FURTHER INFORMATION CONTACT 
Thomas ! lemon, AGED Secretariat. 201 
Varick Street. New York. 10014. 
SUPPLEMENTARY INFORMATION: TllC 
mission of the Advisory Croup is to 
provide the Under Secretary of Defense 
for Research and Engineering, the 
Director, Defense Advanced Research 


Projects Agency and the Military 
Departments with technical advice on 
the conduct of economical and effective 
research and development programs in 
the area of electron devices. 

The Working Croup D meeting will be 
limited to review of research and 
development programs which the 
military propose to initiate with 
industry, universities or in their 
laboratories. The Working Group D area 
includes all production aspects of 
critical electronic components for tbe 
defense electronic supply base: the 
transition of components from research 
and development into production, e.g.. 
manufacturing technology: policy and 
acquisition steps necessary to insure 
that there is sufficient domestic supply 
base for critical electronic components: 
and steps necessary to insure the 
continuing availability of skilled people 
to support the critical electronic 
component supply base. The review will 
include classified program details 
throughout. 

In accordance with section 10(d) of 
Pub. L 92-463. as amended. (5 U.S C 
App. II 10(d) (1982)), it has been 
determined that this Advisory Group 
meeting concerns matters listed in 5 
U.S.C. 552b(c)(l) (1982), and that 
accordingly, this meeting will be dosed 
to the public. 

Patricia H. Meant, 

OSD Federal Register Liaison Officer, 
Department of Defense . 

September 27.1985. 

|FR Doc. 85-23550 Filed 10-1-85; 845 am| 

BILLING COOC 


Defense Science Board Task Force on 
Multi-National FOFA; Advisory 
Committee Meetings 

summary: The Defense Science Board 
Task Force on Multi-National FOFA will 
meet in closed session on 23-24 October 
1985 in the Pentagon. Arlington, 

Virginia. 

The mission of the Defense Science 
Board is to advise the Secretary of 
Defense and the Under Secretory of 
Defense for Research and Engineering 
on scientific and technical matters as 
they affect the perceived needs of the 
Department of Defense. At this meeting 
the Task Force will review, in detail, 
classified material associated with 
conventional military capabilities in 
NATO with a view towards future U.S- 
and NATO requirements. 

In accordance with section 10(d) of 
the Federal Advisory Committee Act, 
Pub. L 92-463, as amended (5 U.S.C. 
App. II, (1982)). it hat been determined 
that this DSB Panel meeting, concerns 
matters listed in 5 U.S.C. 552b(c)(l) 


(1982). and that accordingly this meeting 
will be dosed to the public. 

linda M. Lawson, 

Alternate OSD Federal Register Liaison 
Officer, Department of Defense 
September 26.1985 

(FR Doc. 85-23462 Filed 10-1-85; 845 am| 

BILLING COOC M10-S1-M 


Department of the Air Force 

USAF Scientific Advisory Board; 
Meeting 

September 28,1985. 

The meeting of the USAF Scientific 
Advisory Board Foreign Technology 
Division (FTD) Advisory Group to 
review and advise on application of 
artifical intelligence techniques to 
technical intelligence analysis and high 
volume data processing, published in the 
Federal Register on August 19.1985 (50 
FR 33395). has been changed to 
December 17 and 18.1985 (previously 
scheduled for October 10 and 11.1985). 
All other information remains the same 
For further information, contact the 
Scientific Advisory Board Secretariat at 
202-697-8845. 

Patty ) Conner, 

Air Force Federal Register Liaison Officer 
(FR Doc. 85-23532 Filed 10-1-85: 645 am] 

BILLING COOC M14-41-M 


Department of the Navy 

Naval Research Advisory Committee; 
Closed Meeting 

Pursuant to the provisions of the 
Federal Advisory Committee Act (5 
U.S.C. app.). notice is hereby given that 
the Naval Research Advisory* 
Committee will meet on October 15 and 
16.1985 at tbe Naval Air Station. 
Maramar. California; the Naval Air 
Station, North Island. San Diego, 
California; and aboard the aircraft 
carrier USS RANGER. The meeting will 
commence at 7:30 a.m. and terminate at 
5.00 p.m. on October 15. and commence 
at 7:00 a.m. and terminate at 5:00 p*m. on 
October 16. All sessions of the meeting 
will be closed to the public. 

The purpose of the meeting is to 
provide update briefings for the 
Committee members on naval aviation. 
The agenda for the meeting will consist 
of briefings on the naval aviation 
mission, the operations of the Navy 
Fighter Weapons School. TACTS, and 
shipboard safety, as well as tours and 
demonmstrations related to aircraft, 
simulators and flight operations. These 
briefings will contain classified 
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information that is specifically 
authorized under criteria established by 
Executive order to be kept secret in the 
interest of national defense and are in 
fact properly classified pursuant to such 
Kxecutie order. The classified and 
^unclassified matters to be discussed 
are so inextricably Intertwined as to 
preclude opening any portion of the 
meeting. Accodingly. the Secretary of 
the Navy has determined in writing that 
the public interest requires that all 
sessions of the meeting be closed to the 
public because they will be concerned 
with matters listed in section 552b(c)(l) 

>f title 5. United States Code. 

For further information concerning 
this meeting contact: Commander T.C. 
Fritz U. S. Navy. Office of Naval 
Research (Code 100N), 800 North Quincy 
Stret, Arlington, VA 22217-5000, 
Telephone number (202) 696-4870. 

Dated: October 1.1985. 

William F. Root, Jr.. 

ha tenant. I ACC, U. S. Naval Reserve 

h i deral Register Liaison Office. 

I FR Doc 85-25704 Tiled 10-1-85:10:45 am) 
t iLLUMI CODE M10-AE-U 


DEPARTMENT OF EDUCATION 

List of Nationally Recognized 
A ccrediting Agencies and 
Associations 

AGENCY; Department of Education. 
action: Notice-List of nationally 
recognized accrediting agencies and 
a.viotiations. 

mm ary: The Secretary of Education 
lists the nationally recognized 
accrediting agencies and associations 
that the Secretary determines to be 
reliable authorities as to the quality of 
r: lining offered by the educational 
institutions or programs they accredit. 
The Secretary publishes this list for the 
J irpose of determining institutional 
eligibility under the Higher Education 
Act and other Federal legislation. The 
list includes the general scope of 
recognition granted to each accrediting 
body. 

TOR FURTHER INFORMATION CONTACT: 

Barbara Binker, Agency Evaluation 
Branch, Division of Eligibility and 
Agency Evaluation. Office of 
BusUecondary Education. 400 Maryland 
Avenue SW.. (Room 3522, ROB-3), U.S. 
Department of Education. Washington. 
DC 20202. 

SUPPLEMENTARY INFORMATION: The 

1 Education Act and other 
legislation, including the Veterans' 
Readjustment Assistance Act and the 
ihiblic Health Service Act, require the 


Secretary to publish a list of nationally 
recognized accrediting agencies that the 
Secretary has determined to be reliable 
authorities concerning educational 
quality. The most recent previous list 
was published in the Federal Register on 
January 10,1984. 49 FR 1275-1277. 
Revisions to that list were published in 
the Federal Register on April 30.1984, 49 
FR 18351-10352. 

The Secretary made a number of other 
changes since publication of the 
revisions. Rather than publish a new list 
of revisions, the Secretary feels it 
appropriate, and less confusing to the 
public, to issue a comprehensive list of 
nationally recognized accrediting 
agencies and associations. This list 
supersedes all previously published lists 
and reports of revisions. 

Nationally Recognized Accrediting 
Agencies and Associations 

Regional Institutional Accrediting 
Associations 

New England Association of Schools 
and Colleges 

Commission on Independent Schools 
Commission on Institution of Higher 
Education 

Commission on Public Schools 
Commission on Vocational. Technical. 
Career Institutions 

Regional Institutional Accrediting 
Commissions 

Accrediting Commission for Community 
and Junior Colleges, Western 
Association of Schools and Colleges 
Accrediting Commission for Schools. 
Western Association of Schools and 
Colleges 

Accrediting Commission for Senior 
Colleges and Universities. Western 
Association of Schools and Colleges 
Commission on Colleges. Northwest 
Association of Schools and Colleges 
Commission on Colleges. Southern 
Association of Colleges and Schools 
Commission on Higher Education. 
Middle States Association of Colleges 
and Schools 

Commission on Institutions of Higher 
Education. North Central Association 
of Colleges and Schools 
Commission on Occupational Education 
Institutions. Southern Association of 
Colleges and Schools 
Commission on Schools, North Central 
Association of Colleges and Schools 

National Institutional and Specialized 
Accrediting Agencies and Associations 

Allied Health Education 
Accrediting Bureau of Health 
Education Schools (private, 
postsecondary institutions offering 
allied health education) 


[Agencies recognized for accreditation 
of allied health programs are listed 
below the specific fields.) 
Architecture 

National Architectural Accrediting 
Board. Inc. (first professional degree 
programs) 

Art 

National Association of Schools of Art 
and Design. Commission on 
Accreditation and Membership, 
(degree-granting schools, 
departments, and non degree 
granting schools, that are 
predominantly organized to offer 
education in art, design, or art/ 
design related disciplines) 

Bible College Education 

American Association of Bible 
Colleges, Commission on 
Accrediting (Bible colleges and 
institutes offering undergraduate 
programs) 

Blind and Visually Handicapped 
Education 

National Accreditation Council for 
Agencies Serving the Blind and 
Visually Handicapped (specialized 
schools for the blind und visually 
handicapped, including 
noncollegiate organizations 
providing postsecondary vocational 
education programs that prepare the 
blind and visually handicapped for 
employment) 

Blood Bank Technology 

American Medical Association, 
Committee on Allied Health 
Education and Accreditation, in 
cooperation with the Subcommittee 
on Accreditation. American 
Association of Blood Banks 
(programs for the blood bank 
technologist) 

Business 

American Assembly of Collegiate 
Schools of Business. Accreditation 
Council (baccalaureate and 
graduate degree programs in 
business administration and 
management, and baccalaureate 
and master's degree programs in 
accountancy) 

Association of Independent Colleges 
and Schools. Accrediting 
Commission (private, 
postsecondary schools, junior 
colleges and senior colleges which 
ore predominantly organized to 
educate students for business 
careers) 

Chiropractic 

Council on Chiropratic Education. 
Commission on Accreditation 
(programs leading to the D.C. 
degree) 

Clinical Pastoral Education 

Association for Clinical Pastoral 
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Education. Inc.. Accreditation 
Committee (basic, advanced, and 
superv isory clinical pastoral 
educational programs) 

Continuing Education 

Council for Noncollegiute Continuing 
Education. Accrediting Commission 
(noncollegiute continuing education 
institutions and programs) 
Cosmetology 

National Accrediting Commission of 
Cosmetology Arts and Sciences 
(postsecondary schools and 
departments of cosmetology arts 
and sciences) 

Cytotechnology 

American Medical Association. 
Committee on Allied Health 
Education and Accreditation, in 
cooperation with the 
Cytotechnology Programs Review 
Committee. American Society of 
Cytology (programs for the 
cytotechnologist] 

Dance 

National Association of Schools of 
Dance. Commission on 
Accreditation (institutions and units 
within institutions offering degree- 
granting and/or non-degree granting 
programs in dance and dance- 
related disciplines) 

Dental and Dental Auxiliary Education 

American Dental Association. 
Commission on Dental 
Accreditation (progams leading to 
the DDS or DMD degree, advanced 
general dentistry and dental 
specialty programs, general practice 
residency programs, and programs 
in dental hygiene, dental assisting 
and dental laboratory technology) 
Diagnostic Medical Sonography 

American Medical Association. 
Committee on Allied Health 
Education and Accreditation, in 
cooperation with the |oint Review 
Committee on Education in 
Diagnostic Medical Sonography, 
which is sponsored by the 
American College of Radiology. 
American Institute of Ultrasound in 
Medicine. American Society of 
Echocardiography. American 
Society of Radiologic Technologist, 
Society of Diagnostic Medical 
Sonographers. and the Society of 
Nuclear Medicine (programs for the 
diagnostic medical sonographer) 
Dietetics 

American Dietetic Association. 
Commission on Accreditation 
(coordinated undergraduate 
programs in dietetics, and post¬ 
baccalaureate dietetic internship 
programs) 

Electroenccphaiographic Technology. 

American Medical Association. 
Committee on Allied Health 


Education and Accreditation, in 
cooperation with the Joint Review 
Committee on Education in 
El ec troence pha logra ph ic 
Technology, which is sponsored by 
the American 

F.lectroencephalographic Society, 
American Medical 
Electroenccphaiographic 
Association, and the American 
Society of Eleclroencephalographic 
Technologists (programs for the 
electroenccphaiographic 
technologist) 

Emergency Medical Services 
American Medication Association. 
Committee on Allied Health 
Education and Accreditation, in 
cooperation with the Joint Review 
Committee on Educational 
Programs for the EMT-Paramedlc. 
which Is sponsored by the 
American College of Physicians. 
American College of Surgeons, 
American Society of 
Anesthesiologists, National 
Association of Emergency Medical 
Technicians, and the National 
Registry of Emergency Medical 
Technicians (programs for the 
emergency medical technician- 
paramedic) 

Engineering 

Accreditation Board for Engineering 
and Technology. Inc. (first 
professional degree programs in 
engineering, and associate and 
baccalaureate degree programs in 
engineering technology) 

Forestry 

Society of American Foresters 
(programs leading to a bachelor's or 
higher first professional degree) 
Funeral Service Education 
American Board of Funeral Service 
Education. Committee on 
Accreditation (independent schools 
and collegiate departments) 

Health Services Administration 
Accrediting Commission on Education 
for Health Services Administration 
(graduate programs in health 
services administration) 

Histologic Technology 
American Medical Association. 
Committee on Allied Health 
Education and Accreditation, in 
cooperation with the National 
Accrediting Agency for Clinical 
Laboratary Sciences, which is 
sponsored by the American Society 
for Medical Technology and the 
American Society of Clinical 
Pathologists (programs foe the 
histologic technician) 

Home Study Education 
National Home Study Council. 
Accrediting Commission (home 
study schools, including those 


granting associate, baccalaureate, 
and master s degrees) 

Interior Design 

Foundation for Interior Design 
Education Research. Committee on 
Accreditation (graduate, 
baccalaureate, certificate-granting 
professional, two-year pre¬ 
professional. and two-year para- 
professional programs in interior 
design) 

Journalism and Mass Communications 
Accrediting Council on Education in 
Jcnimnlism and Mass 
Communications (professional 
baccalaureate and master’s degree 
programs and units within 
institutions) 

Landscape Architecture 
American Society of Landscape 
Architects, landscape Architectural 
Accreditation Board (undergraduate! 
and graduate degree programs) 

Law 

American Bar Association. Council of 
the Section of Legal Education and 
Admissions to the Bar (professional 
schools) 

Librarianship 

American Library Association. 
Committee on Accreditation 
(graduate programs leading to the 
first professional degree) 

Marriage and Family Therapy 
American Association for Marriage 
and Family Therapy. Commission 
on Accreditation for Marriage and 
Family Therapy Education 
(graduate degree programs and 
clinical training programs) 

Medical Assistant Education 
Accrediting Bureau of Health 
Education Schools (private medical 
assistant educational institutions 
and programs) 

American Medical Association. 
Committee on Allied Health 
Education and Accreditation, in 
cooperation with the Curriculum 
Review Board. American 
Association of Medical Assistant 
Endowment (one- and two-year 
medical assistant programs) 
American Medical Association, 
Committee on Allied Health 
Education and Accreditation, in 
cooperation with Joint Review 
Committee for the Ophthalmic 
Medical Assistant, which is 
sponsored by the American 
Association of Certified Allied 
Health Personnel in Ophthalmology 
and the Joint Commission on Allied 
Health Personnel in Ophthalmology 
(programs of six months or longer 
for the ophthalmic medical 
assistant) 
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Medical Laboratory Technician 
Education 

Accrediting Bureau of Health 
Education Schools (schools and 
programs for the medical laboratory 
technician) 

American Medical Association. 
Committee on Allied Health 
Education and Accreditation, in 
cooperation with the National 
Accrediting Agency for Clinical 
Laboratory Sciences, which is 
sponsored by the American Society 
for Medical Technology and the 
American Society of Clinical 
Pathologists (associate degree and 
certificate programs for the medical 
laboratory technician) 

Medical Record Education 

American Medical Association. 
Committee on Allied Health 
Education and Accreditation, in 
cooperation with the Council on 
Education, American Medical 
Record Association (programs for 
the medical record administrator 
and medical record technician) 
Medical Technology 

American Association. Committee on 
Allied Health Education and 
Accreditation, in cooperation with 
the National Accrediting Agency for 
Clinical Laboratory Sciences, which 
is sponsored by the American 
Society for Medical Technology and 
the American Society of Clinical 
Pathologists (professional 
programs) 

Medicine 

Liaison Committee on Medical 
Education of the Council on Medical 
Education. American Medical 
Association, and the Executive 
Council. Association of American 
Medical Colleges (programs leading 
to the M.D. degree) 

Microbiology 

American Academy of Microbiology. 
Committee on Postdoctoral 
Educational Programs (postdoctoral 
programs in medical and public 
health laboratory microbiology) 
Music 

National Association of Schools of 
Music. Commission on Graduate 
Studies. Commission on Non- 
Degree-Granting Institutions, 
Commission on Undergraduate 
Studies, Community/funior College 
Commission (institutions and units 
within institutions offering degree¬ 
granting programs in music and 
music-related disciplines, including 
community/junior colleges and 
independent degree-granting 
institutions) 

Nuclear Medicine Technology 

American Medical Association. 
Committee on Allied Health 


Education and Accreditation, in 
cooperation with the Joint Review 
Committee on Educational 
Programs in Nuclear Medicine 
Technology which is sponsored by 
the American College of Radiology. 
American Society for Medical 
Technology, American Society of 
Clinical Pathologists. American 
Society of Radiologic Technologists 
and the Society of Nuclear Medicine 
(programs for the nuclear medicine 
technologist) 

Nursing 

American Association of Nurse 
Anesthetists, Council on 
Accreditation of Nurse Anesthesia 
Educational Prograins/Schools 
(professional schools/programs of 
nurse anesthesia] 

American College of Nurse-Midwives. 
Division of Accreditation (basic 
certificate and basic master's 
degree nurse-midwifery educational 
programs) 

National Association of Practical 
Nurse Education and Service. Inc.. 
Accrediting Review Board (practical 
nurse programs) 

National League for Nursing. !nc„ 
Board of Review for Associate 
Degree Programs, Board of Review 
for Baccalaureate and Higher 
Degree Programs. Board of Review 
for Diploma Programs, Board of 
Review for Practical Nursing 
Programs (programs in practical 
nursing, and diploma, associate, 
baccalaureate, and higher degree 
nurse education programs) 
Occupational Therapy 

American Medical Association. 
Committee on Allied Health 
Education and Accreditation, in 
cooperation with the Accreditation 
Committee. American Occupational 
Therapy Association (professional 
programs) 

Occupational. Trade and Technical 
Education 

National Association of Trade and 
Technical Schools, Accrediting 
Commission (private, 
postsecondary degree and non¬ 
degree granting institutions that are 
predominantly organized to educate 
8Indents for trade, occupational, or 
technical careers) 

Opticianry 

Commission on Opticianry 
Accreditation (two-year programs 
for the ophthalmic dispenser and 
one-year programs for the 
ophthalmic laboratory technician) 
Optometry 

American Optometric Association. 
Council on Optometric Education 
(professional degree programs, 
optometric residency programs, and 


optometric technician programs) 
Osteopathic Medicine 

American Osteopathic Association, 
Bureau of Professional Education 
(programs leading to the D O. 
degree) 

Perfusion 

American Medical Association. 
Committee on Allied Health 
Education and Accreditation, in 
cooperation with the Joint Review 
Committee for Perfusion Education, 
which is sponsored by the 
American Association for Thoracic 
Surgery, American Board of 
Cardiovascular Perfusion. American 
Society of Extracorporeal 
Technology, and the American 
Society of Thoracic Surgeons 
(programs for the perfusionist) 
Pharmacy 

American Council on Pharmaceutical 
Education (professional degree 
programs) 

Physical Therapy 

American Physical Therapy 
Association. Commission on 
Accreditation in Education 
(professional programs for the 
physical therapist and programs for 
the physical therapist assistant) 
Physician's Assistant Education 

American Medical Association. 
Committee on Allied Health 
Education and Accreditation, in 
cooperation with the Joint Review 
Committee on Educational 
Programs for Physician’s Assistants, 
which is sponsored by the 
American Academy of Family 
Physicians. American Academy of 
Pediatrics, American Academy of 
Physician Assistants. American 
College of Physicians, American 
College of Surgeons, and the 
Association for Physician Assistant 
Programs (programs for the 
assistant to the primary care 
physician and the surgeon's 
assistant] 

Podiatry 

American Podiatric Medical 
Association. Council on Podiatric 
Medical Education (colleges of 
podiatric medicine, including first 
professional degree and graduate 
degree programs) 

Psychology 

American Psychological Association, 
Committee on Accreditation 
(doctoral programs in clinicat, 
counseling, school, and combined 
professional-scientific psychology, 
and predoctoral internship 
programs in professional 
psychology) 

Public Health 

Council on Education for Public 
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Health (graduate schools of public 
health, and graduate programs 
offered outside schools of public 
health in community health 
education and in community health/ 
preventive medicine) 

Rabbinical and Talmudic Education 
Association of Advanced Rabbinical 
and Talmudic Schools. 

Accreditation Commission 
(advanced rabbinical and Talmudic 
schools) 

Radiologic Technology 
American Medical Association, 
Committee on Allied Health 
Education and Accreditation, in 
cooperation with the Joint Review 
Committee on Education in 
Radiologic Technology, which is 
sponsored by the American College 
of Radiology and the American 
Society of Radiologic Technologists 
(programs for the radiographer and 
radiation therapy technologist) 
Respiratory Therapy 
American Medical Association. 
Committee on Allied Health 
Education and Accreditation, in 
cooperation with the Joint Review 
Committee for Respiratory Therapy 
Education, which is sponsored by 
the American Association for 
Respiratory Therapy. American 
College of Chest Physicians, 
American Society of 
Anesthesiologists, and the 
American Thoracic Society 
(programs for the respiratory 
therapist and respiratory therapy 
technician) 

Social Work 

Council on Social Work Education, 
Commission on Accreditation 
(master’s and baccalaureate degree 
programs) 

Speech'Language Pathology and 
Audiology 

American Speech-Language-Hearing 
Association. Council on 
Professional Standards in Speech- 
Language Pathology and Audiology 
(master’s degree programs) 

Surgical Technology 
American Medical Association. 
Committee on Allied Health 
Education and Accreditation, in 
cooperation with the Joint Review 
Committee on Education for the 
Surgical Technologist, which is 
sponsored by the American College 
of Surgeons. American Hospital 
Association and the Association of 
Surgical Technologists (programs 
for the surgical technologist) 
Teacher Education 
National Council for Accreditation of 
Teacher Education (baccalaureate 
and graduate degree programs for 
the preparation of teachers and 


other professional personnel for 
elementary and secondary schools) 
Theater 

National Association of Schools of 
Theatre, Commission on 
Accreditation (institutions and units 
within institutions offering degree¬ 
granting and/or non-degreegranting 
programs in theater and theater- 
related disciplines) 

Theology 

Association of Theological Schools in 
the United States and Canada, 
Commission on Accrediting (free¬ 
standing schools, as well as schools 
afRliated with larger institutions, 
offering graduate professional 
education for ministry and graduate 
study of theology) 

Veterinary Medicine 
American Veterinary Medical 
Association. Committee on Animal 
Technician Activities and Training 
(two-year programs for animal 
technicians) 

American Veterinary Medical 
Association. Council on Education 
(colleges of veterinary medicine 
offering programs leading to a 
professional degree) 

Other 

New York State Board of Regents 
(registration [accreditation] of 
collegiate degree-granting programs 
or curricular offered by institutions 
of higher education) 

Accrediting Agoncies and Associations 
Recognized for Their Preaccreditation 
Categories 

Regional Institutional Accreditation 
Associations 

Accredting Commission for Community 
and Junior Colleges, Western 
Association of Schools and Colleges 
(Candidate for Accreditation) 
Accrediting Commission for Schools. 
Western Association of Schools and 
Colleges (Candidate for 
Accreditation) 

Accrediting Commission for Senior 
Colleges and Universities. Western 
Association of Schools and Colleges 
(Candidate for Accreditation) 
Commission on Colleges, Northwest 
Association of Schools and Colleges 
(Candidate for Accreditation) 
Commission on Colleges, Southern 
Association of Colleges and Schools 
(Candidate for Accreditation) 
Commission on Higher Education, 
Middle States Association of Colleges 
and Schools (Candidate for 
Accreditation) 

Commission on Institutions of Higher 
Education. Norh Central Assooiation 
of Colleges and Schools (Candidate 
for Accreditation) 


Commission on Occupational Education 
Institutions. Southern Association of 
Colleges and Schools (Candidate for 
Accreditation) 

Commisson on Schools, North Central 
Association of Colleges and Schools 
(Candidate for Accreditation) 

National Institutional and Specialized 
Accrediting Agencies and Assocaitions 

Accreditation Board for Engineering and 
Technology, Inc., Engineering 
Technology Committee (Candidate for 
Accreditation [discontinued after 
1983]) 

American Association of Bible Colleges. 
Commission on Accrediting 
(Candidate for Accreditation) 
American Association of Nurse 
Anesthetists. Council on 
Accreditation of Nurse Anethesia 
Educational Programs/Schools 
(Preaccreditation) 

American Council on Pharmaceutical 
Education (Candidate) 

American Dental Association, 
Commission on Dental Accreditation 
(Accreditation Eligible) 

American Optometric Association, 
Council on Optrometric Education 
(Reasonable Assurance. Preliminary 
Approval [for professional degree 
programs)) 

American Osteopathic Association 
(Preaccreditation Status. Provisional 
Accreditation) 

American Physical Therapy 
Association. Commission on 
Accreditation in Education 
(Candidate for Accreditation) 
American Podiatrlc Medical 
Association. Council on Podiatric 
Medical Education (Reasonable 
Assurance) 

American Vetemiacy Medical 
Association. Council on Education 
(Reasonable Assurance of 
Accreditation) 

Association for Clinical Pastoral 
Education. Inc., Accreditation 
Committee (Candidacy for Accredited 
Membership) 

Association of Advanced Rabbinical 
and Talmudic Schools, Accreditation 
CommiBion (Correspondent, 
Candidate) 

Association of Independent Colleges 
and Schools, Accrediting Commission 
(Recognized Candidate for Junior 
College Accreditation. Recognized 
Candidate for Senior College 
Accreditation (for institutions alreach 
holding accredited Status)) 
Association of Theological Schools in 
the United States and Canada. 
Commission on Accrediting 
(Candidate for Accredited 
Membership) 
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Council For Noncollegiate Continuing 
Education. Accrediting Commission 
(Preaccreditation Status) 

Council on Chiropractic Education. 
Commission on Accreditation 
(Recognized Candidate for 
Accreditation) 

Council on Education for Public Health 
(Preaccreditation) 

Council on Social Work Education 
(Candidacy) 

Liaison Committee on Medial Education 
(Reasonable Assurance. Provisional 
Accreditation). 

Dated: September 27.1965. 

William Bennett. 

>V< ret ary of Education. 

|FR Doc. 86-235*7 Filed 10-1-HS; &45 am) 
BILLING COOC *000~01-« 


Office of Postsecondary Education 

Public Service Education Fellowships 
Program; Application Notice for Fiscal 
Year 1986 

This notice invites applications from 
institutions of higher education for 
grants to make fellowship awards under 
the Public Service Education 
Fellowships Program. 

Authority for this program is 
contained in Part B of Title IX of the 
Higher Education Act of 1985. as 
amended. 

(20 IJ.S.C. 1134d-1134g) 

The Public Service Education 
Fellowships Program provides grants to 
institutions of higher education to 
support fellowships for graduate and 
professional study to students who 
demonstrate a Financial need and who 
plan to pursue a career in public service 
at all levels of government and in 
nonprofit community service 
organizations. Public Service Education 
Fellowships are intended to provide 
opportunities for qualified students, 
particularly minorities and women who 
traditionally have been 
underrepresented and underserved in 
these areas. 

Closing Dote for Transmittal of 
Applications. An application for a grant 
must be postmarked or band-delivered 
h> December 2a 1985. 

Applications Delivered by Mail: An 
application sent by mail must be 
addressed to the U.S. Department of 
Education. Application Control Center. 
Attention: 84 G94C, 400 Maryland 
Avenue SW.. Washington. D.C. 20202. 

An application must show proof of 
failing consisting of one of the 
following: 

(1) A legibly dated U.S. Postal Service 

postmark. 
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(2) A legible mail receipt with the date 
of mailing stamped by the U.S. Postal 
Service. 

(3) A dated shipping label, invoice, or 
receipt from a commercial carrier. 

(4) Any other proof of mailing 
acceptable to the Secretary of 
Education. 

If an application is sent through the 
U.S. Postal Service, the Secretary does 
not accept either of the following as 
proof of mailing: (1) A private metered 
postmark, or (2) a moil receipt that is not 
dated by the U.S. Postal Service. 

An applicant should note that the U.S, 
Postal Service does not uniformly 
provide a dated postmark. Before relying 
on this method, an applicant should 
check with its local post office. 

An applicant is encouraged to use 
registered or at least first-class mail. 
Each late applicant will be notified that 
its application will not be considered. 

Applications Delivered by Hand: An 
application that is hand-delivered must 
be taken to the U.S. Department of 
Education. Application Control Center. 
Room 3633, Regional Office Building 3, 
7th and D Streets, SW„ Washington. 

DC. 

The Application Control Center will 
accept a hand-delivered application 
between 8:00 a.m. and 4:30 p.m. 
(Washington. D.C time), daily except 
Saturdays. Sundays, and Federal 
holidays. 

An application that is hand-delivered 
will not be accepted after 4:30 p.m. on 
the closing date. 

A variable Funds: The 
Administration's budget request for 
fiscal year 1986 does not include funds 
for the Public Service Education 
Fellowships Program. However, 
applications are invited to allow for 
sufficient time to evaluate them and to 
complete the grants process prior to the 
end of the fiscal year, should the 
Congress appropriate funds for this 
program. If funds are appropriated, the 
Congress will be asked again to enact 
legislation overriding the $75,000 
minimum grant that can be made to an 
institution under section 922(b)(2) of the 
Higher Education Act. 

The Secretary will give first priority to 
providing continuation support for 
qualified students who were awarded 
fellowships in a previous year and who 
are maintaining satisfactory progress as 
determined by the institution. See 34 
CFR 649.11 (a) and (2). 

Program Information: Each institution 
applying for new fellowships will be 
ranked according to the selection 
crite ria set out in the regulations in 34 
CFR 649.13 governing the Public Service 
Education Fellowships Program. 


Generally, the Secretary makes only 
one year grant awards to institutions 
allocated new fellowships. These 
awards would in turn cover up to twelve 
months of study by the fellowship 
recipients. However, the Secretary may 
provide grants for more than one year to 
institutions allocated new fellowships, if 
there ure unique conditions or 
considerations that warrant a deviation 
from restricting funds to new 
fellowships for one year. 

These estimates do not bind the U.S. 
Department of Education to a specific 
number of grants, or to the amount of 
any grant, unless that number or amount 
is otherwise specified by statute or 
regulations. The regulations for this 
program are contained in 34 CFR Purl 
649. 

Application Forms: Application forms 
and program information packages are 
expected to be ready for mailing by 
October 4.1985, and may be obtained by 
writing to the Division of Higher 
Education Incentive Programs (Public 
Service Education Fellowships 
Program), U.S. Department of Education. 
(Room 3022. ROB-3), 400 Maryland 
Avenue SW.. Washington. D.C. 20202. 
Telephone: (202) 245-3253. (OMB 1840- 
0509) 

Applications must be prepared and 
submitted in accordance with the 
regulations, funding criteria, 
instructions, and forms included in the 
program information package. The 
program information package is only 
intended to aid applicants applying for a 
grant under this competition. Nothing in 
the program information package is 
intended to impose any paperwork, 
application content reporting or grantee 
performance requirement beyond those 
specifically imposed under the statute 
and regulations governing the 
competition. 

The Secretary strongly urges that the 
narrative portion of the grant 
application be double-spaced and not 
exceed 40 pages in length. 

Applicable Regulations . The 
regulations applicable to this program 
include the following: 

(1) The regulations governing the 
Public Service Education Fellowships 
Program in 34 CFR Part 649. 

(2) The Education Department 
General Administrative Regulations 
(EDGAR) in 34 CFR Parts 74. 75. 77. and 
78. 

Further Information: For further 
information contact Charles H. Miller, 
on (202) 245-3253 or Barbara J. Harvey, 
on (202) 245-2511, of the Division of 
Higher Education Incentive Programs 
(Public Service Education Fellowships 
Program). U.S. Department of Education. 
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(Room 3022, ROB-3). 400 Maryland 
Avenue SW.. Washington. D.C. 20202. 

(20 U.S.C. 11344-1134g) 

(Catalog of Federal Domestic Assistance No. 
ftf OGMC, Public Service Education 
Fellowships Program) 

Dated: September 27.1985. 

C. Ronald Kimborling, 

Acting Assistant Secretary for Postsecondary 
Education . 

(FR Doc. 85-23536 Filed 10-1-65; 8:45 am) 
BttUMQ COOC 4000-01-M 


DEPARTMENT OF ENERGY 

Strategic Petroleum Reserve Test 
Sale; Briefing and Request for 
Comments 

agency: Department of Energy. 
action: Notice of Briefing. 

summary: The U.S. Department of 
Energy plans to conduct a briefing in 
New Orleans, Louisiana, on October 21, 
1985, concerning the Department’s plans 
for conducting a test sale of 
approximately 1.1 million barrels of 
crude oil from the Strategic Petroleum 
Reserve (SPR) during the period 
November 18.1985, through January 17. 
1988. The briefing will be open to all 
interested persons. 

The Department has developed 
procedures for the sale of SPR crude oil 
in a severe energy supply interruption. 
Those procedures are to be found in the 
SPR “Drawdown” (Distribution) Plan, 
the SPR Sales Rule (10 CFR Part 625. 48 
FR 56538, December 21.1983) and the 
SPR Standard Sales Provisions (49 FR 
2692, January 20,1984). However, due to 
the non-emergency conditions under 
which the test sale will be conducted, 
the Department has planned this 
briefing in order to explain to interested 
participants how these procedures will 
be modified during the test sale. In 
addition, a draft Notice of Sale, 
explaining all of the sales procedures, 
will be mailed to anyone interested in 
attending the briefing or in bidding to 
purchase SPR crude oil in the test sale. 
The Department is seeking public 
comments on the draft Notice of Sale by 
October 25,1985. 

Date, Time. Location: Briefing to be 
held at: 9:00 A.M.. October 21.1985, 
Magnolia Plantation. 818 Wholesalers 
Parkway. Harahan. Louisiana 70123. 

Persons interested in attending the 
pretest sale briefing should notify the 
following individual by October 14. 1985: 
Carl Marceron. U.S. Department of 
Energy. Stategic Petroleum Reserve 
Project Management Office, 

Procurement and Sales Division, PR-651, 


900 Commerce Road East, New Orleans, 
Louisiana 70123. (504) 734-4220. 

Persons interested in bidding on SPR 
crude oil in the test sale should notify 
the above individual of such interest by 
November 18,1985, in order to be 
certain of receiving the final Notice of 
Sale in a timely fashion. 

FOR FURTHER INFORMATION CONTACT: 
Fred A. Hutchinson, U.S. Department of 
Energy. Strategic Petroleum Reserve 
Office, Room 3E-042, FE-422.1000 
Independence Ave.. SW.. Washington, 
DC 20585. (202) 252-4734. 

E. Grant Garrison. U.S. Department of 
Energy , Office of the Assistant 
General Counsel for International 
Trade & Emergency Preparedness, 
Room 6A-167, GC-41,1000 
Independence Ave., SW., Washington, 
DC 20585. (202) 252-2900. 
SUPPLEMENTARY INFORMATION: 

L Background. 

It. Test Sale. 

HI. Pre-Teat Briefing and Public Comments. 

I. Background 

The Strategic Petroleum Reserve 
(SPR) established by Title I, Part B, of 
the Energy Policy and Conservation Act 
(EPCA), Pub. L. 94-183. contains 
approximately 487 million barrels of oil 
In five storage sites located along the 
Gulf of Mexico in Texas and Louisiana. 
In the event of an emergency, the SPR 
could be drawn down at a rate of 2.3 
million barrels a day for 90 days and at 
a lesser rate after that. Under the EPCA. 
drawdown of the SPR can occur only if 
the President determines that such 
action is required b£ a severe energy 
supply interruption or by an obligation 
of the U.S. under the Agreement on an 
International Energy Program. The 
EPCA also requires that the distribution 
of SPR petroleum be conducted in 
compliance with the SPR Distribution 
Plan. 

In the Energy Emergency 
Preparedness Act of 1982 (EEPA). Pub. 

L 97-229. Congress required that a new 
Distribution Plan be transmitted to 
Congress. The new ’’Drawdown” 
(Distribution) Plan, SPR Plan 
Amendment No. 4. was transmitted to 
Congress on December 1* 1982. and took 
effect on that date. The new Plan 
provides that the principal method of 
distributing SPR oil will be price 
competitive sole. In order to implement 
Plan Amendment No. 4. the Department, 
on January 20.1984. adopted the SPR 
sales rule (10 CFR Part 625. 48 FR 56538). 
The purpose of the rule was to facilitate 
the sales process during the drawdown 
of the SPR by providing for the 
establishment of Standard Sales 
Provisions, containing contract terms 
and conditions developed in accordance 


with the rule, which are to be included 
in contracts for the sale of SPR 
petroleum. The Standard Sales 
Provisions were published as an 
Appendix to the sales rule on January 
20. 1984 (49 FR 2692). 

As part of the Energy Policy and 
Conservation Amendments Act of 1985, 
Pub. L. 99-58, enacted July 2,1985, the 
Congress adopted a provision requiring 
that the Department, within 180 days of 
the Act's enactment into law. conduct a 
test sale or exchange of approximately 

I. 1 million barrels of oil from the SPR. 
The provision requires that the test be 
conducted in accordance with existing 
procedures modified as necessary to 
meet test-unique conditions; it also 
directs the Secretary not to sell the oil at 
a price less than the price which he 
determines to be appropriate in the 
circumstances, and in no event at a 
price less than 90 percent of the sales 
price of comparable crude being sold in 
the same area at the same time as the 
SPR oil as determined by the Secretary. 
The provision authorizes the Secretary 
to cancel the test sale if there are 
insufficient offers. A report on the 
results of the test sale is to be sent to 
Congress. 

II. Test Sale 

On or about November 18,1985. the 
SPR Project Management Office (SPR/ 
PMO) will issue a Notice of Sale offering 
for sale 1.1 million barrels of SPR crude 
oil. Offers must be received at the SPR/ 
PMO by 1:00 p.m. November 25.1985. in 
order to be considered. 

Persons interested in bidding to 
purchase SPR oil in this test sale shoutd 
notify the following individual in 
advance of November 18.1985 in order 
to receive the final Notice of Sale in a 
timely fashion: Carl Marceron. U.S. 
Department of Energy. Strategic 
Petroleum Reserve Project Management 
Office, Procurement and Sales Division, 
PR-851,900 Commerce Road East. New 
Orleans, Louisiana 7012 (504) 734-4220 
or 734-4215. 

It is important to note that the final 
Notice of Sale will be sent only to 
persons so notifying the SPR/PMO; 
unlike the draft Notice of Sale, it will not 
be sent automatically to persons on the 
current SPR sales mailing list. 

Successful purchasers must take 
delivery of the crude oil no later than 
January 17.1980. The Standard Sales 
Provisions, modified as necessary to 
reflect test-unique conditions, will be 
applicable to the test sale. The crude oil 
streams, delivery locations, quantities, 
delivery methods, approximate API 
gravities and sulfur contents are as 
follows: 
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Stream 

Dtftvery loc*bon 

Outnt*y 

DeWory 

Mulhod 

API Grtvfty 

SuOUf 

Bryan Mound Sour 

Philips Terminal No 2. Freeport. 
Texas. 

300,000 

Tanker ..._ 

337 

136 

West Kacktx*ry 

Sun Tecmnal Nedertend. Te*aa. . 

300.000 

Vessel 
(tanker 
or barge) 

377 

.30 

West Hack berry 
Sweet 

Weeks Island Sour. , 

Sun Terminal Nederland, Texas__ 

100,000 

Pipeline _ 

37.7 

.30 

DOE Docks St. James. Louisiana __ 

300.000 

Tanker 

286 

135 

Bayou Choctaw 
Sweet 

LOCAP Terminal Si James. Louisi¬ 
ana. 

100.000 

PtpGhno . 

364 

43 


More detailed quality specifications 
on the crude oil stored in the SPR are 
incorporated as an exhibit to the 
Standard Sales Provisions (49 FR 2721- 
2728). The final Notice of Sale issued on 
November 18,1965, will contain 
detailed, exact quality specifications on 
the crude oil actually to be delivered. 

The final Notice of Sale also will 
contain a number of modifications to the 
Standard Soles Provisions which will be 
applicable only for the purposes of the 
test sale. Various changes currently are 
under consideration. Although the 
Standard Sales Provisions require a 5% 
offer bond, it is proposed that no offer 
bond be required for the test sale. It also 
is proposed that the Government refrain 
from assessing liquidated damages for 
non-performance in the test sale, even 
though it would assess such damages in 
a drawdown occurring during a real 
emergency; however, any defaulting test 
sale purchaser would be subject to other 
remedies under tjie contract. The 
Government proposes to reimburse 
purchasers for demurrage in the event 
that a purchaser's vessel is not loaded 
within the time specified in the contract, 
despite the fact that there presently is 
no comparable clause in the Standard 
Soles Provisions. The method of 
adjusting for quality differentials would 
be changed to adjust for gravity only, 
not for sulfur variances. Test sale 
purchasers would be required to report 
to the Department on their experiences 
with its sales and drawdown 
procedures. A number of technical 
changes reflecting test-unique 
conditions and the Department's latest 
procedures for drawing down the SPR 
also are proposed for inclusion in the 
final Notice of Sale. 

HI. Pre-Test Briefing and Public 
Comments 

In order to acquaint interested 
purchasers with SPR sales procedures 
<i3 modified for the test sale, the 
apartment will make available'a draft 
Notice of Sale and will hold a pre-test 
conference on October 21 at 9:00 a.m. in 
the Magnolia Plantation. 818 
Wholesalers Parkway. Harahan, 


Louisiana 70123. Any person interested 
in attending the briefing should notify 
Carl Marceron at the SPR/PMO by 
October 14. 

A copy of the draft Notice of Sale will 
be sent to all persons on the current SPR 
sales mailing list as well as to all other 
persons attending the briefing or 
expressing interest in purchasing oil 
during the test sale. Public comments on 
the draft Notice of Sale are requested by 
October 25,1985, in order that they may 
be considered in preparing the final 
Notice of Sale. Provision will be made 
for receiving comments, both written 
and oral, at the pre-test briefing. Written 
comments should be submitted to Carl 
Marceron at the SPR/PMO and be 
identified on the outside of the envelope 
and on the documents with the 
designation, "SPR Test Sale Comments." 

Any information or data considered 
by the person furnishing it to be 
confidential or proprietary must be so 
identified and submitted in writing, in 
one copy only, in accordance with 
procedures set forth in 10 CFR 205.9(f). 
Any material not accompanied by a 
statement of confidentiality will be 
considered to be non-confldential. The 
Department of Energy reserves the right 
to determine the confidential status of 
the information or data and to treat it 
according to its determination. 

Issued in Washington. DC, September 27, 
1965. 

Berton J. Roth, 

Director. Procurement and Assistance 
Management Directorate . 

(FR Doc. 65-23599 Filed 10-1-85; 6:45 am) 
BILLING coot S45O01-M 


Procurement and Assistance 
Management Directorate; Grant Award 

agency: Department of Energy (DOE). 
action: Notice of restricted eligibility 
for grant award. 

summary: DOE announces that 
pursuant to CFR 600.7(b), it intends to 
award on a restricted eligibility basis a 
grant to the National Academy of 
Sciences (NAS) to support the 


International Atomic Energy Agency 
Fellowship Program. The DOE support 
under this grant will be $1,100,000 over a 
twelve month period. 

Procurement Request No.: 01- 
85IE10484.000. 

Project Scope: The National Academy 
of Sciences, will provide technical 
advice and adminstrative assistance 
and will be responsible for the day-to- 
day implementation of U.S. 
commitments to the Internationa) 

Atomic Energy Agency (IAEA) to 
provide scientists from developing 
countries with opportunities for training 
and study in the United States in the 
Held of nuclear science and its 
application for peaceful uses. These 
scientists are selected by the IAEA. The 
IAEA fellowship program was initiated 
in April 1958. 

The National Academy of Sciences 
was selected by the U.S. Agency for 
Internationa] Development to implement 
and administer the fellowship program. 
With its experience and close ties to the 
academic community, the DOE has 
determined that award to NAS on a 
restricted eligibility basis is appropriate. 
FOR FURTHER INFORMATION CONTACT: 
James P. Beiriger, MA-452.1, U.S. 
Department of Energy, Office of 
Procurement Operations. 1000 
Independence Avenue SW„ 

Washington. D.C. 20585. (202) 252-1024. 

Issued in Washington. D C., on September 
27.1985. 

Ben Goldman, 

Director. Contracts Operations , Division '*.4 ", 
Office of Procurement Operations . 

(FR Doc. 05-23568 Filed 10-1-85; 8:45 am| 

BILLING COOt S4KH>1-U 


Federal Energy Regulatory 
Commission 

[Docket Not. CPB 5-850-000, et al) 

Natural Gas Certificate Filings; El Paso 
Natural Gas Company, et at. 

September 28,1985. 

1. EJ Paso Natural Gas Company 

(Docket No. CP85-05O-OOO) 

Take notice that on September 3.1985, 
El Paso Natural Gas Company 
(Applicant), P.O. Box 1492, El Paso, 
Texas 79978 filed in Docket No. CP85- 
850-000 an application pursuant to 
section 7(b) of the Natural Gas Act for 
permission and approval to abandon by 
removal certain production area 
facilities in Lea County, New Mexico, all 
as more fully set forth in the application 
which is on file with the Commission 
and open to public inspection. 
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Applicant states that in Docket Nos. 
G-288. G-655. and G-1051 it was 
authorized to construct and operate 
compression and gas processing 
facilities as a part of Applicant's )al No. 
1 plant in Lea County. New Mexico. It is 
stated that the |al No. 1 plant facilities 
were installed as a part of Applicant's 
system expansion projects, but that the 
deliverability of gas supplies from the 
Permian Basin has declined to a level 
where the facilities at the |al No. 1 plant 
are no longer required for the 
processing, compression, and 
transportation of gas to Applicant's 
interstate pipeline system. 

Applicant requests that the 
Commission find that the gas processing 
facilities are non-jurisdictional and that 
abandonment authorization for those 
facilities is not required. Alternatively. 
Applicant requests permission and 
approval to abandon the facilities. 

Specifically. Applicant proposes to 
abandon six compressor units, with a 
combined total of 4.400 horsepower, and 
gasoline, purification, and dehydration 
facilities. It is claimed that Applicant's 
other compression and propcessing 
facilities have sufficient capacity to 
compress or process Applicant's gas. 

Applicant estimates the cost of 
removing these facilities to be $343,000. 

Comment date: October 17.1985. in 
accordance with Standard Paragraph F 
at the end of this notice. 

2. Columbia Gulf Transmission 
Company Transcontinental Gas Pipe 
Line Corporation 

(Docket No CP81-209-001) 

Take notice that on September 9.1985, 
Columbia Gulf Transmission Company 
(Columbia Gulf). P O. Box 683. Houston. 
Texas 77001. and Transcontinental Gas 
Pipe Line Corporation (Transco), p.o. 
Box 1396, Houston. Texas 77251. filed in 
Docket No. CP81-209-001 a petition to 
amend the order issued June 23.1981, in 
Docket No. CP81-209-000 pursuant to 
section 7(c) of the Natural Gas Act so as 
to authorize the revised ownership 
percentages in Project HI A-508. all as 
more fully set forth in the petition to 
amend which is on file with the 
Commission and open to public 
inspection. 

By order issued June 23,1981. 
Columbia Gulf and Transco were 
authorized to construct and operate 3.5 
mites of 12-inch pipeline and 
appurtenant facilities (Project HJ A-508). 
to connect Block A-508 High Island 
area, south addition, offshore Texas, to 
an underwater tap on the 10-inch 
pipeline owned by Columbia Gulf. 
Transco and others in Block A-159. 
Galveston area, south addition, offshore 
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Texas. It is asserted that in order for 
Columbia Gulf to attach reserves which 
its affiliate. Columbia Gas Transmission 
Corporation, has acquired by the right to 
purchase in High Island are a Block A- 
507, offshore Texas. Columbia Gulf 
constructed a lateral pipeline attached 
to a tap valve on Project HI A-508. It is 
further asserted that the proposed 
revised ownership percentages of 59.25 
percent for Columbia Gulf and 40.75 
percent for Transco. reflect a reduction 
in Transco's ownership interest and an 
increase in Columbia Gulfs ownership 
interest corresponding to the effective 
capacity which Columbia Gulf and 
Tronsco now seek to utilize in Project HI 
A-508. Columbia Gulf and Transco 
attest that costs associated with the 
construction, operation and 
maintenance of Project HI A-508 arc 
allocated to the parties in accordance 
with the proposed revised percentage 
ownership interests. 

Comment date: October 17,1985. in 
accordance with the first subparagraph 
of Standard Paragraph F at the end of 
this notice. 

3. Consolidated Gas Transmission 
Corporation 

[Docket No. CP&4-306-001 ] 

Take notice that on September 9.1985. 
Consolidated Gas Transmission 
Corporation (Petitioner). 445 West Main 
Street. Clarksburg. West Virginia 20301. 
filed in Docket No. CP84-300-001 a 
petition to umend the order issued 
October 3.1984. in Docket No. CP84- 
300-000 pursuant to section 7(c) of the 
Natural Gas Act so as to provide for the 
installation of 6.000 horsepower 
compressor units at Petitioner’s Tonkin 
and Finnefrock compressor stations, all 
as more fully set forth in the petition to 
amend which is on file with the 
Commission and open to public 
inspection. 

The October 3.1984. order authorized 
a three-phase facility program designed 
to interconnect the previously 
segregated northern and southern 
portions of Petitioner's transmission 
system. The first phase was completed 
in 1984. The second and third phases of 
the program involve the construction 
and operation in 1985 of a 5.800 
horsepower compressor unit at 
Petitioner's former Tonkin compressor 
station in Westmoreland County. 
Pennsylvania, and. in 1986, of a 6.700 
horsepower compressor unit at 
Petitioner’s existing Finnefrock 
compressor station in Clinton County. 
Pennsylvania, respectively. 

Petitioner requests amendment of the 
order issued October 3.1984, so as to 
permit the installation of a 6.000 


horsepower compressor unit each at 
Tonkin and Finnefrock compressor 
stations. It is indicated that the original 
proposal to install a 5.800 horsepower 
unit at Tonkin compressor station and a 
6,700 horsepower unit at Finnefrock 
compressor station was based on 
engineering estimates of the horsepower 
needed to satisfy Petitioner's system 
requirements. Petitioner states that it 
has determined that, in light of the 
equipment available, installation of 
6,000 horsepower Cooper Industries 
slow-speed integral reciprocating 
compressors at both Tonkin and 
Finnefrock compressor stations would 
best suit system requirements. 

Petitioner states that the estimated 
cost of installing the 6.000 horsepower 
units would be approximately $6,600,000 
at the Tonkin compressor station and 
approximately $7,300,000 at the 
Finnefrock compressor station. 
Petitioner states that the cost of 
installing the 6,000 horsepower unit at 
Tonkin compressor station would not 
vary materially from the estimate 
contained in the original application and 
that the cost of installing the 6.000 
horsepower unit at Finnefrock 
compressor station would be 
approximately $4,763,000 less than the 
unit proposed in the original application 

Comment dote: October 17.1985. in 
accordance with the first subparagraph 
of Standard Paragraph F at the end of 
this notice. 

4. Arkla Energy Resources, a Division of 
Arkla. Inc. 

[Docket No. CP85-852-000) 

Take notice that on September 3, 1985. 
ARKLA ENERGY RESOURCES, a 
division of Arkla, Inc. (Arkla). P.O. Box 
21734. Shreveport Louisiana 71151, f 
in Docket No. CP85-852-000 an 
application pursuant to section 7(c) of 
the Natural Gas Act for a certificate of 
public convenience and necessity 
authorizing the transportation of natural 
gas for direct sale to an industrial 
customer. International Paper Company 
(IPCo), and authorizing transportation of 
natural gas purchased by IPCo from 
others, in Tensas Parish. Louisiana, all 
as more fully set forth in the application 
which is on file with the Commission 
and open to public inspection. 

Arkla proposes to transport and sell 
to IPCo a combined maximum quantity 
of up to 10.000 million Btu’s equivalent 
of natural gas per day plus an excess 
volume of gas of up to 5,000 million Btu s 
equivalent per day. The transportation 
service by Arkla would be accomplished 
by displacement through the pipeline 
facilities of Southern Natural Gas 
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Company (Southern), whereby Southern 
would redeliver the gas at an 
interconnection, to be constructed 
between the facilities of IPCo and 
Southern in Tensas Parish, Louisiana. In 
addition to the proposed direct sale of 
gas to IPCo and the proposed 
transportation thereof to IPCo, Arkla 
anticipates that from time to time it will 
transport for IPCo gas that is purchased 
by IPCo from independent gas producers 
along Arkla's system. These purchases 
by IPCo would be transported by Arkla 
as part of the maximum daily quantity 
of gas as proposed to be transported to 
IPCo. 

Arkla also requests flexible authority 
to add or delete receipt/delivery points 
associated with sources of gas acquired 
by IPCo. The flexible authority 
requested applies only to points related 
to sources of gas supply, not to delivery 
points in the market area. Arkla would 
file a report with regard to the addition 
or deletion of gas sources and any 
additional source would only be 
obtained to constitute the transportation 
quantities herein and not to increase 
those quantities. 

Arkla further requests that any 
Commission order issued contain 
authorization permitting the 
abandonment of the transportation 
service and any incidental facilities that 
would not otherwise continue in service, 
upon termination pf the terms of the 
transportation agreement between Arkla 
and IPCo. The agreement is for a 
primary term of one year and year to 
year thereafter. 

For the transportation service 
rendered by Arkla for gas purchased by 
IPCo from independent producers, Arkla 
will charge IPCo 34.84 cents per million 
Btu's equivalent of gas pursuant to 
Arkla’s Rate Schedule TRG-1 of its 
FF.RC Gas Tariff on flic with the 
Commission. 

Comment dote: October 17,1985. in 
accordance with the first subparagraph 
of Standard Paragraph F at the end of 

this notice. 

5. Boundary Gas, Inc. 

(Docket Nos. CP81-107-025; CP81-108-005) 

Take notice that on |uly 26,1985. 
Boundary Gas, Inc. (Applicant), 110 
1 remont Street. Boston. Massachusetts 
02108, filed in Docket Nos. CP81-107-O25 
and CP81-108-005 its fourth amendment 
[o i»8 pending applications filed in 
Docket Nos. CP81-107-000 and CP81- 
W-005 pursuant to sections 3 and 7 of 
the Natural Gas Act. all as more fully 
Jet forth in the amendment which is on 

’ with the Commission and open for 
public inspection. 


Applicant states that on February 2, 
1984, the Commission authorized the 
importation and resale by Applicant of 
up to 40.000 Mcf of Canadian natural gas 
per day commencing November 1.1984, 
as the Phase 1 Boundary Project (24 
FERC | 61,114). Still pending before the 
Commission in this proceeding is the 
proposed Phase 2 Boundary Project the 
importation and resale by Applicant of 
up to 92,500 Mcf of Canadian natural gas 
per day commencing November 1.198a 
Applicant states that this daily contract 
quantity would be reduced to 53.700 Mcf 
of gas per day on November 1,1994, and 
to 27,334 Mcf of gas per day from 
November 1,1995. until November 1, 
1986, when the contract would 
terminate. It is further stated that this 
fourth amendment reflects that 
Applicant has entered into a new 
precedent agreement with TransCanada 
PipeLines Limited (TransCanada) and 
also has negotiated a pro forma Phase 2 
gas purchase contract and a pro forma 
Phase 2 gas sales agreement. Applicant 
states that the fourth amendment 
supersedes the prior applications, 
except to the extent that the 
Commission approved the Phase 1 
Boundary Project. 

It is asserted that Applicant and 
TransCanada determined to renegotiate 
the terms for the importation of gas in 
the Phase 2 Boundary Project in a 
manner which conforms to the new 
market sensitive pricing policies of both 
the United States and Canada. 

Applicant states that the renegotiated 
terms of the pro forma Phase 2 gas 
purchase contract are as follows: 

1. A two-part (demand/commodity) 
rate structure is established, comprised 
of a seasonal (5-month winter, 7-month 
summer) commodity rate and demand 
charge. 

2. The Phase 2 gas purchase contract 
establishes an initial base price which is 
equal to $3.90 per million Btu for the 
winter period (November through 
March) and $3.30 per million Btu for the 
summer period (April through October). 

3. The initial base price is indexed to 
changes in alternative fuel prices 
occurring after the base period of 
December 22.1984 through January 21. 
1965. The index consists of weighted 
average of prices of natural gas. No. 2 
fuel oil and No. 6 fuel oil in New York 
City. Unless there is a change of more 
than 5 percent in the base price for any 
month, as compared to the initial or 
adjusted base price in effect at the time, 
the base price would not change. 

4. The initial and adjusted base prices 
include both demand and commodity 
components. If the demand charge 
increases due to an increase in 
Canadian pipeline tolls, as approved by 


Canadian regulatory authorities, the 
commodity charge automatically 
decreases so that the effective base 
price is unchanged. (The opposite 
applies if demand charge decreases, in 
which case the commodity charge 
increases). 

5. The Phase 2 gas purchased contract 
provides that TransCanada may reduce 
the daily and annual contract quantities 
if Applicant does not take 60 percent of 
the contract quantity in one contract 
year and does not make up the 
deficiency by taking more than 60 
percent of the contract quantity in the 
succeeding year. The contract reduction 
Is limited to the amount of the 
deficiency which is not made up in the 
succeeding year and would not go into 
effect prior to April 1 in the next 
succeeding year. 

6. Key terms of the revised contract 
are subject to renegotiation annually. If 
renegotiations of price-related terms are 
unsuccessful, provision is made for 
arbitration of those terms. 
Implementation of any changes resulting 
from renegotiation or arbitration is 
subject to all necessary regulatory 
approvals. 

It is stated that Applicant and its 
fifteen stockholders to which it would 
resell the imported Canadian natural gas 
(the Repurchasers) also determined to 
renegotiate the terms of the resale of gas 
in the Phase 2 Boundary Project after the 
new pricing policies were announced by 
the United States and Canada. 

Applicant states that the renegotiated 
terms of the pro forma Phase 2 gas sales 
agreement provide that demand charges 
would be allocated in proportion to each 
Repurchaser’s purchase entitlement, 
while the allocation of commodity 
charges is to be based solely on volumes 
actually taken, and that entitlement 
reductions, if any, would be borne by 
the Repurchaders whose actions 
resulted in the reduction in contract 
quantities. 

Applicant states that it requests that 
the Commissionexempt its sales of 
Canadian gas to the Repurchases from 
the incremental pricing provisions of 
Title 11 of the Natural Gas Policy Act of 
1978 (NGPA) and the regulations 
thereunder. Applicant states that it 
specifically requests that the 
Commission grant an adjustment to the 
incremental pricing regulations as 
authorized by section 502(c) of the 
NGPA. and that the Commission 
consider the adjustment request 
concurrently with consideration of this 
Application. 

It is stated in this Application that 
Applicant requests that the Commission 
authorize it to pass through, charge, and 
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collect from each Repurchaser ail gas 
acquisition costs and other costs 
associated with Applicant's 
performance under the Phase 2 gas 
purchase contract and the Phase 2 gas 
sales agreement. Applicant also 
requests that the Commission authorize 
it to impose on and collect from each 
Repurchaser a surcharge for the Gas 
Research Institute. 

Applicant states that it has been 
authorized by Granite State Gas 
Transmission. Inc. (Granite State) and 
by the Nation Fuel Gas Supply 
Corporation (National Fuel) to request 
that the Commission authorize Granite 
State and National Fuel permission to 
include in the costs to be recovered from 
their customers the pre-certification 
expenses incurred by Granite State and 
National Fuel after October 14.198a to 
the extent that such expenses have not 
been collected in connection with the 
Phase 1 Boundary project 

Comment date: October 17.1985. in 
accordance with the first subparagraph 
of Standard Paragraph F at the end of 
this notice. 

6. Granite State Gas Transmission. Inc. 

(Docket No. CP85-829-000] 

Take notice that on August 27.1985. 
Granite State Gas Transmission. Inc. 
(Granite State). 120 Royal) Street. 

Canton. Massachusetts 02021. filed in 
Docket No. CP85-829-000 an application 
pursuant to section 7(c) of the Natural 
Gas Act for a certificate of public 
convenience and necessity authorizing a 
firm transportation service of natural 
gas for Bay State Gas Company (Bay 
State) and pursuant to section 7(b) of the 
Natural Gas Act for permission and 
approval to abandon partially an 
existing best-efforts transportation 
service for Bay State, all as more fully 
set forth in the application which is on 
Tile with the Commission and open to 
public inspection. 

Granite State states that it is 
authorized to provide an interruptible 
best-effort transportation service for 
Bay State pursuant to a certificate of 
public convenience and necessity issue 
in Docket No. CPB5-34&-000. 21 FERC 
f 61.199. that the transportation service 
utilized by Bay State to store natural gas 
in a facility owned and operated by 
Pcnn-York Energy Corporation (Penn- 
York). and that the transportation 
service is rendered for the account of 
Granite State by Tennessee Gas Pipeline 
Company, a Division of Tenneco Inc. 
(Tennessee), pursuant to an 
authorization also issued in the 
foregoing order of the Commission. 
Granite State further states that the 
existing best-efforts service provides 


transportation for Buy State for up to 
16,818 Mcf of daily injection and 
withdrawal gas in the Penn-York storage 
facility and for seasonal withdrawal 
volumes of 1.850,000 Mcf. Granite State 
states that the storage transportation 
service is rendered for its account under 
Tennessee’s Rate Schedule T-130 In Us 
FERC Gas Tariff. Sixth Revised Volume 
No. Z and under Granite State’s Rate 
Schedule T-2 in Us FERC Gas Tariff. 
Original Volume No. Z 

Granite State further states that 
Tennessee was authorized In Docket No. 
CP84— 441-OOa et aL to convert 15.000 
Mcf of the existing best-efforts 
transportation rendered for Granite 
State's account to a firm storage related 
transportation service and to reduce the 
existing best-efforts transportation 
service under Rate Schedule T-130 
proportionate to the conversion to firm 
service (31 FERC 1 61.308 and 32 FERC 
f 61,228). Granite State requests 
authorization to convert 15,000 Mcf of 
existing best-efforts transportation 
service for Bay State to a firm 
transportation service for storage in the 
Penn-York facility and to reduce the 
best-efforts transportation from 16,818 
Mcf a day for daily injection and 
withdrawals to 1,818 Mcf and to reduce 
the seasonal withdrawal volumes 
available to Buy State from 1,850.000 
Mcf to 199.980 Mcf. Granite State states 
that its proposed change in storage 
transportation service for Bay State is 
equivalent to the change in storage 
transportation that Tennessee has been 
authorized to provide for Granite State’s 
account in Docket No. CP84-441-000. et 
aL 

Granite State states that the firm 
transportation service to be provided for 
its account would be rendered under 
Tennessee's Rate Schedule FSST-NE. 
and Granite State proposes to render the 
firm transportation for Bay State under 
its proposed Rate Schedule T-4. which 
reflects all the essential terms, including 
the rate, of Tennessee's Rate Schedule 
FSST-NE. In this connection. Granite 
State requests waiver of the provisions 
of §5 154.38(d)(3) and 154.83 of the 
Commission's Regulations in order to 
track changes in Rate Schedule FSST- 
NE as they occur. Granite State states 
that in providing the transportation 
service for Bay State under Rate 
Schedule T-4 it would be only a billing 
and accounting conduit for the charges it 
incurs under Tennessee's Rate Schedule 
FSST-NE. 

Comment date: October 17,1985. in 
accordance with Standard Paragraph F 
at the end of this notice. 


7. Lone Star Gas Company, a Division of 
ENSERCH Corporation 

(Docket No. CT85-880~000| 

Take notice that on September 18. 
1985, Lone Star Gas Company, a 
Division of ENSERCH Corporation 
(Lone Star). 301 South Harwood Street. 
Dallas. Texas 75201. filed in Docket No. 
CP65-880-000 a request pursuant to 
i 157.205 of the Regulations under the 
Natural Gas Act (18 CFR 157205) for 
authorization to construct and operate 
sales tap and appurtenant facilities 
under the certificate issued in Docket 
Nos. CP83-59-000, CP83-59-001. and 
CP83-59-002. pursuanUo section 7 of 
the Natural Gas Act all as more fully 
set forth in the request on file with the 
Commission and open to public 
inspection. 

Lone Star proposes to sell 
approximately 100 Mcf of natural gas on 
an annual basis to each of the following 
residential customers: 


Cuatrynar 

locate* 

Una 

- 

Qrayaon County. TX.— - 

E£ 

Larry Eim -- . 

McOam County, OK - 

GO*-’ 

Jan Buchanan - — 

Gtayaon County. TX - 

E?3 

Jv*'•’f *twi - ... 

Bryan County. OK _ 

£5 


Lone Star proposes to sell 
approximately 1.000 Mcf of natural gas 
on an annual basis to the following 
residential customer 


Ctatom 

locason 

Urw 

Harry Doana ,,. - 

Oanfton County, TX - 

Ft© 


Sales to each of these customers 
would be made at a rate as provided by 
state authorities. Lone Star states. 

Comment Date: November 12,1985. in 
accordance with Standard Paragraph C 
at the end of this notice. 

8. Natural Gas Pipeline Company of 
America 

(Docket No. CP85-841-000| 

Take notice that on August 30,1985, 
Natural Gas Pipeline Company of 
America (Applicant). 701 East 22nd 
Street. Lombard. Illinois 60148, filed in 
Docket No. CP85-841-000 an application 
pursuant to section 7(c) of the Natural 
Gas Act for a certificate of public 
convenience and necessity authorizing 
Applicant to transport up to 3 billion Btu 
of natural gas per day. on a firm, long¬ 
term basis from Cameron Parish. 
Louisiana, to Cameron and Vermilion 
Parishes. Lousisana. for the account of 
E.L du Pont de Nemours and Company 
(Du Pont), all as more fully set forth in 
the application which is on file with the 
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Commission and open to public 
inspection. 

Applicant reports that it concluded a 
long-term gas transportation agreement 
with Du Pont on May 13.1965. Under 
this contract states Applicant, It would 
transport dally demand quantities of gas 
for Du Pont that would decrease in 
volume from a maximum of 3 billion Btu 
per day during the first contractual year 
to 600 million Btu per day during the 
Fifth contractual year and to 500 million 
Btu on a year-by-year basis thereafter. 

In addition to these demand quantities 
of gas. Applicant says, it could accept 
additional daily quantities on a fully* 
interruptible basis under the contract. 

Applicant indicates that it would 
receive gas from Du Pont at Applicant’s 
existing interconnection points with 
Stingray Pipeline Company and with U- 
T Offshore System (UTOSJ in Cameron 
Parish, Louisiana, and would in turn 
deliver equivalent volumes (minus fuel 
gas and gas losses) to Du Pont (or its 
designee) atexisting points of 
interconnection located at the UTOS 
terminus in Cameron Parish and at 
Texaco Inc.'s Henry plant in Vermilion 
Parish, Louisiana. 

Applicant proposes to charge Du Pont 
a monthly transportation demand charge 
equal to 73 cents times the then-effective 
demand quantity. For any excess 
volumes received from Du Pont for 
delivery, Applicant states, it would 
tharge Du Pont an overrun charge equal 
to 2.4 cents per million Btu of overrun 
gas. 

Applicant indicates that its proposed 
transportation service in the instant 
docket Is associated with applications 
filed by Sabine Pipe Line Company in 
Docket No. CPa5-655-000 and by Florida 
Cds Transmission Company in Docket 
No. CP85-776-000. 

Comment date: October 17.1985, in 
accordance with Standard Paragraph F 
at the end of this notice. 

9 Texas Eastern Transmission 
Corporation 

(tox ket No. CP85-8SEMXJ0] 

T akc notice that on September 5.1985 
Texas Eastern Transmission 
Corporation (Applicant). P.O, Box 2521 , 
Houston Center. Houston. Texas 
77252. filed in Docket No. CP85-&59-000 
an application pursuant to section 7(b) 
of the Natural Gas Act for permission 
jmii approval to abandon its Staten 
sicind. New York, liquefied natural gas 
facilities (facilities), all as more fully set 
application which is on file 
w,th Commission and open to public 
inspection. 

Applicant states that abandonment of 
me facilities is required by the public 


convenience and necessity because the 
facilities cannot be used in their present 
condition, due to severe damage by a 
fire on February 10.1973. 

It is stated that the facilities were 
certificated In Docket No. CPG6-43 by a 
Commission order issued on April 2. 
1968. and amended on October 30.1967. 
Applicant alleges that it is not desirable 
or practical to repair the facilities under 
present circumstances or to incur the 
taxes and other costs associated with 
their protection and maintenance. 

Applicant further states that the cost 
to remove and salvage the facilities and 
to restore the site is estimated to be 
SI .963,000. 

It is alleged that the amortization of 
the facilities would be completed by 
February 1986. Applicant states that in 
accordance with the settlement reached 
in Docket No. HP78-87. Applicant would 
make an appropriate rate filing to be 
effective on the first day of the month 
following the completion of amortization 
to reflect the effect of the elimination of 
the amortization surcharge and to 
reduce rates for its Rate Schedule SS 
customers. 

Applicant explains that it would 
delete all costs for taxes and operating 
and maintenance expenses attributable 
to the facilities from its Rate Schedule 
SS rates effective on the first day of the 
month following the date the 
Commissions’s order granting the 
abandonment becomes final. 

Comment date: October 17,1985. in 
accordance with Standard Paragraph F 
at the end of this notice. 

10. United Gas Pipe line Company 

(Docket No. 0*65-868-000) 

Take notice that on September 10, 

1965, United Gas Pipe Line Company 
(United), P.O. Box 147a Houston. Texas 
77001, filed in Docket No CP85-868-000 
a request pursuant to $ 157.205 of the 
Regulations under the Natural Gas Act 
(18 CFR 157.205) for authorization to 
transport natural gas for Bishop Pipeline 
Corporation (Bishop) on behalf of 
Ralston Purina Company (Ralston 
Purina) and Haywood Company 
(Haywood) under the certificate issued 
United in Docket No. CP82-430-000 
pursuant to section 7 of the Natural Gas 
Act, all as more fully set forth in the 
request on file with the Commission and 
open to public inspection. 

United states that it would transport a 
maximum daily quantity of gas not to 
exceed 2,000 Mcf. United would receive 
the gas at United's 8-inch Tyler- 
l«ongview pipeline located in Smith 
County, Texas, and United's 20-inch 
pipeline located in Shelby County, 

Texas. Redelivery of the gas would be 


made to Texas Gas Transmission 
Corporation's (Texas Gas) facilities at 
Champlin Petroleum Company's 
Carthage Gasoline Plant in Panola 
County, Texas. 

United further states that Texas Gas, 
Memphis Light Gas and Water Company 
(MLCW) and Brownsville Utilities 
Company would continue the 
transportation service on behalf of 
Ralston Purina and Haywood under the 
terms of separate transportation 
agreements. It is explained that the gas 
would be used for fuel oil displacement 
at the Ralston Purina Memphis Plant 
located in Memphis, Tennessee, and the 
Haywood Company Plant located in 
Brownsville, Tennessee. 

United also states that the rate 
applicable to this transportation service 
would be in accordance with its Rate 
Schedule IT. FERC Gas Tariff. First 
Revised Volume No. 1, which is 
currently 11.02 cents per Mcf and 
includes a component for gas consumed 
In the operation of United’s pipeline 
system. 

United also requests flexible authority 
to add or delete receipt/delivery points 
associated with sources of gas acquired 
by the end-user. The flexible authority 
requested applies only to points related 
to sources of gas supply, not to delivery 
points in the market area. United will 
file a report providing certain 
information with regard to the addition 
or deletion of sources of gas as further 
detailed in the application and any 
additional sources of gas would only be 
obtained to constitute the transportation 
quantities herein and not to increase 
those quantities. 

United explains that the 
transportation agreement was effective 
on June 1.1985. and would remain in full 
force and effect from the date of initial 
deliveries until the earlier of (1) October 
31,1985. or (2) the date specified by the 
Commission in a final rule in Docket No. 
RM85-1-000 or (3) the term set forth in 
the transportation agreement. 

Comment date: November 12.1985. in 
accordance with Standard Paragraph G 
at the end of this notice. 

11. Wiliiston Basin Interstate Pipeline 
Company 

[Docket No. 0*85-879-000) 

Take notice that on September 13, 

1985, Wiliiston Basin Interstate Pipeline 
Company (Wiliiston Basin). 304 East 
Rosser Avenue. Suite 200. Bismarck. 

North Dakota 58501, filed in Docket No. 
CP8S-879-000 an application pursuant to 
section 7(c) of the Natural Gas Act for a 
limited-term certificate of public 
convenience and necessity authorizing 
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Wiliiston liASin to increase the interim 
maximum working storage inventory, 
the interim maximum storage capacity, 
and the interim maximum stabilized 
shut-in wellhead pressure for its Baker 
storage field in Montana, all as more 
fully set forth in the application on file 
with the Commission and open to public 
inspection. 

Wiliiston Basin proposes to increase 

(a) the interim maximum working 
storage inventory for ‘’other storage** 
from 42.000,000 Mcf to 78.000,000 Met 

(b) the interim maximum storage 
capacity from 252.000,000 Mcf to 
287.200.000 Mcf. and (c) the interim 
maximum stabilized shut-in wellhead 
pressur* from 250 psig to 280 psig. 
Wiliiston Basin states that it expects to 
reach the interim maximum authorized 
storage level for gas stored for others in 
October 1085. It is explained that thi9 
gas is produced in association with oil 
production and unless Wiliiston Busin 
continues to store gas for these 
producer suppliers (from which 
Wiliiston Basin is not currently 
purchasing). Wiliiston Basin alleges gas 
processing plants would have to cease 
production, resulting in cash flow 
restrictions on the individual processors 
and producers, a reduction in the 
exploration and development of new oil 
and gas reserves, and a reduction in tax 
revenues from oil production. Wiliiston 
Basin asserts that the proposal is a 
remedy to this problem. Wiliiston Basin 
states that the proposed interim increase 
would not damage the storage field or 
present a safety hazard. Wiliiston Basin 
states that the proposed authorization 
would expire six months after Wiliiston 
Basin’s filing of an application in Docket 
No. Cp82~487-000, et qL (Phase IV) for 
permanent inventory, capacity and 
pressure limits. 

Comment date: October 17.1985, in 
accordance with Standard Paragraph F 
at the end of this notice. 

Standard Paragraphs 

F. Any person desiring to be heard or 
make any protest with reference to said 
filing should on or before the comment 
date filed with the Federal Energy 
Regulatory Commission. 825 North 
Capitol Street NF., Washington. D.C. 
20426, a motion to intervene or a protest 
in accordance with the requirements of 
the Commission’s Rules of Practice and 
Procedure (18 CFR 385.211 and 385.214) 
und the Regulations under the Natural 
Gas Act (18 CFR 157.10). All protests 
filed with the Commission will be 
considered by it in determining the 
appropriate detion to be taken but will 
!iot serve to make the protestants 
parties to the proceeding. Any person 
wishing to become a party to a 


proceeding or to participate as a party in 
any hearing therein must file a motion to 
intervene in accordance with the 
Commission's Rules. 

Take further notice that, pursuant to 
the authority contained in and subject to 
jurisdiction conferred upon the Federal 
Energy Regulatory Commission by 
sections 7 and 15 of the Natural Gas Act 
and the Commission's Rules of Practice 
and Procedure, a hearing will be held 
without further notice before the 
Commission or its designee on this filing 
if no motion to intervene is filed within 
the time required herein, if the 
Commission on its own review of the 
matter finds thdt a grant of the 
certificate is required by the public 
convenience and necessity. If a motion 
for leave to intervene is timely filed, or if 
the Commission on its own motion 
believes that a formal hearing Is 
required, further notice of such hearing 
will be duly given. 

Under the procedure herein provided 
for, unless otherwise advised, it will be 
unnecessary for the applicant to appear 
or be represented at the hearing. 

G. Any person or the Commission’s 
staff may. within 45 days after the 
issuance of the instant notice by the 
Commission, file pursuant to Rule 214 of 
the Commission's Procedural Rules (18 
CFR 385.214) a motion to intervene or 
notice of intervention and pursuant to 
§ 157.205 of the Regulations under the 
Natural Gas Act (18 CFR 157.205) a 
protest to the request. If no protest is 
hied within the time allowed therefor, 
the proposed activity shall be deemed to 
be authorized effective the day after the 
time allowed for filing a protest. If a 
protest is filed and not withdrawn 
within 30 days after the time allowed for 
filing a protest, the instant request shall 
be treated as an application for 
authorization pursuant to section 7 of 
the Natural Gas Act. 

Kennoth F. Plumb, 

Secretory. 

|FR Doc. 85-23495 Filed 10-1-85; 8:45 am) 

eiLUKG coot 


| Docket No. TA86-1-44-000, 0011 

Commercial Pipeline Co., Inc.; PGA 
Filing 

September 28.1985. 

Take notice that on September 20. 
Commercial Pipeline Co., Inc. 
(’’Commercial’’) tendered for filing its 
48th Revised Sheet No. 3A. superseding 
47th Revised Sheet No. 3A reflecting 
Purchased Gas Adjustments and Total 
Rate as shown below. 



Curwn 

trv« 

KM* 

mee* 

Sm 

e.n«9t 

bOmsi- 

fTXKVt 

Tom 

i*1* 

(8«m) 

$16864) 

St 8007) 

$(3883) 

$37584 



(8018) 

13883) 

33663 


The effective date of Commercial’s 
filing is October 23,1985. 

Commercial stales that this filing 
reflects adjustments in its purchased gas 
cost to provide for the tracking of a 
corresponding PGA adjustment by 
Commercial’s sole supplier. Northwest 
Central Pipeline Corporation. The filing 
also reflects surcharge adjustments in 
accordance with Commercial’s PGA. 

Copies of the filings were served on 
Commercial's FERC jurisdictional 
customers, the Kansas Corporation 
Commission and the Missouri Public 
Service Commission. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission. 825 
North Capitol Street, N.F... Washington. 
D.C. 20426. in accordance with Rules 211 
and 214 of the Commission's rutes of 
Practice and Procedure (18 CFR 385.211 
and 385.214). All such motions or 
protests should be Bled on or before 
October 4,1985. Protestants will be 
considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make 
protestants parties to the proceeding. 
Any person wishing to become a party 
must file a motion to intervene. Copies 
of this Bling arc on file with the 
Commission and are available for public 
inspection. 

Kenneth F. Plumb, 

Secretary. 

[FR Doc. 85-23496 Filed 10-1-85; 8:45 am) 

011 UNO coot •717-Ot-M 


(Docket No. GT85-21-001 ] 

Consolidated Gas Transmlsson Corp; 
Proposed Changes in FERC Gas Tariff 

September 28,1985. 

Take notice that Consolidated Gas 
Transmission Corporation 
(Consolidated), on September 18.1985. 
tendered for filing the fo llow ing 
proposed changes in its FERC Gas Tariif 
Original Volume Nos. 2 and 3, to be 
effective October 14.1985: 

Volume No. 2: 

First Revised Sheet No.4 Superceding 
Original Sheet No. 4 
First Revised Sheet No.5 Superceding 
Original Sheet No. 5 
First Revised Sheet No.631 
Superceding Original Sheet No, 631 
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Original Sheet Nos. 6 and 031A 
Volume No. 3: 

First Revised Sheet No. 1 Superceding 
Original Sheet No. 1 

First Revised Sheet Nos. 4 and 5 to 
volume No. 2 contain a part of the Table 
of Contents to Volume No. 2 and arc 
being filed to reflect the addition of Rate 
Schedules X-49 through X-57 to Volume 
No. 2. Original Sheet No. 6 is being filed 
to reflect the reservation of pages 0 
through 10 for future use. Prior to this 
filing this reservation included page 5. 

FirBt Revised Sheet No. 631 is the title 
page to Rate Schedule X-50 which was 
inadvertently oftiitted when the rate 
schedule was filed. Original Sheet No. 
631A is being filed as a result of 
repaginating the pages of Rate Schedule 
X-50 to allow for this title page. 

First Revised Sheet No. 1 to Volume 
No. 3 contains the Table of Contents to 
Volume 3 and is being filed to reflect 
cancellation of Rate Schedules F-3, F—4. 
and F-5. 

This filing is being made to correct the 
curlier filing made on August 26,1985, in 
this docket. The earlier filing contained 
pagination errors. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or a protest with the Federal 
Energy Regulatory' Commission. 825 
North Capitol Street. NE, Washington. 
DC 20426, in accordance with Rules 211 
and 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 385.211. 
385.214). All such motions or protests 
should be filed on or before October 4. 
985. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a motion to 
intervene. Copies of this filing are on file 
with the Commission and arc available 
for public inspection. 

Kenneth F. Plumb. 

SscrvAsy, 

|FR Doc. 85-23497 Filed 10-1-85; B:45amJ 

BtLZJNO COOC 4717-4*41 


I Docket No. TA85-3-4&-000.001 J 

Kentucky West Virginia Gas Co.; 
Proposed Change In Rates 

September 28,1985. 

Take notice that Kentucky West 
Virginia Cas Company (Kentucky West) 
un September 20.1985. tendered for 
filing with the Commission its 
fourteenth Revised Sheet No. 27A to its 
FKRC Gas Tariff, First Revised Volume 
No. 1. to become effective September 1, 
1985. 


Kentucky West requests waiver of the 
Commission's regulations to permit an 
out-of-cycle PGA adjustment and a 
waiver of the 30-day notice requirement, 
in order to reflect a substantial 
reduction in gas purchase cost due to 
Kentucky West's exercise of market-out 
provisions in its contracts with 
independent producers and purchases of 
natural gas from affiliated companies, 
effective September 1.1985. 

Kentucky West states that the PCA 
adjustment only relates to the current 
adjustment and docs not reflect any 
change in the deferred account. The six- 
month filing to reflect changes in the 
deferred account will be subsequently 
filed, to be effective November 1.1985, 
as required by the Commission's 
regulations. 

The current purchase gas adjustment 
is a reduction of 55.82C per dekatherm 
(dth). This reduction results in a total 
net jurisdictional sales rate of 304.70c 
per dth. to be effective September 1, 

1985. 

Kentucky West states that a copy of 
its filing has been served upon its 
purchasers and interested state 
commissions and upon each party on 
the service list of Docket No. RP83-4G. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street. NE, Washington 
DC 20426, in accordance with Sections 
385.211 and 385.214 of the Commission's 
Rules of Practice and Procedure (18 CFR 
385.211 and 385.214). All such motions or 
protests should be filed on or before 
October 4, 1985. Protests will be 
considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make 
protestants parties to the proceeding. 
Any person wishing to become a party 
must file a motion to intervene. Copies 
of this filing are on file with the 
Commission and are available for public 
inspection. 

Kenneth F. Plumb, 

Secretary. 

(FR Doc. 65-23498 Filed 10-1-85; 8:45 ami 

BILLING COOC •7T7-C1-M 


(Docket No. RP85-204-000 1 

Kentucky West Virginia Gas Co.; 
Petition for Waiver of Minimum Bill 
Provisions of Rate Schedule PLS-1 

September 28 1985- 
Take notice that on September 23. 
1985. Kentucky West Virginia Cas 
Company (Kentucky West) filed a 
Petition For The Waiver Of Minimum 
Bill Provisions Of Rate Schedule PLS-1 


as applicable to Equitable Cas Company 
(Equitable). Kentucky West seeks 
Commission approval of a proposed 
Stipulation and Agreement between 
Kentucky West and Equitable settling 
all issues involved with the purchase by 
Equitable of less than minimum contract 
volumes for certain months during 1983 
and 1984. Kentucky West states that the 
proposed settlement is modeled after 
one approved in Docket No. RP83-12- 
000 in which Kentucky West and 
Columbia Cas Transmission 
Corporation settled similar issues. 

As is more fully explained in the 
filing, the proposed agreement provides 
for waiver, as to Equitable, of payment 
of the minimum commodity portions of 
Kentucky West's bill under its currently 
effective Rate Schedule PLS-1. The 
period of waiver is July L 1983 through 
July 31.1984, during which time an 
Interim Monthly Minimum Bill is to be in 
effect. The agreement further provides 
that Equitable will be responsible for 
purchasing certain additional quantities 
of gas during the period of w aiver. 
Equitable shall have the right to 
redelivcry of such quantities during the 
period fanuary 1,1985 through 
December 31.1988. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or a protest with the Federal 
Energy Regulatory Commission. 825 
North Capitol Street, NE. Washington. 
DC 20426, in accordance with Rules 211 
and 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 385.211, 
385.214). All such motions or protests 
should be filed on or before October 4. 
1985. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a motion to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Krnrmlh F. Plumb. 

Secretary . 

[FR Doc. 85-23499 Filed 10-1-85; 8:45 am] 

BJLUNQ COOC 4717-4 Ml 


I Docket No. TA85-S-5-0041 

Midwestern Gas Transmission Co.; 
Withdrawal of Tariff Sheet 

September 28.1985. 

Take notice that on September 20, 
1985, Midwestern Gas Transmission 
Company (Midwestern) withdrew its 
Sixteenth Revised Tariff Sheet No. 5 
filed In this procecdng on September 9, 
1985. 
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On September 9.1985 Midwestern 
filed in the referenced proceeding tariff 
sheets reflecting a concurrent purchased 
gas adjustment filing by its supplier, 
Tennessee Gas Pipeline Company, a 
Division of Tenneco Inc. (Tennessee). 
Sixteenth Revised Tariff Sheet No. 5 to 
Midwestern's FERC Gas Tariff was filed 
to be effective September 9.1985 and 
reflected a weighted average cost of gas 
of $4.7194 per dth. Alternate Sixteenth 
Revised Sheet No. 5 and Second 
Alternate Sixteenth Revised Sheet No. 5 
were also filed by Midwestern to be 
effective on the date of the 
Commission's order accepting either of 
the related alternate proposals in 
Tennessee's filing for recovering its 
deferred account balance. No action to 
date has been taken by the Commission 
with respect to the tariff sheets filed by 
Midwestern on September 9,1985. 

Midwestern has now determined that 
is has available sufficient supplies of 
natural gas to serve its customers from 
suppliers other than Tennessee and at a 
substantially lower cost than those 
supplies which result in a weighted 
average cost of gas of $4.7194 on 
Midwestern's system. Therefore, 
Midwestern hereby withdraws 
Sixteenth Revised Tariff Sheet No. 5 in 
order to accurately reflect in rates to its 
customers the benefits of the lower cost 
supplies. Midwestern is maintaining on 
file Alternate Sixteenth Revised Tariff 
Sheet No. 5 and Second Alternate 
Sixteen Revised Sheet No. 5 to be 
effective in the event the Commission 
approves one of Tennessee’s alternate 
proposals. 

Absent approval of one of 
Tennessee's alternate proposals, 
Midwestern will maintain in effect the 
gas rates reflected on Substitute 
Fourteenth Revised Tariff Sheet No. 5 
and approved by order issued July 26, 
1985. in Docket No. TA85-5-5-002 for 
the period July 1,1985 through December 
31.1985. 

Midwestern states that copies of the 
filing have been mailed to all of its 
jurisdictional customers and affected 
state regulatory commissions. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or a protest with the Federal 
Energy Regulatory Commission. 825 
North Capitol Street, NE.. Washington, 
I)C 20426, in accordance with Rules 211 
and 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 385.211, 
385.214). All such motions or protests 
should be filed on or before October 3, 
1985. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 


become a party must file a motion to 
intervene. Copies of this filing are on file 
with the Commission and are available 
for public inspection. 

Kenneth F. Plumb. 

Secretory. 

|FR Doc. 85-23500 Filed 10-1-85; 8:45 am| 

BILLING COOC §717-0»-N 


(Docket No. TA86-1-43-000 and 0011 

Northwest Central Pipeline Corp.; 
Proposed Changes In FERC Gas Tariff 

September 20,1985. 

Take notice that Northwest Central 
Pipeline Corporation (Northwest 
Central) on September 20,1985, 
tendered for filing Fifth Revised Sheet 
No. 6 and Sixth Revised Sheet Nos. 7 
and 8 to its FERC Gas Tariff. Original 
Volume No. 1. Northwest Central states 
that pursuant to the Purchased Gas 
Adjustment in Article 21 and the 
Incremental Pricing Provisions in Article 
24 of its FERC Gas Tariff, it proposes no 
rate change effective October 23,1985, 
to reflect: 

(1) 5.494 per Mcf decrease In the 
Cumulative Adjustment due to a 
decrease in Northwest central's 
projected gas purchase costs. 

(2) A 5.574 per Mcf increase in the « 
Subcharge Adjustment (to a negative 
11.954 per Mcf from a negative 17.524 
per Mcf) to Amortize the Deferred 
Purchased Gas Cost Subaccount 
balance. 

(3) A .084 per Mcf decrease in the 
Advance Payment Rate Adjustment (to 
a negative 1.484 per Mcf from a negative 
1.404 per Mcf) in compliance with the 
Stipulation and Agreement in Docket 
No. RP82-114-000, et al. 

Northwest Central states that copies 
of its filing were served on all 
jurisdictional customers and interested 
state commissions. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission, 925 
North Capitol Street, NE, Washington. 
DC 20420. in accordance with i 385.211 
and 385.214 of the Commission's Rules 
of Practice and Procedure (18 CFR 
385.211, 385.214). All such motions or 
protests should be filed on or before 
October 4, 1985. Protests will be 
considered by the Commission in 
determining the appropriate action to be 
taken will not serve to make protestants 
parties to the proceedings. Any person 
wishing to become a party must file a 
motion to intervene. Copies of this filing 


are on file with the Commission and are 
available for public inspection. 

Kenneth F. Plumb. 

Secretary. 

|FR Doc. 85-23501 Filed 10-1-85; 8:45 am) 

BILLING COO€ C717-01-M 


(Docket No. RP85-205-0001 

Northwest Pipeline Corp.; Change in 
FERC Gas Tariff 

September 28.1985. 

Take notice that on September 23. 
1985, Northwest Pipeline Corporation 
("Northwest") submitted for filing, to be 
a part of its FERC Cas Tariff, First 
Revised Volume No. 1, the following 
tariff sheets. 

Fifth Revised Sheet No. 1 
Fifth Revised Sheet No. 14 
First Revised Sheet No. 101 
First Revised Sheet No. 105 
First Revised Sheet No. 106 
First Revised Sheet No. 300 
First Revised Sheet No. 301 
First Revised Sheet No. 302 
Second Revised Sheet No. 131 
First Revised Sheet No. 132 
First Revised Sheet No. 214 
First Revised Sheet No. 227 
First Revised Sheet No. 108 
Second Revised Sheet No. 129 
Second Revised Sheet No. 130 

The tendered tariff sheets provide for 
the updating of Northwest's Table of 
Contents and Index of Purchasers, 
elimination of certain Form of Service 
Agreements, and miscellaneous 
administrative changes all as more fully 
explained in the filing Itself. Northwest 
has requested an effective date of 
October 23.1985 for all tendered tariff 
sheets which is 30 days from the date of 
filing. 

A copy of this filing has been mailed 
to all jurisdictional customers and 
interested State commissions. 

Any persons desiring to be heard or 
protest said filing should file a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission. 825 
North Capitol Street. NE, Washington. 
DC 20426, in accordance with Rules 211 
or 214 of the Commission's Rules of 
Practice and Procedure. All such 
motions or protests should be filed on or 
before October 4,1985. Protests will be 
considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make 
protestants parties to the proceeding. 
Any person wishing to become a party 
must file a motion to intervene. Copies 
of this filing are on file with the 
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Commission and are available for public 
inspection. 

Kenneth F. Plumb. 

Secretary. 

|FR Doc, 85-23502 Filed 10-1-85: 8 45 am) 

BILLING CO0C $717-$1-$| 


I Docket Nos. TA85-3-28-002] 

Panhandle Eastern Pipe Line Co.; 
Proposed Changes in FERC Gas Tariff 

September 26.1985. 

Take notice that on September 19. 

1985 Panhandle Eastern Pipe Line 
Company (Panhandle) tendered for filing 
the following revised sheets to its FERC 
Gas Tariff. Original Volume No. 1: 

First Substitute Fifty-Second Revised 
Sheet No. 3-A 

First Substitute Twenty-Ninth Revised 
Sheet No. 3-B 

The proposed effective date of these 
revised tariff sheets is September 1. 

1985. 

These revised tariff sheets are being 
submitted by Panhandle at this time is 
compliance with the Commission's 
August 30.1985 order, and they reflect a 
reduction of 9.66* per dekatherm in the 
applicable commodity and one-part 
rates to be effective September 1,1985. 
The basis for this reduction is the 
removal of $19,579,321 in unrecovered 
purchase gas costs and related carrying 
charges. 

Panhandle states that the filing of 
these revised tariff sheets by Panhandle 
in compliance with the Commission's 
August 30,1985 order in this proceeding 
is without prejudice to Panhandle's 
rights to seek rehearing of the conditions 
contained In the August 30.1985 order. 

Copies of this letter and enclosures 
are being served on all jurisdictional 
customers and applicable state 
regulatory agencies. 

Any person desiring to be heard or to 
protest said filing should File a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission. 825 
North Capitol Street, NE, Washington. 

DC 20426, in accordance with Rules 211 
and 214 of the Commission’s Rules of 
Practice and Procedure (18 CFR 385.211. 
385.214). All such motions or protests 
should be Filed on or before October 4. 
1985. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
! hc proceeding. Any person wishing to 
become a party must file a motion to 
intervene. Copies of this Filing are on File 


with the Commission and are available 
for public inspection. 

Kenneth F. Plumb, 

Secretary. 

(FR Doc. 85-23503 Filed 10-1-85; 8:45 am] 

BILLING COOC $717-01-11 


(Docket No. RP85-203-OOOI 

Panhandle Eastern Pipe Line Co,; 
Petition of Panhandle Eastern Pipe 
Line Co. t for Authority to Use a Direct 
Billing Procedure for Retroactive 
Production-Related costa 

September 28,1985. 

Take notice that on September 23. 
1985, Panhandle Eastern Pipe Line 
Company (Panhandle) filed a Petition 
for Authority to Use a Direct Billing 
Procedure for Retroactive Production- 
Related Costs. Panhandle states that it 
seeks authorization to bill its 
jurisdictional customers directly for 
retroactive production-related costs, 
which have been or will be paid by 
Panhandle on a "retroactive" basis, to 
avoid inequitable cost allocations and 
incorrect market signals that, would 
otherwise result from recovering such 
costs through purchased gas adjustment 
(PGA) Filings. As is more fully explained 
in the Filing. Panhandle proposes to 
allocate such costs based upon each 
customer s share of Panhandle’s total 
sales for the August. 1980-February, 

1985 period in which such costs were 
incurred and to directly bill the resulting 
amounts, including paid and accrued 
interest. Panhandle proposes to bill 
customers in twelve monthly 
installments commencing November, 
1985; or. at the option of each customer 
payment may be made on a lump-sum 
basis. 

Panhandle requests any waiver of the 
Commission regulations and the terms 
of its tariff necessary to effect the 
proposed direct billing procedure. 

Panhandle states that it has served a 
copy of the Petition on its customers and 
interested state commissions. 

Any person desiring to be heard or to 
protest said filing should Tile a motion to 
intervene or a protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE. Washington, 
DC 20426. in accordance with Rules 211 
and 214 of the Commission's Rules of 
Practice and Procedure (18 CFR 385.211. 
and 385.214). All such motions or 
protests should be Filed on or before 
October 4.1985. Protests will be 
considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make 
protestants parties to the proceeding. 
Any person wishing to become a party 


must File a motion to intervene. Copies 
of this filing are on file with the 
Commission and are available for public 
inspection. 

Kenneth F. Plumb. 

Secretary . 

(FR Doc. 85-23504 Filed 10-1-85; 8:45 ami 

. BILLING COOC S7 >7-01-41 


(Docket No. RP05-2O1-OOOJ 

South Georgia Natural Gas Co.; 
Petition 

September 28.1985. 

Take notice that on September 20. 
1985. South Georgia Natural Gas 
Company (South Georgia) Filed a 
petition requesting authorization to 
implement a direct billing procedure for 
retroactive Order No. 94 costs in lieu of 
recovering such costs through its PGA 
mechanism. South Georgia notes that its 
petition is made in light of the August 
14.1985 Filing in Docket No. RP85-184- 
000 of Southern Natural Gas Company 
(Southern), South Georgia's sole 
supplier, requesting for authority to 
direct bill its Order No. 94 costs, to its 
customers. 

Under the proposed procedure, South 
Georgia would direct bill each of its 
customers for its proportionate share of 
the Order No. 94 costs for which South 
Georgia is direct billed by Southern 
based on the ratio of that customer's 
annual purchases from South Ceorgia to 
the total of all purchases from South 
Ceorgia during the same period. 
Customers would be billed for such 
amounts in either a lump sum or twelve 
monthly installments, at their election. 
South Georgia states that the special 
billing procedure is necessary to avoid 
undesirable market distortions and 
inequitable allocation of costs among its 
customers. 

Any person desiring to be heard or to 
protest said filing should File a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street. NE., Washington, 
DC 20426, in accordance with Sections 
385.214 and 385.211 of this chapter. All 
such motions or protests must be Filed 
on or before November 4,1985. Protests 
will be considered by the Commission in 
determining the appropriate action to be 
taken, but will not serve to make 
protestants parties to the proceeding. 
Any person wishing to become a party 
must File a motion to intervene. Copies 
of this Filing are on File with the 
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Commission and are available for public 
inspection. 

Kenneth F. Plumb, 

Secretary. 

|FR Doc 85-23505 Filed 10-1-8& 8:45 am) 

BILUNG COOC €717-01-II 


(Docket No. RP85-202-000] 

Trunkline Gas Co.; Petition of 
Trunkline Gas Co., for Authority To 
Use a Direct Billing Procedure for 
Retroactive Production-Refated Costs 

September 28.1985. 

Take notice that on September 23, 

1985, Trunkline Gas Company 
(Trunkline) Hied a Petition for Authority 
to Use a Direct Billing Procedure for 
Retroactive Production-Related Costs. 
Trunkline states that it seeks 
authorization to bill its jurisdictional 
customers directly for production- 
related costs, which have been or will 
be paid by Trunkline on a "retroactive" 
basis, to avoid inequitable cost 
allocations and incorrect market signals 
that, would otherwise result from 
recovering such costs through purchased 
gas adjustment (PGA) filings. As is more 
fully explained in the filing. Trunkline 
proposes to allocate such costs based 
upon each customer's share of 
Trunkline's total sales for the August. 
1980—February. 1985 period in which 
such costs were incurred and to directly 
bill the resulting amounts, including paid 
and accrued interest. Trunkline 
proposes to bill customers in twelve 
monthly installments commencing 
November, 1985; or. at the option of each 
customer payment may be made on a 
lump-sum basis 

Trunkline requests any waiver of the 
Commission regulations and the terms 
of its tariff necessary to effect the 
proposed direct billing procedure. 

Trunkline states that it has served a 
copy of the Petition on its customers and 
interested state commission. 

Any person desiring to be heard or to 
protest said filing should file a motion to 
intervene or protest with the Federal 
Energy Regulatory Commission, 825 
North Capitol Street, NE.. Washington. 
DC 20426, in accordance with Rules 211 
and 214 of the Commission's Rules of 
Practice and Procedure (18 CTO 385.211, 
365.214). All such motions or protests 
must be filed on or before October 4. 
1985. Protests will be considered by the 
Commission in determining the 
appropriate action to be taken, but will 
not serve to make protestants parties to 
the proceeding. Any person wishing to 
become a party must file a motion to 
intervene. Copies of this filing are on file 


with the Commission and are available 
for public inspection. 

Kenneth F. Plumb, 

Secretary. 

|FR Doc. 85-23506 Filed 10-1-85; 8:45 am) 
BILLING coot 6717-01 -M 


ENVIRONMENTAL PROTECTION 
AGENCY 

(OW-2-FRL-2905-31 

Issuance of Final NPDES General 
Permit for Individual Homes in the La 
Parguera Area of Puerto Rico 

agency: Environmental Protection 
Agency. 

action: Notice of final NPDES genera! 
permit.__ 

Summary: The Regional Administrator. 
Region 2. is today issuing a final 
National Pollutant Discharge 
Elimination System (NPDES) general 
permit for private homes ("Casetas") in 
(he La Parguera area of Puerto Rico. The 
final La Parguera general permit 
establishes effluent limitations, 
standards, prohibitions, and other 
conditions on discharges from these 
facilities. These conditions are based on 
the administrative record. EPA 
regulations and the permit contain a 
procedure which allows the owner or 
operator of a point source discharge to 
apply for an individual permit instead of 
coverage under the general permit. 

Request for Coverage: Owners or 
operators of Casetas located in the 
permit area must moke a written request 
to the Regional Administrator for 
authorization to discharge under the 
general permit. Owners or operators of 
existing Casetas must submit their 
written request within 45 days of 
issuance of this general permit. Those 
owners or operators which have already 
submitted an NPDES permit application 
will be covered under the general permit 
and therefore need not submit a written 
request. Facilities constructed after the 
effective date of the permit will not be 
covered under the general permit. 
Facilities constructed after the effective 
dale of the general permit must apply for 
an individual NPDES permit. All 
requests shall include the name and 
legal address of the owner or operator, 
the name and location of the Caseta and 
a description of sewage disposal method 
proposed to be used. Owners or 
operators of Casetas located in the 
permit area who fail to make a writtren 
request to discharge under the general 
permit or who fail to apply for an 
individual NPDES permit witl be subject 
to enforcement action. 


addresses: The administrative record 
for this permit is available for public 
review at EPA Region & Room 837. at 
the address listed below. Requests for 
coverage and notifications should be 
sent to: Environmental Protection 
Agency, Region 11, Attn: New York and 
Caribbean Construction, Grants Branch, 
Room 837, 26 Federal Plaza. New York. 
New York 10278. 

FOR FURTHER INFORMATION CONTACT: 

Mr. fames C. DeLaura, P.E.. Chief. New 
York A Caribbean Construction Grants 
Branch at the address listed above 
(telephone (212) 264-0959) or the 
Director of the Caribbean Field Office at 
Stop 8Vk, Avenue Fernandez Juncos, San 
Juan. Puerto Rico 00902-0792 (telephone 
(809) 725-7825). Copies of today s 
publication, and the general permit will 
be provided upon request. 

Appendix A—Public Comments 

The following parties responded with 
written comments during the public 
comment period: 

Natural History Society of Puerto Rico. 

United States Department of the 

Interior. Fish and Wildlife Service 

Significant comments presented 
during the public comment period and at 
the public meeting were reviewed by 
EPA and considered in the formulation 
of the final decision regarding the 
general permit. These comments and 
Region U’s responses to the comments 
are presented below: 

Comment: The Natural History 
Society of Puerto Rico commented that 
there is no assurance that the issuance 
of the general permit for the La Parguera 
area will in any way reduce pollution in 
the area. 

Response: 309(A)(5)(a) Administrative 
Order will be issued concurrently with 
the general permit which will contain 
compliance schedules for achieving the 
effluent limitations specified in the 
general permit. The effluent limitations 
in the general permit reflect 
Commonwealth water quality standards 
for that area. The permitted discharges 
will be a significant improvement o\er 
the current untreated discharges 

Comment: The United States 
Departmemt of the Interior. Fish and 
Wildlife Service commented that the 
high nutrient content of the discharges 
cause algae blooms which block light 
penetration necessary for seograss 
photosynthesis and that no discharge 
should be allowed. 

Response: The effluent limitations 
specified in the general permit are 
substantially more stringent than the 
current level of pollutant discharge and 
the discharge of nutrients should he 
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significantly reduced. The permitted 
disharges reflect Commonwealth water 
quality standards. 

Comment: The United States 
Department of the Interior, Fish and 
Wildife Service commented that the 
issuance of a general permit could 
possibly stimulate new development 
and that any new structures beyond the 
original 175 casetas should not be 
covered under the general permit. 

Response: As stated in Section V.B. of 
the fact sheet, facilities constructed after 
the effective date of the permit will not 
be covered under the general permit. 
Facilities constructed after the effective 
date of the general permit must apply for 
an individual NPDES permit. 

Comment: The United States 
Department of the Interior. Fish and 
Wildlife commented that the public 
notice did not mention the forty (40) plus 
recently constructed floating houses 
termed “houseboats". They recommend 
that the "houseboats** be dealt with in 
another NPDES permit. 

Response : Although not specifically 
mentioned, '‘houseboats" more closely 
fit the definition of “Casetas" 

( Casetas*' ore defined as the homes 
along the shore of La Parguera Bay) and 
are therefore covered by the provisions 
of the general permit. "Houseboats" not 
permanently moored and with an 
independent means of propulsion are 
not covered by the provisions of the 
general permit. Instead they are 
considered vessels regulated by the 
Coast Guard. 

Fact Sheet in Support of the NPDES 
General Permit for Individual Homes in 
the La Parguera Area of Puerto Rico 

/ Background 

A. General Permits. Section 301(a) of 
the Clean Water Act (the Act) provides 
that the discharge of pollutants is 
unlawful except in accordance with a 
National Pollutant Discharge 
Elimination System (NPDES) permit. 
Although such permits to date have 
generally been issued to individual 
dischargers. EPA’s regulations authorize 
the issuance of “general permits" to 
categories of discharges. Sec 40 CFR 
122.28 (48 FR 14140. April 1. 1983). EPA 
may issue a single general permit to a 
category of point sources located within 
the same geographic area whose 
discharges warrant similar pollutant 
control measures. 

The EPA Regional Administrator is 
authorized to issue a general permit if 
there are a number of point sources 
operating in a geographic area that: 

1. Involve the same or substantially 
similar types of operations; 

2. Discharge the same type of wastes; 


3. Require the same effluent 
limitations or operating conditions: 

4. Require the some or similar 
monitoring requirements: and 

5. In the opinion of the Regional 
Administrator, are more approriately 
controlled under a general permit than 
under individual permits. 

Violation of a condition of a general 
permit constitutes a violation of the 
Clean Water Act and subjects the 
discharger to the penalties specified in 
Section 309 of the Act. 

Any owner or operator authorized by 
a general permit may be exluded from 
coverage of a general permit by applying 
for an individual permit. This request 
may be made by submitting an NPDES 
permit application, together with 
reasons supporting the request, no later 
than 90 days after publication by EPA of 
the final general permit in the Federal 
Register. The Regional Administrator 
may require any person authorized by a 
general permit to apply for an obtain an 
individual permit. Any interested person 
may petition the Regional Administrator 
to tuke this action. However, individual 
permits will not be issued for direct 
dischargers into La Parguera Bay 
covered by a general permit unless it 
can be clearly demonstrated that 
inclusion under the general permit is 
inappropriate. The Regional 
Administrator may consider the 
issuance of individual permits when: 

1. The discharge(s) is a significant 
contributor of pollutants; 

2. The discharge(s) is not in 
compliance with the terms and 
conditions of the general permit; 

3. A change has occurred in the 
availability of demonstrated technology 
or practices for the control or abatement 
of pollutants applicable to the point 
source: 

4. Effluent limitations quidelines are 
subsequently promulgated for the point 
sources covered by the general permit: 

5. A Water Quality Management plan 
containing requirements applicable to 
such point sources is approved; or 

0. The requirements listed in the 
previous paragraphs are not met. 

B. General Permit Covering Individual 
Homes . In the La Parguera area of 
Puerto Rico there are currently 
approximately 175 dwellings built along 
the shore discharging untreated 
wastewater without an NPDES permit. 
The large number of existing 
unpermitted dischargers into La 
Porguera Bay with similar effluent 
characteristics has prompted EPA to 
issue this general permit. This permit 
will enable those facilities to maintain 
compliance with the Act and will extend 
environmental and regulatory controls 
to a larger number of dischargers. This 


permit does not allow discharges into 
the bioluminescent bays adjacent to the 
La Parguera Bay. The discharge 
limitations in this permit are mandated 
by approved Commonwealth water 
quality standards. La Parguera Bay has 
been designated as Class SB waters. 

II. Nature and Effect of Discharge 

This permit will not allow any 
discharge which would violate 
Commonwealth water quality 
standards. 309(a)(5)(A) Administrative 
Orders will be issued to individual 
dischargers which will include a 
schedule for ceasing discharge or 
providing treatment and complying with 
the permit within one year of issuance. 

Presently, the "Casetas" ("Casetas" 
arc defined as the homes along the 
shore of La Parguera Bay) discharge 
untreated domestic wastewater. 
Depending whether the discharge is 
"gray water** (i.e., bath, shower and 
galley waste) or "black water" (i.e., 
sanitary waste) the BOD>. total 
suspended solids and settleable solids 
would range from very low to relatively 
high. 

///. Ocean Discharge Criteria 

Section 403 of the Act requires that an 
NPDES permit for a discharge into ocean 
waters be issued in compliance with 
EPA’s guidelines for determining the 
degradation of marine waters. The final 
403(c) Ocean Discharge Criteria 
guidelines published on October 3.1980, 
set forth specific criteria for a 
determination of unreasonable 
degradation that must be addressed 
prior to the issuance of an NPDES 
permit. The Regional Administrator has 
determined that the discharges 
authorized by this permit will not cause 
unreasonable degradation of the marine 
environment. The majority of the 
discharges are inside the baseline of the 
territorial sea and are therefore not 
subject to section 403(c) review. Those 
discharges outside of the baseline 
meeting the terms and conditions of this 
permit will need no significant decrease 
in pollutant loadings to comply with the 
permit limits, and the fact that the 
effluent will meet Commonwealth water 
quality standards. 

IV. Enviornmcnta! Fate and Effects 

The discharge of untreated domestic 
waste results in increased suspended 
solids, turbidity, settleable solids, 
floating solids, oil and grease which is 
presently causing local wuter quality 
deterioration and may also have 
adverse impact on the neighboring 
bioluminescent bays. In order to comply 
with Commonwealth water quality 
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standards the current untreated 
discharges must cease. 

V. Conditions in the General Permit 

Facilities which are not covered by 
either a general permit or an individual 
permit arc not authorized to discharge 
into navigable waters, and enforcement 
action may ensue for discharging 
without an NPDES permit under the 
Clean Water Act. 

A. Geographic Area. The proposed 
general permit will authorize discharges 
from Casetas within the area defined on 
page 1 of the permit to the "waters of 
the United States" as defined at 40 CFR 
122 . 2 . 

B. Request to be Covered by General 
Permit . Owners or operators of Casetas 
located in the permit area must make a 
written request to the Regional 
Administrator for authorization to 
discharge under the general permit. 
Unless otherwise notified in writing by 
the Regional Administrator within 45 
days after submission of their request, 
these owners or operators will be 
authorized to discharge under the 
general permH. 

Owners or operators of existing 
Casetas must submit their written 
request within 45 days of issuance of the 
final general permit Those owners or 
operators which have already submitted 
an NPDES permit application will he 
covered under the general permit and 
therefore need not submit a written 
request. Facilities constructed after the 
effective date of the permit will not be 
covered under the general permit. 
Facilities constructed after the effective 
date of the general permit must apply for 
an individual NPDES permit. All 
requests shall include the name and 
legal address of the owner or operator, 
the name and location of the Caseta and 
a description of sewage disposal method 
proposed to be used. 

C. Effluent Limitations and Best 
Management Practices. All permits 
issued or effective after July 1,1984. are 
required by Section 301(b)(2) of the Act „ 
to contain effluent limitations 
representing Best Conventional 
Pollutant Control Technology (BCT) for 
all categories and classes of point 
sources. BCT effluent limits apply to 
conventional pollutants (pH, BOD, oil 
and grease, suspended solids, and fecal 
coliform). Permits effective or issued 
after July 1.1984, are also required to 
contain effluent limitations which 
control toxic (40 CFR 401.15) pollutants 
to the level achievable by means of the 
Best Available Technology 
Economically Achievable (BAT). 

D. Monitoring and Reporting 
Requirements. The general permit will 
require annual monitoring of the 


discharge when the Caseta is in use. 
Discharge Monitoring reports are due on 
January 15 of each year. A report 
notifying EPA of the method used to 
comply with the permit is due 45 days 
after the effective date of the permit. 

V7. Other Legal Requirements 

A. State Certification . Under Section 
401(a)(1) of the Act, EPA may not issue 
an NPDES permit until the state in 
which the discharge will originate grants 
or waives certification to ensure 
compliance with appropriate 
requirements of the Act and state law, 
including water quality standards. 

B. Water Quality Standards. Section 
301(b)(1)(c) of the Act requires that 
NPDES permits contain limitations 
necessary to ensure compliance with 
water quality standards established 
pursuant to state law or regulations, or 
any other Federal taw or regulation, or 
required to implement any applicable 
water quality standard established 
pursuant to the Act. This general permit 
contains effluent limitations which, in 
EPA*s opinion, meet the requirement of 
Section 301(b)(1)(c) including the water 
quality standards of the Commonwealth 
of Puerto Rico. 

The Puerto Rico Environmental 
Quality Board (EQB) has determined 
that most if not all of the discharges 
covered by this general permit are Class 
SB waters. Although the EQB has 
declined to provide a water quality 
certificate for this general permit the 
effluent limitations included in the 
general permit are identical to effluent 
limitations for other permits for 
discharge to Class SB waters. These 
effluent limitations are consistent with 
Article 2 of EQB's recently revised 
water quality standards. 

C. Endangered Species. The 
Endangered Species Act (ESA) requires 
that each Federal Agency shall ensure 
that any of its actions, such as permit 
issuance, do not jeopardize the 
continued existence of any endangered 
or threatened species, or result in the 
destruction or adverse modifications of 
their habitat. 

Based on available information on 
endangered species to be found in the 
geographic area of this permit, including 
environmental impact statements for 
other activities in the area. EPA has 
determined that this action will not 
endanger the species involved, nor 
result in destruction of their habitats. 
The following rare and endangered 
species are known to occur in La 
Parguera: the West Indian Manatee, the 
hawksbill sea turtle, the leatherback sea 
turtle and the brown pelican. EPA will 
Initiate consultation should new 
information reveal impacts not 


previously considered, should the 
activities be modified in a manner 
beyond the scope of the original 
consultations, or should the activities 
affect a newly listed endangered 
species. 

D. Coastal Zone Management. The 
Coastal Zone Management Act (CZMA) 
and its implementing regulations (15 FR 
930) require that any Federally licensed 
or permitted activity affecting the 
coastal zone of a State with an 
approved Coastal Zone Management 
Program (CZMP) be determined to be 
consistent with the CZMP (section 
307(c)(3)(A) Subparl D). EPA has 
determined that the activities authorized 
by this general NPDES permit are 
consistent with the Puerto Rico Coastal 
Zone Management Plan. The general 
permit and consistency certification was 
submitted to the Commonwealth of 
Puerto Rico for review at the time of 
public notice issuance. 

E. The Marine Protection . Research, 
and Sanctuaries Act The Marine 
Protection. Research, and Sanctuaries 
Act (MPRSA) of 1972 regulates the 
dumping of all types of materials into 
ocean waters and establishes a permit 
program for ocean dumping. The 
discharges authorized by this permit are 
Clean Water Act Section 402 point 
source discharges, not discharges 
covered by the MPRSA. In addition, the 
MPRSA establishes the Marine 
Sanctuaries Program implemented by 
the National Oceanic and Atmospheric 
Administration (NOAA), which requires 
NOAA to designate ocean waters os 
marine sanctuaries for the purpose of 
preserving or restoring their 
conservation, recreational, ecological, or 
aesthetic values. 

The Agency has contacted the 
appropriate NOAA office and has been 
informed that the general permit area is 
an active candidate for marine 
sanctuary designation. EPA has 
determined that the activities authorized 
by this NPDES general permit are 
consistent with NOAA regulations 
concerning marine sanctuaries. NOAA 
has indicated to EPA that as long as the 
genera) permit is consistent with 
Commonwealth water quality standards 
it has no objections to the issuance of 
the permit. 

F. Paperwork Reduction Act EPA has 
reviewed the requirements imposed on 
regulated facilities in this general 
NPDES permit under the Paperwork 
Reduction Act of 1980. 44 U.S.C 3501 et 
seq. The information collection and 
notification requirements of the permit 
have already been approved by the 
Office of Management and Budget 
(OMB) under submissions made for the 
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NPOES permit program under provision* 
of the Act. 

G. Executive Order 12291, The Office 
of Management and Budget has 
exempted this action from the review 
requirements of Executive Order 12291 
pursuant to Section 8(b) of the Order. 

H. Regulatory Flexibility Act. The 
general permit is for private dwellings. 
The private dwellings are not small 
entities under the Small Business 
regulations for the purpose of the 
Regulatory Flexibility Act. Therefore, 
the provisions of the Act do not apply to 
this permit. 

|\PDES Permit No. PRC4iXXnj 

Authorization lo Discharge Under the 
National Pollutant Discharge Elimination 
System 

In compliance with the provisions of 
the Clean Water Act as amended, 33 
U&C. 1251 et seq.: (the “A cV'l 

The owners of "Casctas” (“Caset.*©' are 
dr fined us the homes in existence us of the 

effective date of this permit located along the 
»fK»re of La Paruguera Buy) who hud applied 
for NPDES permits or wilt submit to the 
Regional Administrator written requests 
within 45 days of issuance of this permit for 
< uverage under this permit are authorized to 
d.schargr in accordance with the effluent 
• Italians, monitoring requirements and 
other conditions set forth in this pormit 
within an area described by the following 
fixed points: 

The southwest coast of Puerto Rico in 
the municipality of Lajas from 

Latitude 1 r 58' 10” N 
longitude 6 T or 30” W 
to 

latitude 1 r 58* 40” N 

longitude bT 04 00” W 

Ibese fixed points are contained 
within the boundaries of La P&rguera 
Bay which are classified under the 
L immonwealth’s Water Quality 
Standards as class SB waters. 

This permit shall become effective on 
October 2.1985. 

This permit and authorization to 
discharge shall expire as midnight 

October 2.1990. 

Signed this 1st day of August. 1985. 
Christopher |. Dogget 

Ht'Xionol Administrator, US. Environ mrntai 
Pivtection Agency. Region II. 

I Special Conditions 

A. Effluent Limitation* 

Effluent limitations forpermittees 
that choose to utilize an approved 
holding tank/treatment unit in lieu of 
connecting to the PRASA system. During 
* he Period beginning on the effective 
date and lasting until the expiration date 
of this permit discharges shall be limited 
as specified below: 
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limitations set forth above are 
consistent with state tvater quality 
standards for SB waters. 

2. Required Effluent Limitations for 
Discharge of Untreated Wastewater. 
Zero discharge of Untreated 
Wastewater in La P&rquera Buy. 

B. Monitoring and Records 

1. Monitoring Requirements. The 
permittee must monitor the effluent at 
least once per year (when the Caseta is 
in use). The sample must be analyzed 
for the parameters 1 mited in Part I 
Section LA.1. All samples shall be grab 
samples. 

2. Records. The permittee shall retain 
records of water bills, proof that a 
holding tank/treatment unit was 
installed, date of installation, monitoring 
results, and documentation which serves 
to prove that the system is being 
properly operated and maintained. The 
permittee shall retain the 
abovementioned records for at least 3 
years from the date generated. 

3. Inspection and Entry. The permittee 
shall allow the Regional Administrator, 
or an authorized representative, upon 
the presentation of credentials and other 
documents as may be required by law, 
to; 

(a) Enter upon the permittee's 
premises where a regulated facility is 
located or conducted or where records 
must be kept under the conditions of this 
permit; 

(b) Have access to and copy, at 
reasonable time, any records that must 
be kept under the conditions of this 
permit; 


(cj inspect at reasonable times a 
facilities, equipment, practices, or 
operations regulated or required under 
this permit; and 

(dj Sample or monitor at reasonable 
times, for the purposes of assuring 
permit compliance or as otherwise 
authorized by the Act, any substances 
or porameters at any location. 

4. Duty to Provide Information . The 
permittee shall furnish to the Regional 
Administrator within a reasonable time, 
any information which the Regional 
Administrator may request to determine 
whether cause exists for modifying, 
revoking and reissuing, or terminating 
this permit or to determine compliance 
with this permit. The permittee shall 
also furnish to the Regional 
Administrator upon request copies of 
records required to be kept by this 
permit. 

C. Reporting Requirements 

L Within 45 days of the effective date 
of this permit all discharging Caseins 
must submit the following information, 
unless it has already been submitted, or 
an application for an individual permit 
has been submitted: 

(a) Name and address of discharger 
and permit number (PRG40001) 

(b) Option chosen. 

(i) Connection to PRASA system 

(ii) Installation of a holding tank/ 
treatment unit 

2. In the event of a homeowner 
recommencing direct discharge after 
connection to the PRASA system 
without notifying EPA requesting 
coverage under this general permit may 
subject the homeowner to an 
enforcement action. 

3. The permittee must submit the 
results of the monitoring required under 
Part I Section LB.1. to EPA no later than 
Junuary 15 of each year. 

4. Anticipated Nancatnphance. The 
permittee shall give advance notice to 
the Regional Administrator of any 
planned changes in the permitted 
facility or activity which may result in 
noncompliance with permit 
requirements. 

5. Other Noncompliance. The 
permittee shall report all instances of 
noncompliance not reported above 
within 30 days of their occurrence. 

6. Signatory Requirements. All reports 
or information submitted to the Regional 
Administrator shall be signed and 
certified by the owner of the facility or 
an authorized representative. 

7. A vailability of Reports. Except for 
data determined to be confidential 
under 40 CFR Part 2. all repors prepared 
in accordance with the terms of this 
permit shall be available for public 
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inspection at the offices of the Regional 
Administrator. As required by the Act. 
permit applications, permits, and 
monitoring data shall not be considered 
confidential. 

8. Penalties for Falsification of 
Reports. The Act provides that any 
person who knowingly makes any false 
statement, representation, or 
certification in any record or document 
submitted or required to be maintained 
under this permit, including monitoring 
reports or reports of compliance or 
noncomptiance shall, upon conviction, 
be punished by a fine of not more than 
$10,000 per violation, or by 
imprisonment for not more than 8 
months per violation, or both. 

9. Reports required under this permit 
shall be submitted to the Regional 
Administrator at the following address: 

Regional Administrator. U.S. 
Environmental Protection Agency. 

Region U. 28 Federal Plaza New York. 
New York 10278 ATTN: Permits 
Administration Branch. Room 432 

10. Planned Changes. The permittee 
shall give notice to the Regional 
Administrator as soon as possibte of 
ahy planned physical alterations or 
additions to the permitted facility. 

11. Twen ty-Four Hour Reporting. Th e 
permittee shall report any 
noncompliance which may endanger 
health or the environment. Any 
infomration shall be provided orally 
within 24 hours from the time the 
permittee becomes aware of the 
circumstances. A written submission 
shall also be provided within 5 days of 
the time the permittee becomes aware of 
the circumstances. The written 
submission shall contain a description 
of the noncompliance and its cause: the 
period of noncompliance, including 
exact dates and times, and if the 
noncompliance has not been corrected, 
anticipated time is expected to continue: 
and steps taken or planned, to reduce, 
eliminate and prevent reccurrence of the 
noncompliance. Reports required under 
this section shall be submitted to Mr. 
Weems L Clevenger, Director of the 
Caribbean Field Office at the following 
address: Environmental Protection 
Agency P.O. Box 792, San Juan, Puerto 
Rico 00902-0792. Telephone Number 
(809) 725-7825. 

U. Standard Conditions for NPDES 
General Permits 

A. Genera! Conditions 

1. Duty to Comply. The permittee must 
comply with all conditions of this 
permit. Any permit noncompliance 
constitutes a violation of the Clean 
Water Act and is grounds for 
enforcement action; for permit 


termination, revocation and reissuance, 
or modification; or denial of a permit 
renewal application. 

(1) The permittee shall comply with 
effluent standards or prohibitions 
established under section 307(a) of the 
Clean Water Act for toxic pollutants 
within the time provided in the 
regulations that establish these 
standards or prohibitions, even if the 
permit has not yet been modified to 
incorporate the requirement. 

2. Penalties for Violations of Permit 
Conditions. The Act provides that any 
person who violates a permit condition 
implementing Sections 301, 302. 308, 307, 
308. 316 or 405 of the Act is subject to a 
civil penalty not to exceed $10,000 per 
day of each violation. Any person who 
willfully or negligently violates permit 
conditions implementing Sections 301, 
302. 306. 307. or 308 of the Act is subject 
to a fine of not less than $2,500 nor more 
than $25,000 per day of each violation, 
or by imprisonment for not more than 1 
year or both. 

3. Duty to Mitigate. The permittee 
shall take all reasonable steps to 
minimize or correct any adverse impact 
on the environment resulting from 
noncompliance with this permit. 

4. Permit Actions. This permit may be 
modified, revoked and reissued, or 
terminated for cause. The filing of a 
request by the permittee for a permit 
modification, revocation and reissuance, 
or termination or a notification of 
planned changes or anticipated 
noncompliance does not stay any permit 
condition. 

5. Civil and Criminal Liability. 

Nothing in this permit shall be construed 
to relieve the permittee from civil or 
criminal penalties for noncompliance. 

8. OH and Hazardous Substance 
Liability. Nothing in this permit shall be 
construed to preclude the institution of 
any legal action or relieve the permittee 
from any responsibilities, liabilities, or 
penalties to which the permittee is or 
may be subject under section 311 of the 
Act. 

7. Commonwealth Laws. Nothing in 
this permit shall be construed to 
preclude the institution of any legal 
action or relieve the permittee from any 
responsibilities, liabilities, or penalties 
established pursuant to any applicable 
Commonwealth law or regulation under 
authority preserved by Section 510 of 
the Act. 

8. Property Rights. The issuance of 
this permit does not convey any 
property rights of any sort, or any 
exclusive privileges, nor does it 
authorize any injury to private property 
or any invasion of personal rights, nor 
any infringement of Federal, 


Commonwealth, or local laws or 
regulations. 

9. Severability . The provisions of this 
permit are severable, and if any 
provision of this permit, or the 
application of any provision of this 
permit to any circumstance, is held 
invalid, the application of such provision 
or other circumstances, and the 
remainder of this permit, shall not be 
affected hereby. 

10. Duty to Halt or Reduce Activity. 
The permittee must comply with the 
requirements of 40 CFR 122.41(c). 

11. Monitoring and Records. The 
permittee must comply with the 
requirements of 40 CFTR 122.41(j). 

12. Duty to Reapply . The permittee 
must comply with the requirements of 40 
CFR 122.41(b). 

13. Proper Operation and 
Maintenance. The permittee must 
comply with the requirements of 40 CFR 
122.41(e). 

B. Additional General Permit 
Conditions 

1. When the Regional Administrator 
May Require Application for an 
Individual NPDES Permit. The Regional 
Administrator may require any person 
authorized by this permit to apply for 
and obtain an individual NPDES permit 
when: 

(a) The discharge(s) is a significant 
contributor of pollution; 

(b) The discharger is not in 
compliance with the conditions of this 
permit: 

(c) A change has occurred in the 
availability of the demonstrated 
technology or practices for the control or 
abatement of pollutants applicable to 
the point source; 

(d) Effluent limitation guidelines are 
promulgated for point sources covered 
by this permit: 

(e) A Water quality Management Plan 
containing requirements applicable to 
such point source is approved; or 

(f) The point source(s) covered by this 
permit no longer. 

(1) Involve the some or substantially 
similar types of operations; 

(2) Discharge the same types of 
wastes; 

(3) Require the same effluent 
limitations or operating conditions. 

(3) Require the same or similar 
monitoring; and 

(5) In the opinion of the Regional 
Administrator, are more appropriately 
controlled under a general permit than 
under individual NPDES permits. 

2- When on Individual NPDES Permit 
May be Requested. Any owner or 
operator authorized by this permit may 
request to be excluded from the 
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unremge of this general permit by 
applying for an individual permit The 
owner or operator shall submit an 
application together with the reason* 
supporting the request to the Regional 
Administrator no later than 00 days 
after publication by EPA of this general 
permit in the Federal Register. 

3. Issuance of an Individual Permit. 
When an individual NPDES permit is 
issued to an owner or operator 
otherwise subject to this generul permit, 
the applicability of this general permit to 
that owner or operator shall 
automatically terminate an the effective 
date of the individual permit. 

4. Requesting Coverage Under the 
General Permit . A source excluded from 
coverage under this general permit 
solely because it already has an 
individual permit may request that its 
individual permit be revoked, and thut it 
lx* covered by this permit. Upon 
revocation of the individual permit, this 
^r-ncral permit shall apply to the source. 

(KR Doc 85-23403 Filed 10-1-BS: *45 am] 

fi’LUNQ COOC At*0-40-41 


IFRl-2905-41 

Chesapeake Bay Executive Council 
Meeting; Opening Meeting 

Under section 10 (a) (2) of Pub. L 92- 
RM, The Federal Advisory Committee 
Act~ notice is hereby given that a 
nireting of the Chesapeake Bay 
Executive Council established in 
accordance with the Chesapeake Bay 
Agreement of December 1983. will be 
held from 10D0 a.m. to 3DO p.m. on 
October 17,1965. at the World Trade 
Center. Room 400(A«cB). the Central 
Fidelity Bank Conference Room. Main 
Street and Waterside Drive. Norfolk. 
Virginia. 

The agenda of the quarterly council 
meeting will include, but is not limited 

to: 

1. Citizen Advisory Committee— 
Quarterly Report to the Executive 

Council. 

^ 2. Proposed Restoration and 
Protection Management Program. 

3. Maryland Critical Areas 
Commission Program, and 

4. Virginia Initiatives 
Comments from the public will be 

welcomed at the end of the meeting as 
time permits. Questions about the 
meeting may be directed to Pat Bonner. 

5. KPA, Chesapeake Bay Liaison 
Office. Annapolis City Marina. Suite 

Annapolis. Maryland. 21403. 


The telephone number is: Area codh 

301/265-6873 

September 25.1985 

Hank Zygmunt. 

Aclin# Director. Chesapeake Bay Liaison 
Office. 

FR Doc. 85-23491 Filed 10-1-85; 8:45 amj 
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FEDERAL EMERGENCY MANAGEMENT 
AGENCY 

I Docket No~* FEMA-REP-9-A2-1J 

Arizona Radiological Emergency 
Response Plan Stte-Spec»flc to the 
Palo Verde Nuclear Generating Station 

ACTION: Certification of FEMA finding 
and determination. 


In accordance with the Federal 
Emergency Management Agency 
(FEMA) rule 44 CFR Part 350, the State 
of Arizona submitted its State and local 
plans for radiological emergencies 
related to the Palo Verde Nuclear 
Generating Station to the Director of 
FEMA Region DC on July IB. 1984. for 
FEMA review and approval. On 
February 22.19B5, the Regional Director 
forwarded his evaluation to the 
Associate Director for State and Local 
Programs and Support in accordance 
with i 350.11 of the FEMA rule. Also in 
accordance with that section, he 
submitted supplemental information on 
April 18.1085. included in these 
evaluations are a review of the State 
and local plans around the Palo Verde 
facility, and evaluations of the joint 
exercises conducted on May 11. 1963 
and September 26.1984. in accordance 
with S 3509 of the FEMA role: and a 
report of the public meeting held on May 
16,1983, to discuss the site-specific 
aspects of the State and local plans in 
accordance with § 350.10 of the FEMA 
rule. 

Based on these evaluations by the 
Regional Director and the review by the 
FEMA Headquarters staff I find and 
determine that the State and local plans 
and preparedness for the Palo Verde 
Nuclear Generating Station are 
adequate to protect the health and 
safety of the public living in the vicinity 
of the plant. The offsite plans and 
preparedness are assessed as adequate 
in that they provide reasonable 
assurance that appropriate protective 
actions can be taken offsite in the event 
of a radiological emergency and are 
capable of being implemented. The 
public alerting and notification (A&N) 
system was approved by FEMA on 
August 16,1985. in accordance with the 
joint Nuclear Regulatory Commission 
(NRCJ/FEMA criteria in NUREG-0654/ 


FEMA-REP-1. Rev. 1. Appendix 3 and in 
FEMA-43, ^Standard Guide for the 
Evaluation of Alert and Notification 
Systems for Nuclear Power Plants”. 

FEMA will continue to review the 
status of offsite plans and preparedness 
associated with the Palo Verde Nuclear 
Generating Station in accordance with 
§35013 of the FEMA rule. 

For furtlier details with respect to this 
actioa refer to Docket File FEMAREP- 
9-AZ-1 maintained by the Regional 
Director. FEMA Region IX. Building 105. 
Presidio of San Francisco, California 
94129. 

Dated: September 25.1985. 

For the Federal Eaaergcacy Managiinefil 
Agency. 

Samuel W. Speck. 

Associate Director. 

|FR Doc. 85-23474 Filed 10-1-85: IO cm) 
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[Docket Nos.: FEMA-REP-S-MN-11 

Minnesota Radiological Emergency 
Response Plan Site-Specific for the 
Prairie Island Nuclear Power Plant 

action: Certification of FEMA findings 
and determination. 


In accordance with the Federal 
Emergency Management Agency 
(FEMA) rule 44 CFR Part 350. the State 
of Minnesota submitted its plans 
relating to the Prairie Island Nuclear 
Power Plant to the Director of FEMA 
Region V on March 12.1981. for FEMA 
review and approval. On January' 26, 

1984, the Regional Director forwarded 
his evaluation to the Associate Director 
for State and Local Programs and 
Support in accordance w ith § 350.11 of 
the FEMA rule. Also in accordance with 
that section, he submitted a 
supplemental evaluation on August 12. 

1985, covering certain revisions to those 
plans. Included in these evaluations are 
a review of the State and local plans 
around the Prairie Island facility, and 
evaluations of the joint exercises 
conducted on October 14.1980, 
December a 1981, October 14, 1982. and 
March 13.1964 in accordance with 

§ 350.9 of the FEMA rule, and a report of 
the public meeting held on October 15. 
1980, to discuss the site-specific aspects 
of the State and local plans in 
accordance with § 350.10 of the FEMA 
rule. 

Based on these evaluations by the 
Regional Director and the review by the 
FEMA Headquarters staff, l find and 
determine that the State and local plans 
and preparedness for the Prairie Wand 
Nuclear Power Plant are adequate to 
protect the health and safety of the 
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public living in the vicinity of the plant. 
The offsite plans and preparedness are 
assessed as adequate in that they 
provide reasonable assurance that 
appropriate protective actions can be 
taken offsite in the event of a 
radiological emergency and are capable 
of being implemented. The public 
alerting and notification (A&N) system 
was approved by FEMA on April 25. 
1985. in accordance with the joint 
Nuclear Regulatory Commission (NCR)/ 
FEMA criteria in NUREG-0654/FEMA- 
REFM, Rev. 1. Appendix 3 and FEMA- 
43. "Standard Guide for the Evaluation 
of Alert and Notification System for 
Nuclear Power Plants". 

FEMA will continue to review the 
status of offsite plans and preparedness 
associated with the Prairie Island 
Nuclear Power Plant in accordance with 
5 350.13 of the FEMA rule. 

For further details with respect to this 
action, refer to Docket File FEMA-REP- 
5-MN-l maintained by the Regional 
Director. FEMA Region V. Federal 
Center. Battle Creek. Michigan 49016. 
Dated: September 24,1985. 

For the Federal Emergency Management 
Agency 

Samuel W. Speck. 

Associate Direc tor 

|FR Doc. 85-23475 Filed 10-1-85: M5 am) 
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IFEMA-743-DRJ 

Florida; Amendment To Notice of a 
Major-Disaster Declaration 

agency: Federal Emergency 
Management Agency. 

action: Notice. 

summary: This notice amends the notice 
of a major disaster for the State of 
Florida (FEMA-743-DR). dated 
September 12.1985. and related 
determinations. 

dated: September 20.1985. 

FOR FURTHER INFORMATION CONTACT: 

Sewall H.E Johnson. Disaster 
Assistance fVograms. Federal 
Emergency Management Agency, 
Washington, DC 20472. (202) 646-3616. 

Notice: The notice of a major disaster 
for the State of Florida, dated September 
12,1985. Is hereby amended to include 
the following areas among those areas 
determined to have been adversely 
affected by the catastrophe declared a 
major disaster by the President in his 
declaration of September 12.1985: 

Franklin. Levy. Manatee, and Pinellas 
Counties for Public Assistance. 


(Catalog of Federal Domestic Assistance No. 
83.516. Disaster Assistance) 

(FR Doc. 85-23478 Filed 10-1-85:8:45 am! 

BILLING COOC S7lt~02-4f 


IFEMA-743-DR1 

Florida; Amendment To Notice of a 
Major-Disaster Declaration 

agency: Federal Emergency 
Management Agency. 
action: Notice. 

summary: This notice amends the notice 
of a major disaster for the State of 
Florida (FEMA-743-DR). dated 
September 12,1985. and related 
determinations. 
dated: September 23.1985. 
for further information contact: 
Sewall H.E. Johnson, Disaster 
Assistance Programs, Federal 
Emergency Management Agency, 
Washington, DC 20472, (202) 646-3616. 

Notice: The notice of a major disaster 
for the State of Florida, dated September 
12,1985. is hereby amended to include 
the following areas among those areas 
determined to have been adversely 
affected by the catastrophe declared a 
major disaster by the President in his 
declaration of September 12,1985: 

Dixie. Hillsborough, and Wakulla 
Counties for Individual Assistance and 
Public Assistance. 

(Catalog of Federal Domestic Assistance No. 
83.518. Disaster Assistance.) 

Dave McLoughlln, 

Acting Associate Director, State and Loco! 
Programs and Support Federal Emergency 
Management Agency. 

|FR Doc 85-23477 Filed 10-1-85; 8:45 am) 
BILLING COOC S7IS-02-SI 


IFEMA-744-OR1 

Michigan; Amendment to Notice of a 
Major-Disaster Declaration 

agency: Federal Emergency 
Management Agency. 
action: Notice. 

summary: This notice amends the notice 
of a major disaster for the State of 
Michigan (FEMA-744-DR). dated 
Scptemer 18,1985. and related 
determinations. 
dated: September 25,1985. 

FOR FURTHER INFORMATION CONTACT: 
Sewall H.E. Johnson, Disaster 
Assistance Programs, Federal 
Emergency Management Agency. 
Washington, DC 20472, (202) 646-3616. 

Notice: The notice of a major disaster 
for the State of Michigan, dated 


September 18,1985. is hereby amended 
to include the following area among 
Ihose areas determined to have been 
adversely affected by the catastrophe 
declared a major disaster by the 
President in his declaration of 
September 18,1985: 

Iosco County as an adjacent county 
for Individual Assistance. 

(Catalog of Federal Domestic Assistance No 
83.518, Disaster Assistance.) 

Samuel W. Speck, 

Associate Director, State and Local Programs 
and Support Federal Emergency Managemvr. t 
Agency. 

(FR Doc. 85-23476 Filed 16-1-85. 8:45 am] 

BILLING COOC S71S-OJ-H 


National Emergency Training Center 
Board of Visitors for the National Fire 
Academy; Open Meeting 

In accordance with section 10(a)(2) of 
the Federal Advisory Committee Act 
(Pub. L 92-463). announcement is made 
of the following committee meeting: 

Name: Board of Visitor* (BOV) for the 
National Fire Academy (NFA). 

Dates of Meeting: October 13-14.1985. 
Place: National Emergency Training Center. 
Emmitsburg. Maryland. 

Time: October 13—2:00 p.m. to 5:00 p.m ; 
October 14—8:30 a.m. to 5:00 p.m. 

Proposed Agenda: October 13-14: Apprm at 
of Minutes: Old Business; BOV Visitation to 
NFA Classes and Facilities : New Business: 
Review of FY85: Plans for FY86. 

The meeting will be open to the public 
with approximately 10 seats available 
on a first-come, first-serve basis. 
Members of the general public who plan 
to attend the meeting should contact Mr. 
Joseph Donovan. Superintendent, 
National Fire Academy. National 
Emergency Training Center. 16825 South 
Seton Avenue, Emmitsburg, MD, 21727 
(telephone number, 301-447-6771) on or 
before October 7,1985. 

Minutes of the meeting will be 
prepared by the Board and will be 
available for public viewing in the 
Associate Director’s Office. Building N, 
National Emergency Training Center. 
Emmitsburg, MD. 21727. Copies of the 
minutes will be available upon request 
30 days after the meeting. 

Dated; September 19.1985. 

Joseph L Donovan. 

Superintendent National Fire Academy . 

{FR Doc 85-23473 Piled 10-1-85: 8:45 am| 
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FEDERAL MARITIME COMMISSION 

Ocean Freight Forwarder License; Sky 
International et al.; Applicants 

Notice is hereby given that the 
following applicants have filed with the 
Federal Maritime Commission 
applications for licenses as ocean freight 
forwarders pursuant to section 19 of the 
Shipping Act, 1984 (46 U.S.C. opp. 1718 
and 46 CFR Part 510). 

Persons knowing of any reason why 
any of the following applicants should 
not receive a license are requested to 
communicate with the Director, Bureau 
of Tariffs. Federal Martime Commission. 
Washington, D.C 20573. 

Arthur G. Moya d.b.a. Sky International, 
10415 So. La Cienega, Los Angeles. 

CA 90045. 

Cal Mono Freight Forwarders. Inc., 430 

S. Anderson Street, Los Angeles. CA 
90033. Officers: Farris B. Scott. 
President; James M. Zant, Vice 
President; William T. Zant, Vice 
President. 

Galaxy Forwarding. Inc., 17 Battery 
Place. New York. NY 10004. Officers: 
Anne Gomez. President/Director; 
Barbara Marling, Secretary/ 
Treasurer/Director; Joseph Feldberg, 
Director. 

Guillermo E. Muniz d.b.a. Rainbow 
Forwarding Corp.; 13832 SW 22nd 
Terrace; Miami. FL 33175. 

Buschmann International. Inc.; 8152 
Loch Raven Blvd.; Baltimore, MD 
21204. Officers: Dorthy M. Buschmann 
CDS. President; Katherine S. 
Buschmann Clemens; Harlan L. Neill, 
Secretary/Treasurer Eric R. Clemens. 
Director. 

Sea bat* Inc.. 2754 N.W. North River 
Drive. Miami. FL 33142. Officers: 

Robert Clark. President/Treasurer/ 
Director; Alan C. Egan. Vice 
President/Secretary/Director; Lissette 
Santiago. Assistant Treasurer. 

American Cargo and Steamship Agency, 
Inc., 76 Beaver Street, 24th Floor. New 
York. NY 10005-3498. Officers: Jochen 
Semler, President/Treasurer/Director; 
Ktrn M. Sender, Secretary: Karline 
Motse. Vice President 
World Freight Forwarders. 65 Scudder 
Street, Garfield, NJ 07026. Officer: 
Anthony Patti, President. 

O Neill and Whitaker, Inc., 1809 
Baltimore Avenue. Kansas City. MO 
64108. Officers: Michael O'Neill. 
President/Director; John W. Whitaker. 
Treasurcr/Director; Mary Etta O’Neill, 
Vice President. 

General Brokerage Services. Inc., 500 
Deer Run, Miami. FL 33166. Officers: 
Anthony A. Toro, President/Director, 
Samuel Steen, Secretary. 

D»ted: September 27.1985. 


By the Federal Maritime Commission. 
Bruce A. Dombrowski, 

Acting Secretary. 

|FR Doc B5-23544 Filed 10-1-85: 8:45 am) 
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Performance Review Board • 
Membership 

agency: Federal Maritime Commission. 
action: Notice. 

summary: Notice is hereby given of the 
names of the members of the 
Performance Review Board. 

FOR FURTHER INFORMATION CONTACT: 

W r i!liam J. Herron. Jr., Director of 
Personnel. Federal Maritime 
Commission, 1100 L Street, NW„ 
Washington. D.C. 20573. 

supplementary information: Section 
4314(c) (1) through (5) of title 5. U.S.C.. 
requires each agency to establish, in 
accordance with regulations prescribed 
by the Office of Personnel Management, 
one or more performance review boards. 
The board shall review and evaluate the 
initial appraisal of a senior executive’s 
performance by the supervisor, along 
with any recommendations tQ the 
appointing authority relative to the 
performance of the senior executive, 
lames J. Carey. 

Vice Chairman, 

The members of the performance 
review board are: 

1. James J. Carey. Vice Chairman. 

2. Thomas F. Moaklcy. Commissioner. 

3. Edward J. Philbin. Commissioner. 

4. John E. Cograve, Chief 
Administative Law Judge. 

5. Seymour Glanzer, Administrative 
Law Judge. 

6. Charles E. Morgan, Administrative 
Law Judge. 

7. Norman, D. Kline. Administrative 
Law Judge. 

8. Joseph N. Ingolia. Administrative 
Law Judge. 

9. Wm. Jarrel Smith. Jr., Director of 
Programs. 

10. Robert D. Bourgoin, General 
Counsel. 

11. John Robert Ewers, Director, Office 
of Regulatory Overview. 

12. Robert A. Ellsworth. Director, 
Office of Policy Planning and 
International Affairs. 

13. Joseph C. Polking. Director. Bureau 
of Agreements and Trade Monitoring. 

14. Robert G. Drew. Director, Bureau 
of Tariffs. 

|» K Doc. 85-23543 Filed 10-1-85; 6:45 am| 
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FEDERAL RESERVE SYSTEM 
Agency Forms Under Review by OMB 

September 28,1985. 

Background 

Notice is hereby given of the 
submission of proposed information 
collection^) to the Office of 
Management and Budget (OMB) for its 
review and approval under the 
Paperwork Reduction Act (Title 44 
U.S.C. Chapter 35) and under OMB 
regulations on Controlling Paperwork 
Burdens on the Public (5 CFR Part 1320). 
A copy of the proposed information 
collection(s) and supporting documents 
is available from the agency clearance 
officer listed in the notice. Any 
comments on the proposal should be 
sent to the OMB desk officer listed in 
the notice. OMB’s usual practice is not 
to take any action on a proposed 
information collection until at least ten 
working days after notice in the Federal 
Register, but occasionally the public 
interest requires more rapid action. 

The Federal Financial Institutions 
Examination Council (“Council”) is also 
requesting comment on the public 
disclosure of one item from the proposed 
information collection. 

FOR FURTHER INFORMATION CONTACT: 
Federal Reserve Board Clearance 
Officer—Cynthia Glassman—Division 
of Research and Statistics, Board of 
Governors of the Federal Reserve 
System. Washington. D.C. 20551 (202- 
452-3822). 

OMB Desk Officer—Robert Neal— 
Office of Information and Regulatory 
Affairs, Offiqe of Management and 
Budget, New Executive Office 
Building, Room 3208, Washington. 

D.C. 20503 (202-395-6880). 
date: Comment on the proposed 
disclosure must be received within 15 
days from the date of publication in the 
Federal Register. 

address: Comments may be mailed to 
Rhoger Pugh, Assistant Executive 
Secretary. Federal Financial Institutions 
Examination Council. Suite 701,1770 G 
Street. NW\ Washington. DC 20006. 

When the Council originally published 
for comment the proposal for this report, 
it specifically requested information on 
whether a broad range of information 
should be made public. After 
consideration of the comments received, 
the Council has determined that such 
broad disclosure is not necessary at this 
time but instead now proposes that orHy 
one item of the report be disclosed to 
the public. This item is total adjusted 
claims on residents of the foreign bank’s 
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home country on a combined office 
basis (including direct claims on related 
offices abroad), which will be calculated 
by the banking agencies from the 
individually submitted reports. 
Disclosure of this item would indicate 
the extent to which funds raised in the 
United States by foreign bank branches 
and agencies are used to support 
activities in the home country and 
consequently the degree to which the 
branches and agencies are linked to 
economic conditions in the home 
country. In order to place the data on 
total adjusted claims on home country 
into context, each such disclosure will 
be accompanied by the amount of total 
assets (as defined for item 3, Schedule 
RAL of the FF1EC 002 report) for the 
relevant offices (also on a combined 
office basis). The proposed disclosure 
represents a significant reduction from 
what the Council had originally 
requested comment on and might have 
adopted. In light of the change in 
recommended disclosure, the Council is 
requesting comment for a period of 15 
days on disclosure of the one item 
representing total adjusted claims on 
home country residents. This comment 
period should be sufficient in light of the 
90-day period previously afforded to 
commenters and the extensive 
comments already submitted on the 
issue of disclosure generally. 

The issue of disclosure may be 
considered separately and will not 
affect implementation of the report itself 
for the quarter ending December 31, 

1985 

Request for OMB approval to 
implement: 

1. Report title: Quarterly Country 
Exposure Report for U.S. Branches and 
Agencies of Foreign Banks. 

Agency form number FFIEC 019, 

OMB Docket number 7100-0213. 

Frequency: Quarterly. 

Reporters: U.S. branches and agencies 
of foreign banks. 

Small businesses are not affected. 

General description of report: This 
information collection is mandatory (12 
U.S.G 2461 and is given confidential 
treatment (5 U.S. 552(b)(4) and (b)(8)), 
except for one item, i.e., column 4. line 1. 
"Total adjusted claims" on home 
country. 

Each quarter, every U.S. branch or 
agency (of a foreign bank) witli more 
than S30 million in total direct claims on 
foreign residents is required to report 
information on its exposure to its home 
country and to the five other countries 
to which its exposure is largest and is at 
less! $5 million for an individual 
country. The data are used for 
supervisory and regulatory purposes. 


Board of Governors of the Federal Reserve 
System. September 26.1965. 

WUliam Wiles, 

Secretary of the Board. 

[FR Doc. 85-23522 Filed 10-1-65; 6.45 wn| 
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Agency Forms Under Review by OMB 

September 26. 1965. 

Background 

Notice is hereby given of final 
approval of proposed information 
collection(s) by the Board of Governors 
of the Federal Reserve System (Board) 
under OMB delegated authority, as per 5 
CFR 1320.9 (OMB Regulations on 
Controlling Paperwork Burdens on the 
Public). 

FOR FURTHER INFORMATION CONTACT! 

Federal Reserve Board Gearance 
OfBcer—Cynthia Classman—Division 
of Research and Statistics. Board of 
Governors of the Federal Reserve 
System. Washington, D.C. 20551 (202- 
452-3822). 

OMB Desk Officer—Robert Neal- 
Office of Information and Regulatory 
Affairs. Office of Management and 
Budget. New Executive Office 
Building. Room 3208, Washington, 

D.C. 20503 (202-395-6880). 

Proposal to approve under OMB 
delegated authority the extension with 
revision of the following report 

1. Report title; Letter Advising Federal 
Reserve System of Consummation of 
Proposed Acquisition of Bank and/or 
Nonbank Company or Consummation of 
a Stock Redemption. 

Agency form number. FR 4016. 

OMB Docket number: 7100-0170. 
Frequency: Event-generated. 

Reporters: Bank holding companies. 
Small businesses are affected. 

General description of report: This 
information collection is mandatory (12 
U.S.G 1844 (a) and (c)) and is not given 
confidential treatment. 

Whenever a bank holding company 
(BMC) is formed, or acquires another 
bank or nonbank, or redeems its stock, it 
is required to notify the Federal Reserve 
System via this letter form. The System 
uses the information to update and 
verify its structural files and to monitor 
the capital structure of BHCs. 

Board of Governors of the Federal Reserve 
System. September 26.1985. 

|ames McAfee, 

Associate Secretary of the Board. 

|FR Doc. 65-23523 Filed 10-1-65; 645 am] 
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New Danville Bancorp, Inc., el a!.; 
Formations of; Acquisitions by; and 
Mergers of Bank Holding Companies 

The companies listed in this notice 
have applied for the Board's approval 
under section 3 of the Bank Holding 
Company Act (12 U.S.G 1842) and 
5 225.14 of the Board's Regulation Y (12 
CFR 225.14) to become a bank holding 
company or to acquire a bank or bank 
holding company. The factors that are 
considered in acting on the applications 
are set forth in section 3(c) of the Act (12 
U.S.C. 1842(c)). 

Each application is available for 
immediate inspection at the Federal 
Reserve Bank indicated. Once the 
Application has been accepted for 
processing, it will also be available for 
inspection at the offices of the Board of 
Governors. Interested persons may 
express their views in writing to the 
Reserve Bank or to the offices of the 
Board of Governors. Any comment on 
an application that requests a hearing 
must include a statement of why a 
written presentation would not suffice in 
lieu of a hearing, identifying specifically 
any questions of fact that are in dispute 
and summarizing the evidence that 
would be presented at a hearing. 

Unless otherwise noted, comments 
regarding each of these applications 
must be received not later than October 

24. 1985. 

A. Federal Reserve Bank of Cleveland 
(Lee S, Adams. Vice President), 1455 
East Sixth Street, Cleveland, Ohio 44101: 

1. New Danville Bancorp . lnc.+ 
Lexington. Kentucky; to become a bonk 
holding company by acquiring 100 
percent of the voting shares of Citizens 
National Bank of Danville. Danville. 
Kentucky. Comments on this application 
must be received not later than October 

25, 1985. 

B. Federal Reserve Bank of Atlanta 
(Robert E. Heck. Vice President), 104 
Marietta Street, NW.. Atlanta, Georgia 
30303: 

1. First Alabama Boncshares. Inc.. 
Montgomery. Alabama: to acquire 100 
percent of the voting shares of Shelby 
State Bank. Pelham. Alabama. 

2. Hibernia Corporation , New 
Orleans. Louisiana: to merge with 
Southwest Boncshares, Inc.. Lafayette, 
Louisiana, and thereby indirectly 
acquiring Southwest National Bank of 
Lafayette. Lafayette. Louisiana. 

3. Hibernia Corporation, New 
Orleans. Louisiana; lo acquire 24.9 
percent of the voting shares of 
Southwest National Bank of Lafayatte. 
Lafayette. Louisiana. 

C. Federal Reserve Bank of Chicago 
(Franklin D. Dreyer. Vice President). 230 
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South LaSalle Street, Chicago. Illinois 
00600: 

1. First Financial Boncorporation. 

Iowa City. Iowa; to become a bank 
holding company by acquiring 100 
percent of the voting shares of First 
National Bank. Iowa City. Iowa. 

2. M&J Interim Corporation , 

Lancaster. Wisconsin; to become a bank 
holding company by acquiring 100 
percent of the voting shares of Lancaster 
Hancshares, Inc.. Lancaster. Wisconsin, 
thereby indirectly acquiring Lancaster 
State Bank. Lancaster, Wisconsin. 

D. Federal Reserve Bank of St. Louis 
{Delmer P. Weisz, Vice President). 411 
Locust Street, St. Louis, Missouri 63166: 

L Ozark Banks hares , Inc,, Ozark. 
Arkansas; to acquire at least 80 percent 
of the voting shares of Bankstock Two. 
Inc.. Dardanelle. Arkansas, thereby 
indirectly acquiring Arkansas Valley 
Bank, Dardanelle. Arkansas, and to 
acquire at least 80 percent of the voting 
shares of Newco Corporation. Jasper. 
Arkansas, thereby indirectly acquiring 
Newton County Bank. Jasper, Arkansas. 

Board of Governors of the Federal Reserve 
System. September 26.1965. 
lames McAfee, 

Associate Secretary of the Board, 

(FR Doc. 85-23518 Filed 10-1-65: 8:45 am) 

BULUMQ COOE 4? 10-0 IN 


DEPARTMENT OF THE INTERIOR 

Bureau of Land Management 

IAA-6698-8) 

Alaska Native Claims Selection; 
Salamatof Native Association 

In accordance with Departments] 
regulation 43 CFR 2850.7(d). notice is 
hereby given that the decision to issue 
conveyance (D1C) to Salamatof Native 
Association, notice of which was 
published in the Federal Register Vol. 

50, No. 141. page 30018 on July 23,1985. 
in modified by adding more sections to 
thu land description for easement [E1N 
100. J). 

A notice of the modified DIC will be 
published once a week, for four (4) 
consecutive weeks, in the Anchorage 
Daily News. Copies of the modified DIC 
may be obtained by contacting the 
Bureou of Land Management, Alaska 
State Office, 701 C Street, Box 13. 
Anchorage. Alaska 99513. 

Any party claiming a property interest 
^nich is adversely affected by the 
decision shall have until November 1, 
iW to file an appeal on the issue in the 
modified DIC. However, parties 
receiving service by certified mail shall 
nave 30 from the date of receipt to 


file on appeal. Appeals must be filed in 
the Bureau of Land Management. 
Division of Conveyance Management 
(960), address identified above, where 
the requirements for filing an appeal 
may be obtained. Parties who do not file 
an appeal in accordance with the 
requirements in 43 CFR Part 4. Subpart E 
shall be deemed to have waived their 
rights. 

Except as modified, the decision, notice of 
which was given July 23.1965, is final. 

Olivia Short, 

Section Chief, Branch of ANCSA 
Adjudication. 

[FR Doc 85-23509 Filed 10-1-65; 8:45 am) 
billing coot oickja-m 


11-20103) 

Exchange of Public and Private Lands, 
Cassia County ID 

The United States has issued an 
exchange conveyance document to 
Mark T. Newcomb. Burley. Idaho 83318, 
for the following-described lands under 
section 206 of the Federal Land Policy 
and Management Act of 197fc 

BoUe Meridian, Idaho 

T. 10 S.. R. 26 E. 

Sec 5. lot t W^SWKNWtt, WV»W* 

swv* 

Sec 6, lots 1 to 4 inclusive. 

Comprising 234.86 acres of public land. 

In exchange for these lands the United 
States acquired the following-described 
lands: 

Boise Meridian. Idaho 

T. 9 S . R. 28 E. 

Sec 33. SVfcNEV*. N^SE^. 

T. 10 S.. R 26 E. 

Sec. 4. that portion of the lying 

north of Interstate 86 (1-66) described as 
follows: 

Beginning at the V« comer of sections 3 and 
4. T. 10 S. R. 26 E.. Boise Meridian. Idaho: 

Thence southerly along the line between 
sections 3 and 4 to the intersection with the 
north right-of-way line of 1-86; 

Thence southwesterly along the north right- 
of-way line of 1-66 to the intersection with 
the north and south centerline of section 4: 

Thence northerly along the north and south 
centerline of section 4 to the center V* section 
comer of section 4; 

Thence easterly along the east and west 
centerline of section 4 to the V« section 
comer, the point of beginning. 

Comprising 205.56 acres of private land. 

The purpose of this exchange was to 
acquire the non-Federal land which will 
provide protection of wildlife and 
recreational values and more efficient 
management of rangeland. 


Dated: September 24.1985. 

Orin B. Collier. 

Acting Deputy State Director for Operations. 
|FR Doc. 85-23527 Filed UM-65; 8:45 am) 

BILLING COOC O10-GG-U 


IINT PRMP/FEIS 85-391 

Availability of the Proposed Resource 
Management Plan/Final Environmental 
Impact Statement for the Esmeralda- 
Southern Nye Planning Area, Nevada 

agency: Bureau of Land Management 
(BLM), Interior. 

action: Notice of availability of the 
Proposed Resource Management Plan 
and Final Environmental Impact 
Statement for the Esmeralda-Southern 
Nye Planning Area, Las Vegas and 
Battle Mountain Districts. Nevada. 


summary: Pursuant to section 102(2)(c) 
of the National Environmental Policy 
Act of 1969 and section 202 of the 
Federal Land Policy and Management 
Act of 1976, the BLM Las Vegas and 
Battle Mountain Districts have prepared 
a combined Resource Management 
Plan/Environmental Impact Statement 
for the Esmeralda-Southern Nye 
Planning Area. Las Vegas and Battle 
Mountain Districts. Nevada. 

SUPPLEMENTARY INFORMATION: The 

Esmeralda-Southern Nye Proposed 
Resource Management Plan/Final 
Environmental Impact Statement is a 
comprehensive land use planning 
document which establishes 
management actions and objectives for 
resource condition and use levels, the 
standards for monitoring and evaluating 
the plan's effectiveness, and the need 
for more detailed management plon(s) 
and support actions. It also is an 
environmental impact statement which 
analyzes the effects of implementing a 
multiple-use resource management plan 
on 3.4 million acres of public land in the 
Las Vegas and Battle Mountain Districts 
in Nevada. Four alternatives were 
considered along with the Preferred 
Alternative. 

A formal protest period of 30 days will 
extend until November 4.1985, 
Comments will be considered in the 
decision-making process. Protests must 
be made in writing to the Director. 
Bureau of Land Management, 18th and C 
Streets. N.W.. Washington, D.C.. 20240. 

FOR FURTHER INFpRMATION CONTACT: 

William Calkins. Acting Districl 
Manager. Attn; RMP/EIS Project 
Manager. Las Vegas District Office. P.O. 
Box 26569. Las Vegas. Nevada. B9126 
(702) 388-6403. 











40238 


Federal Register / Vol. 5a No. 191 / Wednesday, October 2, 1985 / Notices 


Copies of the final document are 

available for review at the following 

locations: 

Bureau of Land Management, Office of 
Public Affairs, 18th and C Streets. 
Washington, D.C. 20240. 

Bureau of Land Management. Nevada 
State Office. 300 Booth Street P.O. 

Box 12000. Reno. Nevada 88520, (702) 
784-5448. 

Bureau of Land Management Las Vegas 
District Office. 4765 West Vegas 
Drive. Las Vegas, Nevada 88102. (702) 
388-6403. 

Bureau of Land Management, Battle 
Mountain District Office. North 2nd 
and Scott Streets. Battle Mountain, 
Nevada 89820. (702) 635-5181. 

Bureau of Land Management, 
Winnemucea District Office. 705 East 
4th Street, Winnemucea. Nevada 
89445. (702) 823-3676. 

Bureau of Land Management. Elko 
District Office. 3900 E. Idaho Street, 
Elko, Nevada 89801, (702) 738-4071. 

Bureau of Land Management. Ely 
District Office. Star Route 5, Box 1, 
Ely, Nevada 89301. (702) 289-4865. 

Bureau of Land Management. Carson 
City District Office. 1050 R. William 
Street. Carson City, Nevada 89701, 
(7021 882-1631. 

Bureau of Land Management, Tonopah 
Resource Area Office. Old Air Force 
Building No. 102, Tonopah, Nevada 
89049, (702) 482-6214. 

Copies are also available for review 

at the following public libraries: 

Amargosa Public Library, Star Route 15. 
Box 401-T, Lathrop Wells, Nevada 
89020. 

Beatty Community Library, 323 
Montgomery. Beatty. Nevada 89002. 

Charleston Heights Library. 800 Brush 
Street Las Vegas. Nevada 89107. 

Clark County Community College, 
Learning Resource Center. 3200 E. 
Cheyenne Avenue. North Las Vegas, 
Nevada 89030. 

Esmeralda County Public Library. Silver 
Peak, Nevada 89013. 

Las Vegas Public Library, 1862 E. 
Charleston Blvd., Las Vegas. Nevada 
89104. 

Mount Charleston Public Library. P.O. 
Box 209. SR. 8903a ML Charleston. 
Nevada 89101. 

North Las Vegas Library, 2300 Civic 
Center Drive, North Las Vegas, 
Nevada 89030. 

Pahrump Public Library, Pahrump, 
Nevada 89041. 

Clark County Library. 1401 E. Flamingo 
Road, 1*8 Vegas. Nevada 89109. 

Esmeralda County Public Library. 
County Courthouse, Coldfield. 
Nevada 89013. 

Washoe County Library, 301 S. Center 
Street. Reno, Nevada 89505. 


University of Nevada, Las Vegas. |ames 
R. Dickinson Library. 4505 Maryland 
Parkway. Las Vegas. Nevada 89154. 
University of Nevada. Reno, Getchel) 
Library, Government Publications 
Dept.. Reno, Nevada 89507. 

A copy of the proposed RMP/FE1S 
will be sent to all individuals, agencies, 
and groups who have expressed interest 
in the Esmeralda-Southern Nye Area 
Planning process. A limited number of 
copies are available upon request from 
the District Manager at the above 
address. 

Dated: September 24.1985. 

Edward F. Spang. 

State Director. Nevada. 

(FR Doc. 85-23187 Filed 10-1-85; 8:45 um) 

BILLING COOC O10-HC-U 


Colorado; Resource Management 
Plan/Record of Decision for the San 
Juan-San Miguel Planning Area 

agency: Bureau of Land Management 
Interior. 

action: Notice of Record of Decision, 
including Designation of Special 
Management Areas for the Resource 
Management Plan for the Sun Juan-San 
Miguel Planning Area, Montrose 
District. Colorado. 

summary: Pursuant to the National 
Environmental Policy Act of 1969 (40 
CFR 1505.2), the Department of the 
Interior, Bureau of Land Management 
(BLM), has issued a Record of Decision 
on the Final San Juan-San Miguel 
Resource Management Plan/ 
Environmental Impact Statement 
(FRMP/EIS). The Record of decision will 
be available from the address below, 
following printing in November 1985. 

The BLM has also designated one 
area of critical environmental concern 
(ACEC), one research natural area 
(RNA), and one outstanding natural area 
(ONA), within the planning area, 
pursuant to 43 CFR 1610.7-2. 
aooress: Request for copies of the 
Record of Decision/Resource 
Management Plan should be sent to the 
San Juan Resource Area Office, Bureau 
of Land Management. Federal Building, 
Room 102, 701 Camino del Rio. Durango, 
Colorado 81301: or the Uncompahgre 
Resource Area Office, Bureau of Land 
Management. 2505 South Townsend. 
Montrose. Colorado 81401. 

FOR FURTHER INFORMATION CONTACT: 
David J. Miller. San Juan Resource Area 
Manager. Federal Building, Room 102. 
701 Camino del Rio, Durango, Colorado 
81301, telephone (303) 247-4082: or 
Lance Nimmo, Uncompahgre Resource 
Area Manager. 2505 South Townsend, 


Montrose. Colorado 81401, telephone 
(303) 249-7791. 

SUPPLEMENTARY INFORMATION: 

Alternatives Analyzed 

Four alternatives for managing the 
resources were considered: Current 
Management. Resource Conservation, 
Resource Utilization, and Preferred. 

The Current Management Alternative 
emphasized current management 
direction, policies, and existing land use 
plans. It was the No Action Alternative 
required by the National Environmental 
Policy Act. 

The Resource Conservation 
Alternative emphasized 
noncousumplive natural resource 
values. 

The Resource Utilization Alternative 
emphasized consumptive use of the 
resources in the planning area. 

The Preferred Alternative (called the 
Proposed Plan in the final environment! 
impact statement) balances competing 
demands by providing goods and 
services while protecting important 
environmental values. 

Decision 

The decision is to adopt the Proposed 
Plan os the San Juan-San Miguel 
Resource Management Plan as modified 
by the BLM Director decisions to 
protestors of the FRMP/EIS. Major 
actions contained in the Final RMP/E1S 
are: 

—Maintain wildlife habitat to support 
existing wildlife populations. 
—Implement intensive livestock grazing 
management on 71 priority ailotm* 

—Recommend 28.539 acres of the 
Dolores River Canyon WSA as 
suitable for wildlife designation, and 
recommend Cross, Cahonc. and 
Squaw/Papoose Canyons. Weber and 
Munefee Mountains, McKenna Peak 
altd Tabeguache Creek WSAs as noo- 
sultable for wilderness designation 
(approximately 73.971 acres). 

—improve aquatic/riparian habitat on 
the San Miguel and Dolores Rivers 
—Manage the Delores River Canyon 
and the Silverton areas as Special 
Recreation Management areas to 
improve recreation experiences by the 
visiting public. 

—Leave the majority of the resource 
area open for mineral exploration nnd 
development, but restrict mineral 
development in some areas having 
other important and unique resource 
values. 

—Provide forest products (sawtimber, 
firewood, etc.) to meet expected 
demand. 
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—Protect important cultural resources 
through intensive management. 
Stabilize sites, improve public 
education, and prevent damage to the 
cultural resources. 

—Make 21,700 acreas of mostly smatl 
isolated parrels of public land 
available for disposal. 

—Provide intensive watershed 
management on 65.000 acres to reduce 
erosion and sediment yield; and 
manage 46,000 acres to reduce erasian 
and sediment yield; and manage 
46,000 acres to reduce salinity in the 
Dolores River. 

—Designate the Anasazi Culture 
Multiple Use Area as an Area of 
Critical Environmental Concern. 
Designate MiElmo Research Natural 
Area and Area of Critical 
Environmental Concern, and 
Tabeguache Creek Outstanding 
Natural Area and Area of Critical 
Environmental concern. 

—Designate public kinds as open, 
limited or closed to oft-road vehicle 
(ORV) use. 

Major Modifications to the Final RMP/ 
E1S 

—Manage one herd (approximately 50 
head) of wild horses in the Spring 
Creek Basin area. All other wild 
horses would be removed. . 

—The tract of land along the Dolores 
River (T. 4tt N., R. 18 W.. Section 11) 
will be removed from the disposal 
emphasis category, 

—If wilderness status is not conferred 
on the Dolores River Canyon WSA by 
Congress, prescriptions for 
management of the Coyote Wash 
portion will be reassessed through the 
plan amendment process and 
associated public participation. 

—The Coal Unsuitability Analysis 
report dated September 1984 will be 
revised as follows; 

The exceptions listed under Criterion 
Number 16 on Page 39 of the report is 
i-liminated for all three areas. The 
exception analysis on page 41 is 
removed from the Nuclo KRCRA and the 
heading 'Exception Analysis’* is 
removed from the Durango KRCRA. The 
!'’*ragraph under this heading for the 
Uurango KRCRA is modified to read. 
Pending additional information, the 
study areas should be considered 
suitable for further coal lease 
< |moderation due to this criterion. 

Those portions of the area crossed by 
water sources supplying water to off- 
Mudy area floodplains should be 
considered unsuitable for further coal 
lease consideration to the boundaries of 
the 100-year flood stage level. 

Any proposed activities in or 
adjacent to the floodplains will require 


approval from BLM on a site-specific 
basis after consultation with the U.S. 
Geological Survey." 

The analysis portion of Criterion 
Number 19 on page 42, under the 
Durango KRCRA will be changed to 
read. “Those portions of the KRCRA 
falling within the above-mentioned 
alluvial valley floors should be 
designated unsuitable for surface mining 
operations, but should receive further 
consideration for coal leasing where 
mining operations would be by 
subsurface methods." The exceptions 
for all three areas on page 44 are 
eliminated. The exception analysis for 
all three areas are removed except the 
last paragraph under the Durango 
KRCRA will remain with the addition of 
the word "potential". It reads as follows. 
"Any propoed activity in or adjocent to 
the potential alluvial valley floors will 
require approval from BLM on a site- 
specific basis after consultation with the 
state of Colorado. 

Designations 

Pursuant to the authority in the 
Federal Land Policy and Management 
Act of October 21,1976 (Section 
202(c)(3)) and 43 CFR Parts 1610. 8223, 
and 8352, the BLM has designated lands 
in the following areas for special 
management direction. 

Anasazi Culture Multiple Use Area An 
Area of Critical Environmental Concern 

Approximately 156.000 acres of BLM- 
administered land west of Cortez. 
Colorado, in Montezuma and Dolores 
Counties. (See FRMP/EIS, Chapter 1. 

Fig. 1-1, for boundary.) 

The area contains important cultural, 
mineral, recreation, and range resources. 
It covers the heart of the northern 
Anasazi development, with more than 
100 archaeological sites per square mile 
in many places, the highest known site 
density of any area m the nation. The 
total number of sites on public land in 
the area is estimated at 20,000. Large oil 
and gas reserves are also contained 
there. A major COj development field is 
in place and has a project life of more 
than 30 years. 

Multiple resource uses will be 
provided for, while emphasizing the 
cultural and mineral values. Site-specific 
management guidance is contained in 
Emphasis Area "L" (ACEC, see 
Appendix 5 of the Final RMP). Specific 
areas within the ACEC will have 
management constraints designated to 
protect sensitive environmental 
resources. Cross. Cahone, and Squaw/ 
Papoose Canyons will be closed to off¬ 
road vehicles. They will also be 
managed under visual resource 
management Class 11 guidelines. 


Current restrictions related to hard 
rock mining and no surface occupancy 
for oil and gas leasing will be continued 
after designation in Sand and East Rock 
Canyons; Cannonball. Lowry, and 
Dominguez-Escalante Ruins: McLean 
Basin Towers; and Painted Hand 
Petroglyphs. 

No surface occupancy stipulations for 
oil and gas development in Cross. 
Cahone, and Squaw/Papoose Canyons 
and Painted Hand Ruin will be 
implemented. Public access into 
Mockingbird Mesa and Sand. East Rock, 
and Squaw/Papoose Canyons will be 
limited to foot or horse only. Vehicle 
access in these areas will be restricted 
to authorized vehicles. 

McEImo Research Natural Area, an 
Area of Critical Environmental Concern 

440 acres of BLM-administered land in 
Montezuma County, Colorado, T. 36 N„ 
R. 20 W., NMPM, Sec. 22: Lots 3. 4. 7. 8, 
and SE W, Sec. 27: Lots 1, 2, 5. and 6. 

This area i9 designated to preserve 
the diversity of flora and fauna found in 
the orea for research presently being 
conducted. Professional educators use 
the area to study its values. 

Management of the area will be 
outlined in a site-specific plan to be 
completed in the future; however, based 
on the RMP. no surface occupancy for 
oil and gas leasing will be stipulated. 
The area will be managed to maintain 
generally undisturbed conditions. 

Tabeguache Canyon Outstanding 
Natural Area . an Area of Critical 
Environmental Concern 

3.200 acres of BLM-administered land 
in Montrose County. Colorado. T. 47 N.. 
R. 15 W.. NMPM. Sec. 4, Sec. 5. and Sec. 
6: E Vi, and T 48 N., R. 15 W„ Sec. 31: E 
Vs, Sec. 32. and Sec. 33. 

This area is designated to preserve its 
natural ecosystem and cultural 
resources. 

Management of the area will be 
outlined in a site-specific activity plan to 
be completed in the future. The RMP 
decisions state that 560 acres in the 
immediate canyon bottom would be 
leased for oil and gas with no surface 
occupancy stipulations. The entire 
canyon will be closed to off-road vehicle 
use to maintain a semiprimitive, 
nonmotorized. recreation experience. In 
addition, visual resource management 
Class II standards will be utilized for 
future actions. 

Mitigation Measures 

All practicable measures will be taken 
to mitigate adverse impacts. These 
measures will be strictly enforced during 
implementation of the RMP. Monitoring 
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will tell how effective these measures 
are in minimizing environmental 
impacts. Additional measures to protect 
the environment may be taken during or 
following monitoring as warranted. 

Dated: September 25.1985. 

Bob Moore. 

Associate State director. 

|FR Doc 85-23538 Filed 10-1-85. 8:45 cm] 

BILLING COOC 4110 J0 M 


Revocation of Lands in Known 
Geothermal Resource Area 

agency: Bureau of Land Management. 
Interior. 

action: Revocation of Lands in Known 
Geothermal Resource Area. 

summary: Pursuant to the authority 
vested in the Secretary of the Interior by 
section 21(a) of the Geothermal Steam 
Act of 1970 (84 Slat. 1566.1572; 30 U.S.C. 
1020). and delegations of authority in 220 
Departmental Manual 4.1.H, and 
Secretarial Order 3071 and 3087, the 
following described Linds are hereby 
deleted from the following Known 
Geothermal Resource Area, effective 
September 18.1985: 

(53) Washington 

Indian Heaven Known Geothermal 
Resource Area. 

Willamette Meridian, Washington 

T. 8 N.. R. 8 R. 

Sections: 23, 24 and 26 
T. 6 N., R. 9 R. 

Section 18: All (containing 2.547.00 acres). 
There being no lands remaining. Indian 
Heaven KGRA is now revoked. 

The subject lands will be made 
available to the first qualified applicant 
under regulations appearing in 43 CFR 
Part 3210 beginning with the first 
calendar month following the date of 
this notice. 

FOR FURTHER INFORMATION CONTACT. 

Bureau of Land Management, Oregon 
State Office, Division of Mineral 
Resources. 825 N.E. Multnomah Street, 
Portland, Oregon 97208. (503) 231-6994. 

Dated: September 17,1985. 

Eric G. Hoffman, 

Acting Deputy State Director, Mineral 
Resources . 

|FR Doc. 85-23539 Filed 10-1-85: 8:45 am) 

BfUJMO COOC 4)1B-33-M 


Filing of Supplemental Plat; New 
Mexico 

September 18. 1985. 

The supplemental plat described 
below was officially filed in the New 
Mexico State Office. Bureau of Land 


Management. Santa Fe. New Mexico, 
effective at 10:00 a.m. on September 18, 
1985. 

The relotting in Section 31 of 
Township 23 South. Range 1 West, of 
the New Mexico Principal Meridian. 

New Mexico, was approved September 
12.1985. 

This survey was requested by the 
District Manager, Las Cruces. New 
Mexico. 

The plat will be in the open files of the 
New Mexico State Office. Bureau of 
I-and Management. P.O. Box 1449, Santa 
Fe, New Mexico 87501. Copies of the 
plat may be obtained from that office 
upon payment of $2.50 per sheet. 

Gary S. Speight. 

Chief, Branch of Cadastral Surxcy. 

[FR Doc- 85-23529 Filed 10-1-85: 8:45 am) 

billing cooc 43io-fb-m 


Filing of Plats of Survey; New Mexico 

September 17,1985. 

The plats of survey described below 
were officially filed in the New Mexico 
State Office, Bureau of Land % 
Management. Santa Fe. New Mexico, 
effective at 10 a.m. on September 17. 
1985. 

The dependent resurveys of portions 
of the Fifth and Sixth Standard Parallels 
North, the corrective resurvey of a 
portion of the Sixth Standard Paralle 
North, and the surv ey of the west and 
north boundaries and subdivisional 
lines of Tow nships 21 and 25 North. 
Range 17 West. New Mexico Principal 
Meridian. New Mexico, under Group 833 
NM, approved September 11.1985. 

These surveys were requested by the 
Area Director. Bureau of Indian Affairs. 
Navajo Area Office, Windowrock, 
Arizona. 

The plats will be in the open files of 
the New Mexico State Office. Bureau of 
Land Management, P.O. Box 1449. Santa 
Fe. New Mexico 87501. Copies of the 
plat may be obtained from that office 
upon puyment of $2.50 per sheet. 

Gary S. Speight. 

Chief Branch of Cadastral Survey, 

|FR Doc. 85-23528 Filed 10-1-85: 845 um| 

BILLING COOC 4310-fS-M 


(Serial No. 1-15319] 

Proposed Continuation of Withdrawal. 
Idaho 

aqency: Bureau of Land Management. 

Interior. 

action: Notice. 

summary: The Bureau of Reclamation 
proposes that a 3.14 acre withdrawal for 


a public reserv e for the City of Melba 
continue for an indefinite period. The 
lands will remain closed to surface entry 
and mining but have been and will 
remain open to mineral leasing. 

date: Comments should be received by 
December 31.1985. 

address: Comments should be sent to: 
Idaho State Director, Bureau of Land 
Management. 3380 Americana Terrace. 
Boise. ID 83706. 

FOR FURTHER INFORMATION CONTACT: 

Larry R, Lievsay. Idaho State Office, 
208-334-1735. 

The Bureau of Reclamation proposes 
that the existing land withdrawal made 
by Secretarial Order of January 20.1920, 
be continued for an indefinite period 
pursuant to Section 204 of the Federal 
Land Policy and Management Act of 
1976, 90 Slat. 2751. 43 U.S.C. 1714. The 
land is described as follows: 

Boise Meridian. Idaho 

T. 1 S~ R.2W, 
sec.. 2. lot 8 

The area described contains 3.14 acres in 
Canyon County 

The purpose of the withdrawal is lo 
protect a public reserv e for the City of 
Melba. The withdrawal segregates the 
land from operation of the public land 
laws generally, including the mining 
laws, but not the mineral leasing laws. 
No change is proposed in the purpose or 
segregative effect of the withdrawal 
For a period of 90 days from the date 
of publication of this notice, oil persons 
who wish to submit comments in 
connection with the proposed 
withdrawal continuation may present 
their views in writing to the Idaho State 
Director of the Bureau of Land 
Management. 

The authorized officer of the Bureau 
of the Lund Management will undertake 
such investigations as are necessary to 
determine the existing and potential 
demand for the land and its resources. A 
report will also be prepared for 
consideration by the Secretary of the 
Interior, the President, and Congress, 
who will determine whether or not the 
withdrawal will be continued and, if so. 
for how long. The final determination on 
the continuation of the withdrawal will 
be published in the Federal Register. 

The existing withdrawal will continue 
until such determination is made. 

Dated: September 25.1985 
Orin B. Collier, 

Acting Deputy State Director for Operations 
(FR Doc. 85-23530 Filed 10-1-85: 845 ami 

BILLING COOC 4)10-00-* 
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INTERNATIONAL TRADE 
COMMISSION 

(Investigation No. 731-TA-286 
(Preliminary)) 

Anhydrous Sodium Metasilicate From 
the United Kingdom 

AGENCY: International Trade 
Commission. 

action: Institution of a preliminary 
antidumping investigation and 
scheduling of a conference to be held in 
connection with the investigation. 

summary: The Commission hereby gives 
notice of the institution of preliminary 
antidumping investigation No. 731-TA- 
286 (Preliminary) under section 733(a) of 
the Tariff Act of 1930 (19 U.S.G. 

I673b(a)) to determine whether there is 
a reasonable indication that an industry 
in the United States is materially 
injured, or is threatened with material 
injury, or the establishment of an 
industry in the United States is 
materially retarded, by reason of 
imports from the United Kingdom of 
anhydrous sodium matasilicate. 
provided for in item 421.34 of the Tariff 
Schedules of the United States, which 
are alleged to be sold in the United 
States at less than fair value. As 
provided in section 733(a). the 
Commission must complete preliminary 
antidumping investigations in 45 days, 
or in this case by October 31.1985. 

For further information concerning the 
conduct of this investigation and rules of 
general application, consult the 
Commission's Rules of Practice and 
iYocedure, Part 207. Subparts A and B 
(19 CFR Part 207). and Part 201. Subparts 
A through E (19 CFR Part 201). 
effective DATE: September 18,1985. 

FOR FURTHER INFORMATION CONTACT: 

Dan Dwyer (202-523-4618), Office of 
Investigations. U.S. International Trade 
Commission, 701 E Street NW.. 
Washington. DC 20438. Hearing- 
impaired individuals are advised that 
information on this matter can be 
obtained by contacting the 
Commission’s TDD terminal on 202-724- 
0002. 

SUPPLEMENTARY INFORMATION: 
Background 

This investigation is being instituted 
tn response to a petition Hied on 
September 16,1985 by PQ Corp., Valley 

Forge. PA. 

Participation in the investigation ,— 
Persons wishing to participate in this 
Investigation as parties must file an 
fntry of appearance with the Secretary 
to the Commission, as provided in 
5 201.11 of the Commission's rules (19 


CFR 201.11). not later than seven (7) 
days after publication of this notice in 
the Federal Register. Any entry of 
appearance Hied after this date will be 
referred to the Chairwoman, who will 
determine whether to accept the late 
entry for good cause shown by the 
person desiring to File the entry. 

Service List 

Pursuant to $ 201.11(d) of the 
Commission s rules (19 CFR 201.11(d)). 
the Secretary will prepare a service list 
containing the names and addresses of 
all persons, or their representatives, 
who are parties to this investigation 
upon the expiration of the period for 
Filing entries of appearance. In 
accordance with §{ 201.16(c) and 207.3 
of the rules (19 CFR 201.16(c) and 207.3). 
each document Filed by a party to the 
investigation must be served on all other 
parties to the investigation (as identified 
by the service list), and a certificate of 
service must accompany the document. 
The Secretary will not accept a 
document for filing without a certificate 
of service. 

Conference 

The Director of Operations of the 
Commission has scheduled a conference 
in connection with this investigation for 
9:30 a.m. on October 9,1985 at the U.S. 
International Trade Commission 
Building. 701 E Street NW„ Washington. 
DC. Parties wishing to participate in the 
conference should contact Dan Dwyer 
(202-523-4618) not later than October 7, 
1985 to arrange for their appearance. 
Parties in support of the imposition of 
antidumping duties in this investigation 
and parties in opposition to the 
imposition of such duties will each be 
collectively allocated one hour within 
which to make an oral presentation at 
the conference. 

Written Submissions 

Any person may submit to the 
Commission on or before October It, 
1985 a written statement of information 
pertinent to the subject of the 
investigation, as provided in { 207.15 of 
the Commission rules (19 CFR 207.15). A 
signed original and fourteen (14) copies 
of each submission must be filed with 
the Secretary to the Commission in 
accordance with section 201.8 of the 
rules (19 CFR 201.8). All written 
submissions except for confidential 
business data will be available for 
public Inspection during regular 
business hours (8:45 a.m. to 5:15 p.m.) in 
the Office of the Secretary to the 
Commission. 

Any business information for which 
confidential treatment is desired must 
be submitted separately. The envelope 


and all pages of such submissions must 
be clearly labeled "Confidential 
Business Information." Confidential 
submissions and requests for 
confidential treatment must conform 
with the requirements of { 201.6 of the 
Commission's rules (19 CFR 201.6). 

Authority 

This investigation is being conducted 
under authority of the Tariff Act of 1930. 
title VII. This notice is published 
pursuant to 5 207.12 of the Commission's 
rules (19 CFR 207.12). 

By order of the Commission. 

Issued: September 20.1965. 

Kenneth R. Mason, 

Secretory. 

[FR Doc. 85-23565 filed 10-1-85:8:45 nm| 

BILLING COOC 702D-W-M 


I Investigations Noa. 731-TA-236 and 237 
(Final)) 

Certain Castor Oil Products From 
Brazil 

agency: International Trade 
Commission. 

action: Revised schedule for the subject 
investigations. 

EFFECTIVE date: September 20,1985. 

FOR FURTHER INFORMATION CONTACT: 

Lynn Featherstone (202-523-0242), 

Office of Investigations. U.S. 
International Trade Commission. 701 E 
Street NW„ Washington, DC 20436. 
Hearing-impaired individuals may 
obtain information on this matter by 
contacting the Commission's TDD 
terminal on 202-724-0002. 
SUPPLEMENTARY INFORMATION: On July 
30,1985. the Commission instituted the 
subject investigations and established a 
schedule for their conduct (50 FR 33858. 
Aug. 21.1985). Subsequently, the 
Department of Commerce extended the 
date for its final determinations in the 
investigations from October 8,1965, to 
December 14,1985 (50 FR 35110, Aug. 29, 
1985). The Commission, therefore, is 
revising its schedule in the 
investigations to conform with 
Commerce’s new schedule. 

The Commission's new schedule for 
the investigations is as follows: requests 
to appear at the hearing must be filed 
with the Secretary to the Commission 
not later than November 27,1985: the 
prehearing conference will be held at 
10:00 a.m. in room 117 of the U.S. 
International Trade Commission 
Building on December 2.1985: the public 
version of the prehearing staff report 
will be placed on the public record on 
December 3.1985: the deadline for filing 
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prehearing briefs is December 13,1985; 
the hearing will be held in room 331 of 
the U.S. International Trade 
Commission Building on December 18. 
1985; and the deadline for filing all other 
written submissions, including 
posthearing briefs, is December 27.1985. 

For further information concerning 
these investigations see the 
Commission's notice of investigations 
cited above and the Commission's Rules 
of Practice and Procedure. Part 207, 
Subparts A and C (19 CFR Part 207). and 
Part 201. Subparts A through E (19 CFR 
Parts 201). 

Authority 

These ivestigations are being 
conducted under authority of the Tariff 
Act of 1930, title VII. This notice is 
published pursuant to $ 207.20 of the 
Commission's rules (19 CFR 208.20). 

By order of the Commission. 

Issued: September 24.1985. 

Kenneth R. Mason, 

Secretary . 

|FR Doc. 85-23582 Filed 10-1-85; 8:45 am) 

BILLING COOC 


(Investigation No. 337-TA-216] 

Certain Ceramic Drainage Foils; Initial 
Determination Terminating 
Respondents on the Basis of 
Settlement Agreement 

AGENCY: International Trade 
Commission. 

action: Notice is hereby given that the 
Commission has received an initial 
determination from the presiding ofTtccr 
in the above-captioned investigation 
terminating the following respondents 
on the basis of a settlement agreement: 
Feldmuehle Aktiengesellschaft and 
American Feldmuehle Corporation. 

SUPPLEMENTARY INFORMATION: This 
investigation is being conducted 
pursuant to section 337 of the Tariff Act 
of 1930 (19 U.S.C. 1337). Under the 
Commission's rules, the presiding 
officer's initial determination will 
become the determination of the 
Commission thirty (30) days after the 
date of its service upon the parties, 
unless the Commission orders review of 
the initial determination. The initial 
determination in this matter was served 
upon the parties on September 24.1985. 

Copies of the initial determination, the 
settlement agreement and all other 
nonconfidential documents filed in 
connection with this investigation are 
available for inspection during official 
business hours (8:45 a.m. to 5:15 p.m.) in 
the Office of the Secretary, U.S. 
International Trade Commission, 701 E 
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Streel NW„ Washington, D.C. 2043C. 
telephone 202-523-0161. 

Written Comments: 

Interested persons may file written 
comments with the Commission 
concerning termination of the 
aforementioned respondents. The 
original and 14 copies of all such 
comments must be filed with the 
Secretary to the Commission, 701 E 
Street, NW.. Washington. D.C 20438, no 
later than 10 days after publication of 
this notice in the Federal Register. Any 
person desiring to submit a document 
(or portion thereof) to the Commission in 
confidence must request confidential 
treatment. Such requests should be 
directed to the Secretary to the 
Commission and must include a full 
statement of the reasons why 
confidential treatment should be 
granted. The Commission will either 
accept the submission in confidence or 
return it. 

FOR FURTHER INFORMATION CONTACT: 

Ruby J. Dionne. Office of the Secretary', 
U.S. International Trade Commission, 
telephone 202-523-0176. 

By order of the Commission. 

Issued: September 24,1985. 

Kenneth R. Moson. 

Secretary. 

[FR Doc. 85-23563 Filed 10-1-85: 8:45 am) 

billing COOC 7O2O-02-M 


(Investigation No. 337-TA-2151 

Certain Double-Sided Floppy Disk 
Drives and Components Thereof; 
Decision to Review Initial 
Determination Permitting Limited 
Intervention by Non-Respondents, and 
to Reverse Initial Determination, and 
Exclude Evidence 

agency: International Trade 
Commission. 

action: The Commission has 
determined to review the initial 
determination (ID) (Order No. 24) 
permitting Sankyo Seiki Mfg. Co.. Ltd., 
Sankyo Seiki (America) Inc., (the 
Sankyo non-respondents) and Epson 
America, Inc. Epson Corporation, and 
Sunritz Ltd. (the Epson non-respondents) 
to interv ene for limited purposes. The 
Commission has also determined to 
reverse the ID. exclude the evidence 
offered by complainant Tandon 
Corporation (Tandon) which relates to 
products of non-respondents, 
complainant's exhibits CX 757 and CPX 
38-53, and to deny the motions of the 
Epson and Sankyo non-respondents to 
intervene (Motions Nos. 215-51 and 215- 
52). 


summary: The Commission has 
determined to review the presiding 
administrative law judge's ID permitting 
the Sankyo and Epson non-respondents 
to intervene for the limited purpose of 
cross-examining the one witness of 
complainant which will testify regarding 
products of non-repondents. The 
Commission is reversing the ID and 
excluding complainant's evidence 
concerning non-respondents' products, 
complainant’s exhibits CX 757 and CPX 
38-53. 

FOR FURTHER INFORMATION CONTACT: 

Marcia H. Sundeen, Esq.. Office of the 
General Counsel, U.S. International 
Trade Commission, telephone 202-523- 
0480. 

SUPPLEMENTARY INFORMATION: On 

August 9,1985, complainant filed its 
prehearing statement and a list of its 
proposed hearing exhibits alleging that a 
total of 16 drives, manufactured by 14 
non-respondents, infringed the patent in 
suit and that these allegedly infringing 
drives have a tendency to substantially 
injure the domestic industry. 

The Commission investigative 
attorney (the IA) contacted the 14 
named non-respondents. The IA also 
filed a motion in limine (Motion No. 215- 
50) to limit complainant's evidence with 
regard to products of the non¬ 
respondents to the issue of whether the 
products of the non-respondents are the 
same as either the-allegedly infringing 
doublt-sided floppy disk drives of the 
named respondents, Sony, Mitsubishi, 
and TEAC. or Tandon. 

On August 16.1985, two groups of the 
named non-respondents, the Epson and 
the Sankyo non-respondents moved to 
intervene under 19 CFR 210.26 for the 
limited purpose of opposing 
complainant's introduction of evidcence 
relating to their products. (Motion Nos. 
215-52 and 215-51). 

On August 20.1985, complainant 
Tandon responded to the motions to 
intervene of the Sankyo and Epson non- 
respondents. 

On August 23.1985, the administrative 
law judge (ALJ) issued an ID allowing 
the Epson and Sankyo non-respondents 
to interrvene for the limited purpose of 
cross-examining the one witness who 
will testify concerning their products 
and adduce evidence showing their 
products are not closely similar or 
identical to the products of the named 
respondents. 

On August 29.1985, the Epson and 
Sankyo non-respondents each filed a 
petition for review of the ID. 
Complainant Tandon filed a response to 
the petitions for review on September 6, 
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1985. No government agency comments 
have been received. 

Copies of the Commission's action 
and order and all other non-confidential 
documents filed in connection with this 
investigation are available for 
inspection during ofFicial business hours 
(8:45 a.m. to 5:15 p.m.) in the Office of 
the Secretary, U.S. International Trade 
Commission, 701 E Street NW., 
Washington. D.C. 204536. telephone 202- 
523-0161 

By order of the Commission. 

Issued: September 26.1985. 

Kenneth R. Mason, 

Secretary. 

|FR Doc. 65-23559 Filed 16-1-65; 8:45 am} 
eniiMO coot 7020 - 02 - m 


I investigation No. 701-TA-249 (Final) 1 

Heavy Iron Construction Castings 
From Braiil 

agency: International Trade 
Qurunisston. 

action: Institution of a final 
countervailing duty investigation and 
scheduling of a hearing to be held in 
connection with the investigation* 

summary: The Commission hereby gives 
notice of the institution of final 
countervailing duty investigation No. 
701-TA-249 (Final) under section 705(b) 
of the Tariff Act of 1930 (19 U.S.C. 
107ld(b)) to determine whether an 
industry in the United States is 
materially injured, or is threatened with 
material injury, or the establishment of 
an Industry in the United States is 
materially retarded, by reason of 
imports from Brazil of heavy iron 
construction castings, 1 provided for in 
item 657.09 of the Tariff Schedules of the 
United States, which have been found 
by the Department of Commerce, in a 
preliminary determination, to be 
subsidized by the Government of 
Rrazile* Commerce will make its final 
subsidy determination in this 
investigation on or before January 6, 

1986, and the Commission will make its 
final injury determination by February 
19.1986 (see sections 705(a) and 705(b) 
of the act (19 U.S.C 1071d(a) and 
lflTld(bl)). 

For further information concerning the 
conduct of this investigation, bearing 
procedures, and rules of general 
application, consult the Commission's 


' For purpose of lh>* mvratigAttoft. ’T>«#vy iron 
"ritrucliofi catting*." are limited to manhole 
«v«n, nn$i and (ramaa, ckunovt covan and 
friunei. and catch twim grates and frAme*. used for 
•t-ninage or arenas purposes for public tstfllry. water 
and Mnlfary system* These articles matt be of cast 
iron, not alloyed, and no! malleable. 


Rules of Practice and Procedure. Part 
207. Subparts A and C (19 CFR Part 207), 
and Part 201, Subpart A through E (19 
CFR Part 201). 

EFFECTIVE DATE: August 12,1985. 

FOR FURTHER INFORMATION CONTACT: 

Brian Walters (202-523-0104), Office of 
Investigations, U.S. International Trade 
Commission. 701 E Street NW.. 

W ashington. DC 20436. Hearing- 
impaired individuals are advised that 
information on this matter can be 
obtained by contacting the 
Commission's TDD terminal on 202-724- 
0002. 

SUPPLEMENTARY INFORMATION: 
Background 

This investigation is being instituted 
as a result of an affirmative preliminary 
determination by the Department of 
Commerce that certain benefits which 
constitute subsidies within the meaning 
of section 701 of the act (19 U.S.C 1671) 
are being provided to manufacturers, 
producers, or exporters in Brazil of 
heavy iron construction castings. The 
investigation was requested in a petition 
filed on May 13.1985. by the Municipal 
Castings Fair Trade Council. In response 
to that petition the Commission 
conducted a preliminary countervailing 
duty investigation and, on the basis of 
information developed during the course 
of that investigation, determined that 
there was a reasonable indication that 
an industry in the United States was 
materially injured by reason of imports 
of the subject merchandise (50 FR 27499. 
July 3,1985. 

Participation in the Investigation 

Persons wishing to participate in this 
investigation as parties must file an 
entry of appearance with the Secretary 
to the Commission, as provided in 
5 201.11 of the Commission's Rules of 
Practice and Procedure (19 CFR 201.11), 
not later than twenty-one (21) days after 
the publication of this notice In the 
Federal Register. Any entry of 
appearance filed after this date will be 
referred to the Chairwoman, who will 
determine whether to accept the late 
entry for good cause shown by the 
person desiring to file the entry. 

Service List 

Pursuant to § 201.11(d) of the 
Commission's rules (19 CFR 201.11(d), 
the Secretary will prepare a service list 
containing the names and addresses of 
all persons, or their representatives, 
who are parties to this investigation 
upon the expiration of the period for 
filing entries of appearance. In 
accordance with ${ 201.16(c) and 207.3 
of the rules (19 CFR 201.16(c) and 207.3), 


each document filed by a party to the 
investigation must be served on all other 
parties to the investigation (as identified 
by the service list), and a certificate of 
service must accompany the document 
The Secretary will not accept a 
document for filing without a certificate 
of service. 

Staff Report 

A public version of the prehearing 
staff report in this investigation will be 
placed in the public record on December 
23. 1985. pursuant to § 207.21 of the 
Commission's rules [19 CFR 207.21)* 

Hearing 

The Commission will hold a hearing in 
connection with this investigation 
beginning at 10:00 a.m. on January 16, 
1986, at the U.S* International Trade 
Commission Building, 701 E Street NW., 
Washington, DC Requests to appear at 
the hearing should be filed in writing 
with the Secretary to the Commission 
not later than the close of business (5:15 
p.m.) on January 6,1986. All persons 
desiring to appear at the hearing and 
make oral presentations should file 
prehearing briefs and attend a 
prehearing conference to be held at 
10:00 a.m. on January 9,1986, in room 
117 of the U.S. International Trade 
Commission Building. The deadline for 
filing prehearing briefs is January 10, 
1986. 

Testimony at the public hearing is 
governed by 5 207.23 of the 
Commission's rules (19 CFR 207.23). This 
rule requires that testimony be limited to 
a nonconfidential summary and analysts 
of material contained in prehearing 
briefs and to information not available 
at the time the prehearing brief was 
submitted. Any written materials 
submitted at the hearing must be filed in 
accordance with the procedures 
described below and any confidential 
materials must be submitted at least 
three (3) working days prior to the 
heuring (see ( 201.6(b)(2) of the 
Commission's rules (19 CFR 201.6{bH2))). 

Written Submissions 

All legal arguments, economic 
analyses, and factual materials relevant 
to the public hearing should be included 
in prehearing briefs in accordance with 
8 207.22 of the Commission's rules (19 
CFR 207.22). Posthearing briefs must 
conform with the provisions of § 207.24 
(19 CFR 207.24) and must be submitted 
not later than the close of business on 
January 23. 1988. In addition, any person 
who has not entered an appearance as a 
party to the investigation may submit a 
written statement of information 
pertinent to the subject of the 
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investigation on or before January 23. 
1980. 

A signed original and fourteen (14) 
copies of each submission must be filed 
with the Secretary to the Commission in 
accordance with { 201.8 of the 
Commission's rules (19 CFR 201.8). All 
written submissions except for 
confidential business data will be 
available for public inspection during 
regular business hours (8:45 a.m. to 5:15 
p.m.) in the Office of the Secretary to the 
Commission. 

Any business information for which 
confidential treatment is desired must 
be submitted separately. The envelope 
and all pages of such submissions must 
be clearly labeled "Confidential 
Business Information." Confidential 
submissions and requests for 
confidential treatment must conform 
with the requirements of ( 201.6 of the 
Commission's rules (19 CFR 201.8). 

Authority 

This investigation is being conducted 
under authority of the Tariff Act of 1930. 
title VII. This notice is published 
pursuant to § 207.20 of the Commission’s 
rules (19 CFR 207.20). 

By order of the Commission. 

Issued: September 24.19H5. 

Kenneth R. Mason. 

Secretary . 

|FR Doc. 85-23561 Filed 10-1-85; 8:45 am| 

BILLING CODE 7020-02-41 


I Investigation No. 603-TA-9) 

Certain Hydrogeneratora From Japan; 
Termination of Investigation 

agency: International Trade 
Commission. 

action: Termination of preliminary 
investigation. 


summary: On April 11,1984, at the 
request of the Office of Unfair Import 
Investigations, the Commission voted to 
institute a pcliminary investigation 
pursuant to section 603 of the Trade Act 
of 1974 (19 U.S.C. 2482) into the possible 
existence of unfair methods of 
competition and unfair acts with respect 
to the importation into the United States 
or in the sale of certain hydrogenerators 
from Japan and the effects, if any. of 
such methods and acts. Notice of this 
investigation was issued on April 13. 
1984. and published in the Federal 
Register on April 18. 1984 (49 FR 15283). 

The investigation, as set forth in the 
notice, was to cover the following 
alleged unfair methods of competition 
and unfair acts: 


1. A combination or conspiracy to 
restrain trade and commerce in the 
United States: 

2. Monopolization, a conspiracy to 
monopolize or attempt to monopolize 
trade and commerce in the United 
States; 

3. A combination or conspiracy in 
restraint of the import trade and 
commerce of the United States; 

4. A combination or conspiracy to 
allocate customers or markets; and 

5. The bidding on and/or sale, either 
individually or in concert, of 
hydrogenerators in the United States at 
predatory prices. 

Having conducted an investigation 
into these matters, and received the 
report and recommendation from the 
Office of Unfair Import Investigations 
with respect thereto, the Commission 
determined tht no further investigatory 
activity need take place at this time. In 
reaching this determination, the 
Commission concluded that the public 
interest factors set forth in 19 CFR 
210.58(a)(2) will be fully safeguarded. 
FOR FURTHER INFORMATION CONTACT: 
Stephen L. Sulzer. Esq., Office of Unfair 
Import Investigations. U.S. International 
Trade Commission, 701 E Street. NW„ 
Washington D.C. 20436. telephone 202- 
523-0419. 

By Order of the Commission. 

Issued: September 23,1985. 

Kenneth R. Mason. 

Secretary. 

(FR Doc. 85-23564 Filed 10-1-85; 8:45 am) 

BILUNG COOC 7020-02-11 


I Investigations Nos. 731-TA-240 and 241 
(Final)) 

Photo Albums and Photo Album Filter 
Pages From Hong Kong and the 
Republic of Korea 

agency: International Trade 
Commission. 

action: Revised schedule for the subject 
investigations. 

EFFECTIVE DATE: September 24.1985. 

FOR FURTHER INFORMATION CONTACT: 

Maria Papadakis (202-523-0439). Office 
of Investigations. U.S. International 
Trade Commission. 701. E Street NW., 
Washington. DC 20436. Hearing- 
imparied individuals may obtain 
information on this matter by contacting 
the Commission's TDD terminal on 202- 
724-0002. 

SUPPLEMENTARY INFORMATION: On July 
16.1985. the Commission instituted the 
subject investigations and established a 
schedule for their conduct (50 FR 31055, 
July 31, 1985). Subsequently, the 


Department of Commerce extended the 
date for its final determinations in the 
investigations from September 23.1985. 
to October 23.1985 (50 FR 36911. 
September 10.1985. and 50 FR 37018, 
September 11,1985). The Commission, 
therefore, is revising its schedule in the 
investigations to conform with 
Commerce's new schedule. 

The Commission's new schedule for 
the investigations is as follows: the 
deadline for filing prehearing briefs is 
October 25.1985: the hearing will be 
held in room 331 of the U.S. 

International Trade Commission 
Building on November 1,1985. the 11:00 
a.m.; and the deadline for filing all other 
written submissions, including 
posthearing briefs, is November 7,1985. 

For further information concerning 
these investigations see the 
Commission's notice of investigations 
cited above and the Commission's Rules 
of Practice and Procedure, Part 207, 
Subparts A and C (19 CFR Part 207), and 
Part 201, Subparts A through E (19 CFR 
Part 201) 

Authority 

These investigations are being 
conducted under authority of the Tariff 
Act of 1930. title VII. This notice is 
published pursuant to § 207.20 of the 
Commission's rules (19 CFR 207.20). 

By order of the Commission. 

Issued: September 24,1985. 

Kenneth R. Mason. 

Secretary’. 

|FR Doc. 85-23560 Filed 10-1-85: 8:45 am| 

BILLING COOC 7020-02-11 


DEPARTMENT OF JUSTICE 

Lodging of Consent Decree Pursuant 
to Clean Water Act; Government of the 
Virgin Islands 

In accordance with Departmcntol 
policy. 28 CFR 50.7. notice is hereby 
given that on September 25.1985. a 
proposed Consent Decree in United 
Statesw The Government of the Virgin 
Islands. Civil Action No. 84-104, was 
lodged with the United States District 
Court of the Virgin Islands. The 
proposed Consent Decree concerns the 
discharge of pollutants from the Virgin 
Islands' ten publicly-owned wastewater 
treatment plants and the Christiansted 
Pumping Station. The proposed Consent 
Decree requires the defendant to 
undertake certain corrective actions, 
prepare and implement a long-term 
compliance plan, and pay a civil penalty 
for past violations of the Clean W'ater 
Act. 
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The Department of Justice will receive 
for a period of thirty (30) days from the 
date of this publication comments 
relating to the proposed Consent Decree, 
Comments should be addressed to the 
Assistant Attorney General of the Land 
and Natural Resources Division. 
Department of Justice. Washington. DC 
20530, and should refer to United States 
v. The Government of the Virgin 
Islands. D.J. Ref. *90-5-1-1-1911. 

The proposed Consent Decree may be 
examined at the Office of the United 
States Attorney, Federal Building and 
U.S. Courthouse. Room 260. Veterans 
Drive. Charlotte Amalie. St. Thomas. 
Virgin Island 00601; at the Caribbean 
Field Office of Region II of the 
Environmental Protection Agency. 
Fernandez Juncos Avenue, Stop 8 ft. San 
|uan, Puerto Rico 00902-0792; and at the 
Environmental Enforcement Section. 
Land and Natural Resources Division of 
the Department of Justice. Room 1517, 
Ninth Street and Pennsylvania Avenue, 
NW., Washington, DC 20530. A copy of 
the proposed Consent Decree may be 
obtained in person or by mail from the 
F.nvironmental Enforcement Section. 
Land and Natural Resources Division of 
the Department of Justice at the above 
address. In requesting a copy, please 
tnclose a check in the amount of $17.30 
payable to the Treasurer of the United 
States, to cover the cost of reproduction. 
F Henry Habicht II, 

A distant Attorney General. Land and 
Natural Resources Division. 

|FR Doc. 85-23543 Filed 10-1-86; 8:45 am] 

B4.UMQ COOC 4410-01-41 


Lodging of Consent Decree Pursuant 
to Clean Air Act; Damba Corp. N.V. 

In accordance with Departmental 
policy. 28 CFR 50.7 notice is hereby 
given that on September 23.1985 a 
proposed Consent Decree in United 
States v. Damba Corp., N. V.. Civil 
Action No. 8S-C-746 was lodged with 
the United States District Court for the 
District of Colorado. The complaint filed 
by the United States alleged violations 
of the Clean Air Act by the defendants 
due to failure to comply with the 
National Emission Standard for 
Hazardous Air Pollutants (NESHAP") 
for asbestos, at an asbestos renovation 
operation located at 28y* Road and 
North Avenue in Grand Junction, 
Colorado, otherwise known as the 
Eastgate Shopping Center. The 
complaint sought civil penalties and 
injunctive relief. The Consent Decree 
provides that defendants will pay civil 
penalty of FIFTY TIIOUSAND 
DOLLARS ($50,000) and the defendant 


contractors will comply with asbestos 
NESHAPs provisions for one year. 

The Department of Justice will receive 
for a period of thirty (30) days from the 
date of this publication comments 
relating to the proposed Consent Decree. 
Comments should be addressed to the 
Assistant Attorney General of the Land 
and Natural Resources Division. 
Department of Justice, Washington. DC 
20530, and should refer to United States 
v. Damba Corp.. N. V.. D.J. Ref. 90-5-2- 
1-779. 

The proposed Consent Decree may be 
examined at the office of the United 
States Attorney, 1961 Stout Street. Suite 
1200, Federal Office Building. Denver, 
Colorado 80294 and at the Region VIII 
Office of the Environmental Protection 
Agency. 999 Eighteenth Street. Denver, 
Colorado 80202. Copies of the Consent 
Decree may be examined at the 
Environmental Enforcement Section, 
Land and Natural Resources Division of 
the Department of Justice, Room 1517, 
Ninth Street and Pennsylvania Avenue. 
NW.. Washington, DC 20530. A copy of 
the proposed Consent Decree may be 
obtained in person or by mail from the 
Environmental Enforcement Section, 
Land and Natural Resources Division of 
the Department of Justice. To request a 
copy of the Consent Decree, please 
enclose a check in the amount of $1.80 
(10 cents per page reproduction cost) 
payable to the Treasurer of the United 
States. 

F. Henry Mibicht II. 

Assistant Attorney General. Land and 
Natural Resources Division. 

|FR Doc. 85-23535 Filed 10-1-85 8:45 am) 

BILLING COOC 44*0-01-41 


Lodging of a Proposed Consent 
Decree Pursuant to the Clean Air Act; 
Cabot Corp. and Hotco Insulation Co. 

In accordance with Departmental 
Policy. 28 CFR 50.7 notice is hereby 
given that on September 17.1985, a 
proposed Consent Decree in United 
States v. Cabot Corporation and Hotco 
Insulation Co.. Civil Action No. 84- 
0743(L) (W.D.La,), was lodged with the 
United States District Court for the 
Western District of Louisiana. The 
proposed Consent Decree requires 
Cabot Corporation und Hotco Insulation 
Co. to comply with the National 
Emission Standard for Hazardous Air 
Pollutants for asbestos promulgated 
under the Clean Air Act in conducting 
demolition or renovation activities 
involving asbestos materials, and to pay 
civil penalties for past violations. 

The Department of Justice will receive 
for a period of thirty (30) days from the 
date of this publication comments 


relating to the proposed Consent Decree. 
Comments should be addresssed to the 
Assistant Attorney General of the Land 
and Natural Resources Division, 
Department of Justice. Washington. D.C. 
20530, and should refer to the United 
States v. Cabot Corporation and Hotco 
Insulation Co.. Civil Action No. 84- 
0743(L) (W.D.La.). D.J. Ref. 90-5-2-1-658. 

The proposed Consent Decree may be 
examined at Office of the United States 
Attorney. United States Courthouse and 
Federal Building. Room 305, 705 
Jefferson Street. Lafayette, Louisiana 
70501 and at the Region VI Office of the 
Environmental Protection Agency, 
InterFirst Two Building, 1201 Elm Street, 
Dallas, Texas 75270. Copies of the 
Consent Decree may be examined at the 
Environmental Enforcement Section. 
Land and Natural Resources Division of 
the Department of Justice. Room 1517, 
Ninth and Pennsylvania Avenue. NW.. 
Washington. DC 20530. A copy of the 
proposed Consent Decree may be 
obtained in person or by mail from the 
Environmental Enforcement Section. 
Land and Natural Resources Division of 
the Department of Justice. 

F. Henry Hubicht. II, 

Assistant Attorney General. Land and 
Natural Resources Division. 

(FR Doc. 85-23533 Filed 10-1-85: 8:45 um| 

BILLING COOC 4410-01-44 


Federal Bureau of Prisons 

Intent To Prepare a Draft 
Environmental Impact Statement 
(DEIS) for the Construction of a 
Federal Correctional Facility, Polk- 
Yamhill County Vicinity, State of 
Oregon 

agency: Federal Bureau of Prisons. 
Justice. 

action: Notice of intent to prepare a 
draft environmental impact statement 
(DEIS). 


summary: 

1. Proposed Action. The U.S. 
Department of Justice. Federal Bureau of 
Prisons has determined that a new 
medium security Federal Correctional 
Institution with an adjacent minimum 
security Federal Prison Camp is needed 
in the Northwestern United States. 
Several sites are currently being 
evaluated near Sheridan-Willamina, 
Oregon. The proposal calls for the initial 
construction of a minimum security 
camp housing as many as 250 inmates. 
The second phase of the development 
would consist of an adjacent 500-bed 
facility to house medium security 
inmates. Approximately 220 total acres 
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would be required for road access and 
parking, inmate housing, administration 
space, program areas and service/ 
support facilities for the t%vo facilities. In 
addition, exercise areas and an 
adequate natural buffer zone around the 
entire property would be included In the 
required acreage. 

2. In the process of evaluating the 
specific site, the following subjects will 
receive a detailed examination: Water 
and sewage, wetlands, threatened and 
endangered species, cultural resources, 
unique and prime farmlands, and varied 
socioeconomic issues. 

3. Alternatives . In developing the 
DEIS, the options of no action and 
alternative sites for the proposed 
facilities will be fully and thoroughly 
examined. 

4. Scoping Process . A number of 
meetings have already been held with 
local officials and interested citizens. 
Additional meetings including at least 
one public meeting will be held once a 
specific site is identified. A formal 
public hearing will be held after the 
publication of the DEIS. 

5. DEIS Preparation , The DEIS should 
be available for public review and 
comment in the fall of 1985. 

8. Address. Quetions concerning the 
proposed action and the DEIS should be 
addressed to: 

fim Jones. Site Acquisition Coordinator 

of Jon Irw in. Project Manager, 

Facilities Development and 

Operations, U.S. Bureau of Prisons. 

320 First Street, NW., Washington. DC 

20534, Telephone: (202) 272-6871. 

Dated: September 27.1985. 

Loy S. Hayes. 

Chief. Office of Facilities Development and 
Operations, Fetlenal Bureau of Prisons , 
Department of fustice. 

|FR Doc. 85-23573 Filed 10-1-85: 8:45 «m( 

OfUJNG COOC 4410-OS-M 


NATIONAL ARCHIVES AND RECORDS 
ADMINISTRATION 

Records Schedules 

agency: Office of Records 
Administration. National Archives and 
Records Administration. 
action: Notice of availability of 
proposed records schedules: request for 
comments. 

summary: The National Archives and 
Records Administration (NARA) 
publishes a notice at least once monthly 
of all agency records schedules 
(requests for records disposition 
authority) which include records 
proposed for disposal. The first notice 
was published on April 1, 1985. Records 


schedules identify records of continuing 
value for eventual preservation in the 
National Archives of the United States 
and authorize agencies to dispose of 
records of temporary value. NARA 
invites public comment on proposed 
records disposals as required by 44 
U.S.C. 3303a(a). 

date: Comments must be received in 
writing on or before December 2.1985. 

address: Address comments and 
requests for single copies of schedules 
identified in this notice to the Records 
Appraisal and Disposition Division 
(NTR), National Archives and Records 
Administration. Washington. DC 29408. 
Requestors must cite the control number 
assigned to each schedule when 
requesting a copy. The control number 
appears in parenthesis immediately 
after the title of the requesting agency. 
Copies of the schedules are also 
available for public inspection during 
the comment period at the Office of the 
Federal Register, Room 8491,1100 L 
Street. NW. Washington. DC 20408. 

SUPPLEMENTARY INFORMATION: Each 
year U.S. government agencies create 
billions of records in the form of paper, 
film, magnetic tape, and other media. In 
order to control the accumulation of 
records. Federal agencies prepare 
records schedules which specify w hen 
the agency no longer needs them for 
current business and what happens to 
the records after the expiration of this 
period. Destruction of the records 
requires the approval of the Archivist of 
the United States, which is based on a 
thorough study of their potential value 
for future use. A few schedules are 
comprehensive: they list all the records 
of an agency or one of its major 
subdivisions. Most schedules cover only 
one office, or one program, or a few 
series of records, and many arc updates 
of previously approved schedules. 

The monthly public identifies the 
Federal agencies and their appropriate 
subdivisions requesting disposition 
authority, includes a control number 
assigned to each schedule, and briefly 
identifies the records scheduled for 
disposal. The complete records schedule 
contains additional information about 
the records and their disposition. 
Additional information about the 
disposition process will be furnished 
with each copy of a records schedule 
requested. 

Schedules Pending Approval: 

1. U.S. Department of Agriculture. 
Animal and Plan Health Inspection 
Service (NCI 1-463-85-1). Paper and 
microfilm copies of case files relating to 


investigations of animal quarantine 
violations. 

2. Department of the Army, Office of 
the Adjutant General (NC1-AU-85-15). 
Records concerning the administration 
of the quality of life program and 
installation compliance with program 
standards. 

3. Department of the Army. Office of 
Adjutant General (NCl-AU-85-45). 
Records relating to unsatisfactory 
subsistence, including unsatisfactory 
material reports, narrative reports, and 
correspondence. 

4. Department of the Army. Office of 
Adjutant General (NCl-AU-85-69). 
Records relating to quarters 
terminations, including termination 
notices, communications with U.S. 
attorneys, and similar documents. 

5. Department of the Army. Office of 
Adjutant General (NCl-AU-85-71). 
Records relating to veterinary sanitation 
inspection of animal facilities, including 
reports and correspondence. 

6. Department of Health and Human 
Services. Social Security Administration 
(NCl-47-85-3). Revision of disposition 
standards for Title XVI Claims Case 
Files. 

7. Department of Justice. Immigration 
and Naturalization Serv ice (NCl-85-85- 
1). Records relating to the operation of 
the Student/Schools System, including 
forms (hard copy and microfilm) and 
machine-readable database. 

8. Department of Labor. Office of 
Pension and Welfare Benefit Programs 
(NCI-317-85-2). Case files and 
reference files relating to the 
implementation of the compliance with 
the Employee Retirement Income 
Security Act of 1974. 

9. Office of Personnel Management 
(NCI-146-83-7). Records relating to thv 
administration of the Senior Executive 
Service and F.xecutive Assignment 
System. 

10. Department of the Treasury, 
Internal Revenue Service, Facilities 
Management Division. (NCl-58-85-14) 
Form 6522, VITA Assistance Card, of the 
Tax Assistance Program and Form 6177, 
General Assistance Program 
Determination of the General Assistance 
Program, both maintained by the 
Taxpaper Service Activity. 

Dated: September 24.1985. 

Frank G. Burke. 

Acting Archivist of the United States. 

|FR Doc. 85-23402 Filed 19-1-85: 845 ami 

OILUMG COOC 7Stt-4f-* 
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NATIONAL SCIENCE FOUNDATION 

President s Committee on the National 
Medal of Science; Meeting 

In accordance with the Federal 
Advisory Committee Act. Pub. L 92-463. 
as amended, the National Science 
Foundation announces the following 
meeting: 

Name: President's Committee on the 
National Medal of Science. 

Dote: Friday. October 25.1985 
Time: 9 a.m. to 5 p.m. 

Place: Room 520, National Science 
Pundation. 1800 C Street. NW., Washington. 
DC 20550. 

Type of Meeting: Closed. 

Contact Pci son: Dr. Mury E Clutter. 
Executive Secretary of the President’s 
Committee on the National Medal of Science. 
National Science Foundation. Washington. 

DC 20550. Telephone: 202/357-0443. 

Purpose of Meeting* To provide advice and 
recommendations to the President in the 
selection of the National Medal of Science 
recipients. 

Agenda: To review nominations, with 
supporting documentation, as part of the 
selection process for the Meduls. 

Reason for Closing: The nominations being 
reviewed include information of a personal 
nature where disclosure would constitute 
unwarranted invasions of personal privacy. 
These matters are within exemption 8 of 5 
U S.C. 5&2b(c), Government in the Sunshine 
Ar.L 

Authority To Close Meeting: The 
^termination made on September 22.1985 
by the Director of the National Science 
Foundation pursuant to the provisions of 
section 10(d) of Pub. L 92-483. 

M. Rebecca Winkler, 

CnmmiUee Management Officer. 

September 27,1985. 

[FR Doc. 85-23517 Filed KM-85: 8:45 am) 

P LUNO coot T 65 V- 01 -M 


NUCLEAR REGULATORY 
COMMISSION 

[Docket No. 50-249) 

Commonwealth Edison Co. (Dresden 
Nuclear Power Station, Unit No. 3); 
Exemption 

I. 

Commowealtb Edison Company 
(CF.Co) (the licensee) is the holder of a 
Facility Operating License No. DPR-25 
which authorir.es operation of the 
Dresden Nuclear Power Station, Unit 
No. 3 (the facility). This license 
provides, among other things, that the 
facility is subject to ail rules, regulations 
nnd Orders of the Nuclear Regulatory 
Commission (the Commission) now or 
hereafter in effect. 


The facility is a boiling water reactor 
located at the licensee's site in Grundy 
County, Illinois. 

n. 

By letter dated August 28,1985, CECo 
requested an exemption from the 
requirements of Appendix J. 10 CFR Part 
50. Sections 111.0.2(a) and IU.D.3 so that 
the required two year test interval 
between type B and C testing of certain 
valves, vents, drains, sumps and 
penetrations, which maintain 
containment integrity at design basis 
accident conditions, can be extended for 
30 days to conform with the start of the 
next refueling outage for Dresden Unit 3. 

Dresden Unit 3 shut down for Us 
Cycle 9 refueling outage on September 
30.1983. The required Appendix J, type 
B and C, local leak rate testing 
commenced on September 30.1983 and 
continued through March 1984. The unit 
was originally scheduled to shut down 
for its Cycle 10 refueling outage in the 
Spring of 1985. This would have allowed 
the Type B and C testing to be 
completed during the required 2 year 
interval. However, damage to the High 
Pressure Turbine rotor during initial 
startup attempts in the Spring of 1984 
extended the outage by approximately 4 
months to July 24.1984. Due to this 
unanticipated outage extension and 
other considerations, the shutdown for 
Cycle 10 refueling has been delayed to 
October 26,1985. This will result in 
extending the 2 year test interval 
required by Appendix J for Type B and 
C tests about 30 days. 

Because of the aforementioned outage 
extension, the operational period of 
Dresden 3 between its startup for Cycle 
9 (July 24. 1984) and the scheduled 
October 26,1985 shutdown 
(approximately 15 months) will be less 
than the normal 18 month cycle. The 
normal end-of-cyde coostdown period 
to the Technical Specification limit of 45 
percent power is approximately 3Vt 
months. Dresden 3 started coastdown in 
the middle of August 1965 and. thus, the 
October 26.1985 shutdown would mean 
a coastdown period of approximately 
2^4 months. Therefore, the operational 
challenge to the components required to 
be given the Type B and C tests within 
the 2 year interval required by Appendix 
J has, even with the proposed 30 day 
extension, been less than usually occurs 
during (be 2 year interval. Based on 
these circumstances and reduced power 
levels. Ihe staff believes that a 
significant safety margin still exists for 
these components. 

Accordingly, in view of the above 
analysis, the staff concludes that the 
likelihood of these components failing at 
design basis accident conditions during 


the additional 30 days is remote and 
that offsite doses during such an event 
will be within the values previously 
analyzed and found acceptable. 
Therefore, a one-time exemption from 
the requirements of Sections lll.D.2(a) 
and 11J.D.3 of Appendix J to 10 CFR Part 
50 is justified and should be granted. 

UI. 

Accordingly, the Commission has 
determined that, pursuant to 10 CFR 
50.12, this exemption is authorized by 
law and will not endanger life or 
property or the common defense and 
security, and is otherwise in the public 
interest, and hereby grants an 
exemption as described in Section II 
above from Sections 111.0.2(a) and 1I1.D.3 
of Appendix J to the extent that the 2 
year interval for performing Type B 
tests, except for air locks, and Type C 
tests may be extended for 30 days, on a 
one-time basis only, for Dresden Unit 
No. 3. 

Pursuant to 10 CFR 51.32, the 
Commission has determined that the 
granting of this Exemption will have no 
significant impact on the environment 
(September 25.1985, 50 FR 38908). 

ThiB Exemption is effective upon 
issuance. 

Dated at Billhead*. Maryland, this 26th day 
of September 1985. 

For the Nudear Regulatory Commission. 
Frank |. Miragtta. 

Deputy Director. Division of Licensing. Office 
of Nuclear Reactor Regulation. 

(FR Doc. 85-23512 Filed 10-1-85; 8:45 «m| 

B&UHG COOf 7S90-01-*! 


(Docket No. 50-333 J 

Power Authority of the State of New 
York (James A. FiUPatrick Nuclear 
Power Plant); Exemption 

1. 

The Power Authority of the State of 
New York (PASNY/the licensee) Is the 
holder of Facility Operating License No. 
DPR-59 which authorizes the licensee to 
operate the James A. FitzPatrick Nudear 
Power Plant (the facility) at power levels 
not in excess of 2436 megawatts 
thermal. The facility is a boiling water 
reactor (BWR) located at the licensee's 
site in Oswego County, New York. The 
license provides, among other things, 
that it is subject to all rules, regulations 
and Orders of the Commission now or 
hereafter in effect, 

11 . 

Paragraph UI.D.2(b)(ii) of Appendix J 
to 10 CFR Part 50 requires that airlocks 

opened during periods when 
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containment integrity is not required by 
the plant's Technical Specifications, 
shall be tested at the end of such 
periods at not less than P* (the 
calculated peak containment internal 
pressure related to the design basis 
accident). The licensee, in its letter of 
May Z 1985. has requested an 
exemption from the requirements of 
Paragraph UI.D.2(b)(ii) of Appendix J. 
The licensee proposes to conduct a sea) 
test, in lieu of the entire airlock test, 
following a period during which 
containment integrity is not required by 
the plant's Technical Specifications and 
no maintenance has been performed on 
the airlock that could affect its sealing 
capability. The seal test would be 
conducted at P, (45 psig) with a leakage 
limit of 120 SCFD and would require 
approximately 30 minutes to conduct. 
The licensee has provided the following 
discussion to support its request. 

The existing airlock doors are 
designed so that a full pressure test of 
an entire airlock at P. can only be 
performed after strong backs (structural 
bracing) have been installed on the 
inner door. Strong backs are required 
because the pressure exerted on the 
inner door during the test is in a 
direction opposite to the pressure 
direction following a postulated 
accident and the locking mechanisms 
are not designed to withstand reverse 
forces associated with pressures on the 
order of P.. 

Installation of the strong backs muBt 
commence approximately 24 hours prior 
to the need to establish containment 
integrity. During this 24-hour period, 
approximately 1 hour is required to 
inspect the door seal and door seat 
surfaces; 3 hours are required to install 
strong backs; and 16 to 20 hours are 
required to pressurize the airlocks to 45 
psig and troubleshoot. This could 
effectively delay plant startup by up to 
24 hours. 

The periodic 6-month leak te9t of 
Paragraph lil.D.2fb)(i) and the 3-day test 
requirements of Paragraph III.D.2(b)(iii) 
provide assurance that the airlock will 
not leak excessively due to its being 
opened during cold shutdown or 
refueling, assuming that no maintenance 
has been performed on the airlock. 

We have evaluated the licensee's 
requested exemption from Paragraph 
lII.D.2(b)(ii). Whenever the plant is in 
cold shutdown (Mode 4) or refueling 
(Mode 5). containment integrity is not 
required. However, if an airlock is 
opened during Modes 4 and 5, Paragraph 
Ill.D.2(b)(ii) of Appendix | requires that 
an overall airlock leakage test at not 
less than P. be conducted prior to plant 
heatup and startup (i.e . entering Mode 
3). 


The required 6-month test of 
Paragraph Ill.D.2(b)(i) and the test of 
Paragraph lII.D.2(b)(iii) will provide 
assurance that the airlock leakage rate 
will not be increased as a result of 
airlock openings in Mode 4 or Mode 5. 
provided no maintenance has been 
performed on the airlock. 

Accordingly, the staff concludes that 
the licensee may substitute the seal 
leakage test of Paragraph HI.D.2(b)(iii) 
for the full pressure test of Paragraph 
III D.2(b)(ii) when no maintenance has 
been performed on an airlock. 

Whenever maintenance has been 
performed on an airlock, the 
requirements of Paragraph IU.D.2(b)(ii) 
must still be met by the licensee. 

Therefore, an exemption from the 
requirements of Paragraph IU.D.2(b)(ii) 
of Appendix J. following normal door 
opening during periods when 
containment integrity is not required 
and maintenance has not been 
performed on the airlock, is justified and 
acceptable for the James A. FitzPatrick 
Nuclear Power Plant. 

III. 

Accordingly, the Commission has 
determined that, pursuant to 10 CFR 
50.12(a). the exemption requested by the 
licensee's letter of May 2,1985. is 
authorized by law and will not endanger 
life or property or the common defense 
and security, and is otherwise in the 
public interest. The Commission hereby 
grants to the licensee an exemption from 
the requirements of Paragraph 
lUD.2(b)(ii) of Appendix J to 10 CFR 
Part 50 to the extent that the licensee 
may substitute the seal leakage test 
specified in Paragraph Ul.D.2(b)(iii), for 
the full pressure test specified in 
Paragraph Hl.D.2(b){ii), prior to restoring 
containment integrity after periods 
when containment integrity is not 
required, and airlock doors have been 
opened but no maintenance has been 
performed on the airlocks. 

Pursuant to 10 CFR 51.32. the 
Commission has determined that the 
issuance of the exemption will have no 
significant impact on the environment 
(50 FR 37736). 

This Exemption is effective upon 
issuance. 

Dated ot Bethesda. Maryland, this 18th day 
of September 1985. 

For the Nuclear Regulatory Commiusion. 
Hugh L Thompton. Jr.. 

Director. Division of Licensing, Office of 
Nuclear Reactor Regulation. 

|FR Doc. 85-23511 Filed 10-1-85; 8:45 am) 
BILLING coot 7590-01-tf 


Health Effects Models for Accident 
Consequence Assessment; Meeting 

agency; Nuclear Regulatory 
Commission. 

action: Notice of Meetings (2), 

summary; The NRC staff will hear 
presentations by Its contractor. Sandia 
National Laboratories, and Sandia’s 
sub-contractor. Harvard University 
School of Public Health, regarding 
results of research on models for 
estimating potential consequences of 
accidents at nuclear power plants. 

These presentations are open to the 
public 

DATE AND times: Thursday. October 10. 
1985. 9:00 to 11:30 a.m. and 1:00 to 3:30 
p.m. 

adoress: Phillips Building. 7920 Norfolk 
Avenue, Room P-118, Bethe&da. 
Maryland. 

for further information contact: 

James A. Martin. (301) 443-7625. 
supplementary information: Harvard 
University will present its revised health 
effects models in the morning session; 
these models are discussed in NUREG/ 
CR-4214, “Health Effects Model for 
Nuclear Power Plant Accident 
Consequence Analysis." July 1985. In the 
afternoon session Sandia National 
Laboratories will discuss accident 
consequence modeling in general, 
including sensitivities to health effects 
models. 

These will be information 
presentation meetings for the NRC staff 
Because of time constraints, 
opportunities for discussion will be 
limited. Persons other than NRC staff 
and contractor representatives will be 
permitted to participate in the 
discussions only as time will allow. 
Attendees will be requested to register 
at the meeting. 

Dated at Rockville. Mary land, this 28 day 
of September 1985, 

For the Nuclear Regulatory* Commission 

Frank P. Gillespie, 

Director. Division of Risk Analysis and 
Operations. Office of Nuclear Regulatory 
Research. 

|FR Doc 85-23510 Filed 10-1-85; 8:45 am) 

BILLING COOC 7590-01-41 


Advisory Committee on Reactor 
Safeguards; Procedures for Meetings 

Background 

Procedures to be followed with 
respect to meetings conducted pursuant 
to the Federal Advisory Committee Act 
by the Nuclear Regulatory Commission j* 
Advisory’ Committee on Reactor 











Federal Register / Vol. 50, No. 191 \ Wednesday. October 2, 1985 / Notices 


40249 


Safeguards, which were published 
October 3.1984 (49 FR 39122). are 
renewed by this notice. These 
procedures arc set forth in order that 
they may be incorporated by reference 
in future individual meeting notices. 

The Advisory Committee on Reactor 
Safeguards (ACRS) is an independent 
group established by Congress to review 
and report on each application for a 
construction permit and on each 
application for an operating license for a 
nuclear power reactor facility and on 
certain other nuclear safety matters. The 
Committee's reports become a part of 
the public record. Although ACRS 
meetings are ordinarily open to the 
public and provide for oral or written 
statements from members of the public 
to be considered as a part of the 
Committee's information gathering 
procedure, they are not adjudicatory 
hearings such as are conducted by the 
Nuclear Regulatory Commission's 
Atomic Safety and Licensing Board as 
part of the Commission's licensing 
process. ACRS reviews do not normally 
encompass matters pertaining to 
environmental impacts other than those 
pertaining to radiological safety. ACRS 
full Committee and Subcommittee 
meetings are conducted in accordance 
with sections 29 and 182b. of the Atomic 
Energy Act (42 U.S.C. 2039. 2232b.). 

General Rules Regarding ACRS 
Meetings 

An agenda is published in the Federal 
Register for each full Committee meeting 
and for each Subcommittee meeting 
which is partially or fully open to public 
attendance. Practical considerations 
may dictate some alterations in the 
agenda. The Chairman of the Committee 
or Subcommittee which is meeting is 
empowered to conduct the meeting in a 
manner that, in his judgment, will 
facilitate the orderly conduct of 
business, including provisions to carry 
uver an incomplete session from one 
day to the next. 

With respect to public participation in 
ACRS meetings, the following 
requirements shall apply: 

(a) Persons wishing to submit written 
statements regarding the agenda items 
may do so by providing a readily 
reproducible copy at the beginning of 
the meeting. W hen meetings are held at 
locations other than Washington, DC 
reproduction facilities are usually not 
available. Accordingly. 15 additional 
copies should be provided for use at 
such meetings. Comments should be 
limited to safety-related areas within the 
Committee's purview. 

Persons desiring to mail written 
comments may do so by sending a 
readily reproducible copy addressed to 


the Designated Federal Official 
specified in the Federal Register notice 
for the individual meeting in care of the 
ACRS. NRC, Washington, DC 20555. 
Comments postmarked no later than one 
calendar week prior to a meeting will 
normally be received in time for 
reproduction, distribution, and 
consideration at the meeting. 

(b) Persons desiring to make an oral 
statement at the meeting should make a 
request to do so prior to the beginning of 
the meeting, identifying the topics and 
desired presentation time so that 
appropriate arrangements can be made. 
The Committee will receive oral 
statements on topics relevant to its 
purview at an appropriate time chosen 
by the Chairman. 

(c) Further information regarding 
topics to be discussed, whether a 
meeting has been cancelled or 
rescheduled, the Chairman's ruling on 
requests for the opportunity to present 
oral statements and the time allotted 
therefor can be obtained by a prepaid 
telephone call, on the working day prior 
to the meeting, to the Office of the 
Executive Director of the Committee 
(telephone: 202-834-3265. ATTN: the 
Designated Fedeal Official specified in 
the Federal Register Notice for the 
meeting) between 8:15 a.m. and 5*30 
p.m., Washington. DC time. 

(d) Questions may be asked only by 
ACRS Members. Consultants, and Staff. 

(e) The use of still motion picture and 
television cameras, the physical 
installation and presence of which will 
not interfere with the conduct of the 
meeting, will be permitted both before 
and after the meeting and during any 
recess. The use of such equipment will 
be allowed while the meeting is in 
session at the discretion of the 
Chairman to a degree that is not 
disruptive to the meeting. When use of 
such equipment is permitted, 
appropriate measures will be taken to 
protect proprietary or privileged 
information which may be in documents, 
folders, etc., being used during the 
meeting. Recordings will be permitted 
only during those sessions of the 
meeting when a transcript is being kept. 

(f) A copy of the transcript of the open 
portions of the meeting where factual 
information is presented will be 
available at the NKC Public Document 
Room, 1717 H Street. NW, Washington. 
DC 20555, for inspection within one 
week following the meeting. A copy of 
the minutes of the meeting will be 
available at the same location on or 
before three months following the 
meeting. Copies may be obtained upon 
payment of appropriate charges. 


Special Provisons When Proprietary 
Sessions Are To Be Held 

If it is necessary to hold closed 
sessions for the purpose of discussing 
matters involving proprietary 
information, persons with agreements 
permitting access to such information 
may attend those portions of ACRS 
meetings where this material is being 
discussed upon conformation that such 
agreeemnts arc effective and relate to 
the material being discussed. 

The Executive Director of the ACRS 
should be informed of such an 
agreement at least three working days 
prior to the meeting so that it can be 
confirmed and a determination made 
regarding the applicability of the 
agreement to the material that will be 
discussed during the meeting. The 
minimum information provided should 
include information regarding the date 
of the agreement, the scope of material 
included in the agreement the projector 
projects involved, and the names and 
titles of the persons signing the 
agreement Additional information may 
be requested to identify the specific 
agreement involved. A copy of the 
executed agreement should be provided 
to the Designated Federal Official prior 
to the beginning of the meeting. 

Dated: September 25,1985. 

John C. Hoyle. 

Advisory Committee Management Officer . 
[FR Doc. 85-23549 Filed 10-1-85; 8:45 am) 
SIU1MO COOC 75*0-01-U 


Advisory Panel for the 
Decontamination of Three Mile Island 
Unit 2; Meeting 

Notice is hereby given pursuant to the 
Federal Advisory Committee Act that 
the Advisory Panel for the 
Decontamination of Three Mile Island 
Unit 2 (TM1-2) will be meeting on 
October 18.1985 from 7:00 PM to 10*» 
PM at the Lancaster Council Chambers. 
Public Safety Building. 201 N. Duke 
Street, Lancaster. PA 17603. The meeting 
will be open to the public. 

At this meeting the Panel will receive 
a presentation on the results of health 
studies relating to the March 28,1979 
TM1-2 accident by Dr. H. Arnold Muller, 
Pennsylvania State Health Secretary. 
The Panel will also receive a status 
report on the progress of the cleanup 
from General Public Utilities Nuclear 
Corporation. Members of the public will 
be given the opportunity to address the 
Panel. 

Further information on the meeting 
may be obtained from Dr. Michael T. 
Masnik, Three Mile Island Program 
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Office. U S. Nuclear Regulatory 
Commission. Washington. DC 20555. 
telephone 301/492-7466. 

Dated September 28.1985. 

|ohn C. Hoyle, 

Advisory Committee Management Officer. 
|FR Doc. 85-23548 Filed 10-1-85; 8:45 am] 

BILLING COOC 7590 01 M 


OFFICE OF THE UNITED STATES 
TRADE REPRESENTATIVE 

Determination Not to Initiate an 
Investigation Under Section 301; 

Roses Inc. 

On August 5,1985, Roses. Inc. filed a 
petition under sec. 301 of the Trade Act 
of 1974, as amended (19 U.S.C. 2411) 
(hereafter the “Act'*) alleging that the 
acts, policies, and practices of the 
European Communities (EC), the 
Netherlands. Colombia, Mexico. 
Guatemala. Costa Rica, the Dominican 
Republic and Israel are unjustifiable, 
unreasonable and discriminatory and 
burden and restrict U.S. commerce. The 
petition also alleges that such acts, 
policies and practices are inconsistent 
with, or deny benefits under the General 
Agreement on Tariffs and Trade (GATT) 
or the Agreement on the Interpretation 
and Application of Articles VI, XVI and 
XXIII of the General Agreement on 
Tariffs and Trade (the Subsidies Code). 
The petition claims that the effect of 
these practices is to limit U.S. exports of 
fresh cut roses and to increase imports 
in the U.S. both directly and as a result 
of diversion to the United States of third 
country exports. 

On September 19, the United States 
Trade Representative determined not to 
initiate an investigation. The reasons for 
this determination are based on the 
following factors; (1) Several of the 
alleged unfair practices named in the 
petition had been terminated or were 
found not to exist; (2) several of the 
practices had already been dealt with in 
the context of countervailing duty 
investigations; (3) many of the 
allegations of unfair practices were not 
sufficiently supported by information in 
the petition; and (4) the petition did not. 
with respect to several allegations, 
adequately demonstrate the burden to 
U.S. commerce or the causal link 
between the alleged practice and effect. 
Where the decision not to initiate is 
based on the latter two factors, it is 
without prejudice to the right of the 
petitioner to re-file when adequate 
information is developed. The petitioner 
has been advised that USTR is willing to 
provide assistance in obtaining 


information about the alleged foreign 
practices. 

More detailed reasons for this 
determination are set forth below with 
respect to each country named in the 
petition; 

The EC 

The petition alleges that the EC 
maintains non-tariff barriers to imports 
of fresh cut roses which result in the 
diversion to the U.S. market of third 
country exports which would otherwise 
be exported to the EC. The petition also 
alleges that these barriers have 
adversely affected U.S. exports to the 
EC. 

The specific practices alleged in the 
petition include (1) maintenance of an 
import surveillance system which 
restricts imports; (2) control of the 
market through Dutch auction houses 
which have entered into agreements 
with Colombia and Israel to control 
imports of roses; (3) provision of 
domestic subsidies to rose producers in 
the EC in violation of the Subsidies 
Code; and (4) excessive fumigation and 
improper handling of imported roses. 

USTR found that these allegations 
werc^ither Unfounded or inadequately 
supported by information in the petition. 
The surveillance system referred to by 
the petitioner, which has been in effect 
in vurious forms since 1975, requires 
importers to obtain an import license. 
The requirement of an import license is 
not. of itself, a restriction on imports. 

The petition does not allege any case in 
which the EC rejected an application for 
an import license or imposed restrictions 
on imports of fresh-cut roses as a result 
of its surveillance system. 

With regard to the second allegation, 
the petition presents no evidence that 
the EC. in fact, controls the Dutch 
auction houses, directly or indirectly or 
that it sanctions any arrangements that 
the houses make with respect to the sale 
of imported roses. The same is true for 
the government of the Netherlands. Nor 
is there any evidence that the 
governments of Colombia or Israel are 
party to any agreements to restrict 
exports. The petition claims that the 
auction houses are government- 
sponsored or regulated but presents no 
evidence to support this claim. Indeed. 

• the petition acknowledges that the 
auction houses are run by grower 
cooperatives, not the government. 
Moreover, roses imported in the EC are 
not required to be sold through auction 
houses. This is simply a method 
developed by Dutch flower growers, for 
bringing buyers and sellers together. 
Indeed, only a small percentage of roses 
imported into the EC are sold through 
the Dutch auction houses. 


With regard to the third allegation, the 
petition does not contain evidence to 
support its claim that the named 
benefits arc in fact received by rose 
growers in the EC. Nor does it quantify 
the value of the benefits. Domestic 
subsidies are permitted under Art, 8 of 
the Subsidies Code unless they cause 
serious prejudice. The petition does not 
contain sufficient evidence of serious 
prejudice and contains no evidence that 
substantiates a causal linkage between 
U.S. or other countries* export 
performance to the EC and the alleged 
subsidies. 

Similarly, the petition does not 
provide any detailed information as to 
the alleged fumigation of. and delays in 
handling, rose imports. There is no 
statement as to the frequency of these 
occurrences or of the quantify of goods 
affected. 

The Netherlands 

The petition alleges that the 
government of the Netherlands confers 
domestic subsidies in violation of the 
Subsidies Code which result in the 
displacement of U.S. exports to Canada, 
the reduction of U.S. exports to Europe 
and an increase in Dutch exports to the 
U.S. It also alleges that the Netherlands 
has, through the activities of the auction 
houses, restricted imports of roses into 
the EC. This latter allegation is dealt 
with above. 

The subsidies specifically alleged in 
the petition include (1) natural gas 
subsidies; (2) aids for the creation of 
cooperative organizations; (3) 
subsidized interest rates; (4) energy 
saving aids; and (5) aids for the 
destruction of unprofitable greenhouses. 

USTR found that several of these 
programs no longer exist and that 
insufficient information had been 
presented in the petition concerning the 
remaining allegations. The aids for 
destruction of greenhouses and energy 
saving terminated on April 1 and July 1. 
1985 respectively. The aid to create 
cooperative organizations consisted of a 
one-time grant made in 1978. 

The petition provides insufficient 
information concerning the remaining 
two programs and their effects to 
warrant initiation of an investigation. 
With respect to the subsidized interest 
rates, there is no information as to 
whether and to what degree these 
programs are utilized. Similarly there is 
no evidence of the value of the alleged 
natural gas subsidies. Nor does the 
petition offer evidence of the causal link 
between the alleged subsidies and their 
claimed effects. Moreover, while the 
petition alleges that Dutch exports have 
adversely affected U.S. exports to the 
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Canadian market, the data presented by 
petitioner demonstrates that U.S. 
exports to Canada have increased 
slightly over the last three years. 

Colombia 

The petition alleges that the 
Government of Colombia confers export 
subsidies on cut roses in violation of 
Art. XVI of the GATT. The petition 
alleges that the subsidies have resulted 
in Colombia obtaining more than an 
equitable share of world trade and in 
burdening U.S, commerce with respect 
to sales in the U.S. The petition also 
alleges that Colombia has entered into 
an export restraint agreement %vith the 
Dutch auction houses. This allegation is 
dealt with above. 

Specifically, the petition alleges that 
Colombian rose exports to Canada 
benefit from a rebate of 25% of the f.o.b. 
value while exports to the U.S. benefit 
from a 1% rebate. Exports to Canada are 
also alleged to benefit from preferential 
export financing under the "Proexpo” 
programs. 

in keeping with its policy not to 
initiate investigations concerning foreign 
government practices which are the 
subject of investigations under some 
other provision of law (see 47 FR 52059 
terminating the investigation concerning 
subsidized financing of Canadian 
subway cars), USTR will not review the 
Colombian practices as they affect sales 
in the U.S. market. The Department of 
Commerce initiated a countervailing 
duty investigation against Colombia on 
August 26,1982. The investigation was 
suspended on January 12,1983. Any 
concerns the petitioner has about 
possible circumventions of that 
agreement can be taken up in the 
context of a review of that suspension 
agreement. 

With respect to the Canadian market, 
the petition’s allegations are not 
sufficiently substantiated. As noted 
above. U.S, exports to Canada have 
increased in recent years. Thus, a case 
of displaced exports has not been made. 
Nor is there evidence of price 
undercutting since, according to 
information presented in the petition. 
Colombian exports have a substantially 
higher value than do U.S. exports. 

Israel 

The petition alleges that Israel (1J 
subsidizes its rose exports to Canada: 

12) transships roses through the 
Netherlands to avoid payment of U.S. 
countervailing duties; (3) undervalues its 
exports for Customs purposes; and (4) 
has entered into an export restraint 
agreement with the Dutch auction 
houses. The latter allegation is dealt 
with above in the section on the EC. 


With respect to subsidies, wc 
understand that Israel, as of July 1.1985, 
no longer makes preferential loans 
available to rose producers under short¬ 
term export financing programs. With 
respect to the remaining programs, the 
petition contains insufficient 
information to support an allegation that 
these subsidies cause serious prejudice 
to U.S. interest or displace U.S. exports 
in violation of the Subsidies Code. As 
noted earlier, the petition indicates that 
U.S. exports to Canada have not 
decreased, but have increased slightly in 
recent years. Similarly, the petition 
contains no information to support the 
allegation of transshipment. Moreover, 
the petition does not specify in what 
way transshipment, if it occurs, reflects 
a policy or practice of the Israeli 
government. 

The allegations of Customs fraud are 
similarly unsubstantiated and again do 
not demonstrate that such action 
involves the Israeli government. In any 
case, we believe that the U.S. Customs 
Service is the correct agency to deal 
with allegations of Customs fraud. 

Costa Rica and the Dominican Republic 

The petition alleges that the 
governments of both of these countries 
subsidize rose exports to the United 
States. In each case USTR found that 
the allegations were inadequately 
supported by information in the petition. 
There is no information presented which 
indicates the degree to which the named 
programs have been utilized by rose 
growers or the value of the subsidies. 
Moreover, the petition presents 
insufficient information concerning a 
burden to U.S. commerce and of a 
causal link between the alleged 
practices and their effects. Information 
in the petition indicates that Costa 
Rican exports to the U.S. in 198*1 
accounted for only .1% of total U.S. 
consumption. For the Dominican 
Republic the figure was .4%. 

9 

Guatemala 

The petition alleges that rose exports 
may benefit from the following 
subsidies: (1) Elimination of taxes on 
export income for agricultural exports as 
of July 1.1985: (2) tax rebates: (3) 
production incentives for exportable 
goods: (4) concessionary loans: and (5) 
regional investment incentives. USTR 
found that some of these programs do 
not exist or have not been utilized by 
rose producers or exporters. With 
respect to the remaining programs, 

USTR found that the information in the 
petition was inadequate. The petition 
also alleges that Guatemala's 


agricultural sector benefits.from 
government loans. However, the petition 
does not allege that these loans are 
preferential or in any other respect 
unreasonable. 

USTR understands that the July 1 
action described above referred to the 
elimination of export taxes, not the tax 
on export income, across all sectors. 
USTR further understands that rose 
growers have not benefitted from either 
tax rebates or concessionary loons. We 
also note that rebates of indirect taxes 
are not generally considered to be 
subsidies unless they are excessive. 
There is no information presented in the 
petition to support a contention that the 
rebate, if granted to rose producers, was 
excessive. The Guatemalan Export 
Promotion Center, which was identified 
in the petition as a distributor of some of 
the regional investment incentives, no 
longer exists; it was abolished in 1983. 

Concerning the remaining programs 
the petition provides inadequate 
information. It does not indicate 
%vhether. and to what degree these 
programs benefit Guatemalan rose 
producers. Finally, the petition presents 
insufficient evidence of a burden to U.S. 
commerce and of a causal link between 
the alleged practices and their effect in 
the U.S. market. With respect to effect, 
we note that the petition indicates that 
Guatemalan exports accounted for less 
than 1% of U.S. consumption in 1984. 

Mexico 

The petition alleges that Mexican rose 
exports to the U.S. benefit from 
preferential loans, funds for industrial 
development, and export promotion 
programs. The preferential loans were 
the subject of a countervailing duty 
investigation and were found not to 
constitute countervailable subsidies. We 
do not accept petitioner's argument that 
such programs should nevertheless be 
considered unreasonable. With regard 
to the remaining programs, the 
Department of Commerce, in the same 
countervailing duty investigation, found 
that they had not been bestowed on the 
production of roses. The petition does 
not present sufficient basis to believe 
that circumstances have changed with 
respect to these programs. For these 
reasons USTR has not initiated an 
investigation on this issue. 

Jeanne S Archibald. 

Chairman . Section SOI Committee. 

|KR Doc. 85-23494 Filed 10-1-85: 845 am| 

BILLING COOC 31W-01-IN 
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POSTAL RATE COMMISSION 
I Docket No. A85-30; Order No. 636| 

Moreno, California 92369 (Daniel C. 
Knopp et al., Petitioners); Notice and 
Order Accepting Appeal and 
Establishing Procedural Schedule 

Issued: September 25.1985 

Before Commissioners: Janet D. Steiger, 
Chairman: Henry R. Folsom. Vice 'Chairman; 
John W. Cnitcher. Bonnie Cuiton; Patti Blrge 
Tyson. 

Docket Number A85-30. 

Name of affected post office: Moreno, 
California 92389. 

Name(s) of petitioners): Daniel C. 
Knoop and othera. 

Type of determination: Closing. 

Date of filing of appeal papers: 
September 23,1985. 

Categories of issues apparently 
raised: 

1. Effect on postal services |39 U.S.C. 
404(b)(2)(C)!. 

2. Effect on the community (39 U.S.C. 
404(b)(2)(A)). 

Other legal issues may be disclosed 
by the record when it ts filed; or 
conversely, the determination made by 
the Postal Service may be found to 
dispose of one or more of these issues. 

In the interest of expedition within the 
120»duy decision schedule |39 U.S.C. 
404(b)(5)) the Commission reserves the 
right to request of the Postal Service 
memoranda of law on any appropriate 
issue. If requested, such memoranda will 
be due 20 days from the issuance of the 
request; a copy shall be served on the 
Petitioners. In a brief or motion to 
dismiss or affirm, the Postal Service may 
incorporate by reference any such 
memorandum previously filed. 

The Commission orders: 

(A) The record in this appeal shall be 
filed on or before October 6.1965. 

(B) The Secretary shall publish this 
Notice and Order and Procedural 
Schedule in the Federal Register. 

By the Commiasion. 

Charles L Clapp, 

Secretory , 

September 23.1985: Filing of Petition. 

September 20,1985: Notice and Order 
of Filing of Appeal. 

October 18.1985: Last day of filing of 
petitions to intervene (see 39 CFR 
3001.111(b)). 

October 28.1985: Petitioners’ 
Participant Statement or initial Brief 
[see 39 CFR 3001.115 (a) and (b)|. 

November 18,1985: Postal Service 
Answering Brief (see 39 CFR 
3001.115(c)). 

December 3,1985: (1) Petitioners’ 

Reply Brief should petitioners choose to 
file one (see 39 CFR 3001.115(d)). 


December 10.1985: (2) Deadline for 
motions by any party requesting oral 
argument. The Commission will exercise 
its discretion, as the interest of prompt 
and Just decision may require, in 
scheduling or dispensing with oral 
argument |see 39 CFR 3O0L116/. 

January 21.1986: Expiration of 120*day 
decisional schedule [see 39 U.S.C. 
404(b)(5)). 

|FR Doc. 85-23531 Filed 10-1-85: 8:45 am| 

BILLING COOC ms-01-41 


SECURITIES AND EXCHANGE 
COMMISSION 


(Release No. 22461; File No. SR-CBOE-85- 
341 

Self-Regulatory Organizations; 

Chicago Board Options Exchange Inc; 
Order Approving Proposed Rule 
Change 

On August 0.1985, the Chicago Board 
Options Exchange, Inc. ("CBOE") filed 
with the Commission pursuant to 
section 19(b)(1) of the Securities 
Exchange Act of 1934 ("Act") 1 and Rule 
19b-4 under the Act* a proposed rule 
change to revise certain of CBOE’s dues, 
fees, and other charges. 1 In particular. 
CBOE proposes to raise its annual 
member dues to $2,000.00 from $1,000.00; 
raise its trade match fee to four cents 
from three cents.*impose a 
"RAES”* market maker (OEX) fee of 254 
per contract; raise its market maker fee 
(OEX) to five cents from four cents; and 
create a 30% discount for Order Book 
Official ("OBO") fees. 1 

The CBOE states that the purpose of 
the proposal is to enable the CBOE to 
remain both competitive and fiscally 
sound. The CBOE also states that the 
proposed rule change is consistent with 
section 6(b)(4) of the Act T in that it 


* 15 US.G 7a®(b)(l) (1982). 

M7 CFR 204 19b-4 (1OTS). 

•The proposed rule change was noticed In 
Securities Exchange Act Release No 22310. August 
B. IfMSr. 50 KR 32833. August 15.1965. 

•For fiscal yes/ 1060. the trade match fee increase 
of one cant will be reviewed on ■ quarterly basis. If 
CBOE • fiscal year-to-date average daily contract 
volume exceeds 660.000 contracts at the end of any 
fiscal quarter, the one cant increase will not be 
effective for the naxl quarter. 

‘ RAES ts OBOE'S retail automatic execution 
system {’'RAES”] which currently Is used for the 
automated execution of small orders only for 
options on the SAP 100 Index (”OEX ) 

'The ODO is an Exchange employee who. among 
other things, handles limn order* on behalf of public 
customers whose brokers choose not to work the 
orders themselves or to leave them with an 
independent floor broker CBOE Rule 71 ft 2221 
CCHh 

MS USC TSf (b)(4) (1982). 


provides for an equitable allocation of 
reasonable dues, fees and other charge 
among CBOE members. 

The CBOE received a comment from 
the Floor Broker Advisory' Group 
("FBAG’VThe FBAG suggested that the 
goal of reducing the cost of doing 
business of CBOETs floor could be 
accomplished by a combination of OBO 
rate cuts and reductions in fixed costs to 
member firms. Specifically, FGBA 
recommends a 20% OBO rate reduction 
(rather than the proposed 30%) and a 
50% reduction in fees charged for booth 
and Quotron machines. The FBAG 
stated that this alternative would have 
the advantage of keeping the 
’’independent floor broker competitive 
with the book.” • 

CBOE responded by slating that the 
CBOE proposed fee decrease would 
have at most a ’’limited" impact on floor 
brokers* ability to compete with the 
public order book. CBOE points out that 
only certain kinds of orders can be 
booked (CBOE Rule 7.4),*and that floor j 
brokers may compete by means of the 
quality of services provided and/or their 
ability to discount their fees. Finally, 
CBOE states the decrease in this fee is 
“necessary in order to compete with 
other option exchanges." 

The Commission believes that so lan$ 
as an exchange’s fees accord with the 
requirements of the Act, including 
sections 6(b)(4) and (8), the amount of j 
these fees is principally a matter withis 
the business judgment of each 
Exchange. Even the FBAG 
acknowledges that a reduction in OBO 
fees may be warranted, and its 
suggested alternative (a 20% reduction) I 
does not appear to be dramatically 
different than CBOE’s proposed 30 
reduction. Thus, accepting the fact that I 
some fee reduction is appropriate, 
CBOE’s proposed OBO fee reduction 
would appear to have a de minimis 
affect on competition, at least as 


•Letter from Floor Broker Advisory Croup \o 
CBOE Executive Committee, dated July IS. IMS. 
The CBOE also received * letter from attofrw i 
representing s group of Root broker*, requests* 
that the CBOE provided them with certain 
Informstion about the proposed reduction in OiJO 
fees and asking that any proposal be submit'rd to 
the Commission In • manner that would allow he 
public comment. Letter from Joseph H- Spleg*ji E*q- 
Spiegel and Fain. Ltd., to Frederic M Kriogtt. 
Assistant General Counsel. CBOE. datsd July 17. 
1965. This group did not submit comments in 
response to publication of the CBOE proposal l? t 
Federal Register. Indeed, no comments were 
submitted to the Commission in response to 
publication in the Federal Register of notice of 
of the CBOE proposal 

•This rule allows the OBO to aucept market -ed 
limit orders and other types of orders designed U 
the Floor Procedures Commitlrc. and forbids rbc 
acceptance of member firm proprietary aixlsr* 
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rompared to the alternative proposed by 
the FGBA Furthermore, as CBOE points 
out. floor brokers can compete by 
discounting their own fees, an 
alternative the FBAG does not address. 

In addition, while the FBAG suggests 
that its alternative would be preferable 
competitively, it does not claim that the 
CBOE’s proposed revised OBO fee in 
itself is either unreasonable or 
represents an unequitable allocation of 
fees among CBOE members. In light of 
the limited impact on competition 
CBOE's proposed fee reduction will 
have, as well as the fact that the 
reduced OBO fee appears to be 
reasonable, the Commission believes 
that no significant competitive concerns 
are raised by the proposed rule filing 
and that the rule proposal is consistent 
with the provisions of section 6 of the 
Act and in particular section 6(b)(4) and 
(8) The Commission also finds that the 
other proposed revisions to CBOE’s 
dues, fees and charges are consistent 
with the Act. 

It is therefore ordered, pursuant to 
section 19(b)(2) of the Act. 10 that the 
proposed rule change is approved. 

For the Commission, by the Division of 
Market Regulation, pursuant to delegated 
authority. 

Dated: September 25.1965. 

John Wheeler. 

Secretary. 

|FR Doc. 85-23464 Filed 10-1-85; 8:45 am) 
SlUNGCOOE soio-ci-iyi 


SMALL BUSINESS ADMINISTRATION 
lUcense No. 03/04/00111 
Greater Washington Investors, Inc.; 
filing of a Conflict of Interest 
Transaction Between Associates 

Notice is hereby given that Greater 
Washington Investors, Inc., 5454 
Wisconsin Avenue. Chevy Chase. MD 
20815. a Federal License under the Small 
business Investment Act of 1958, as 
amended (Act), has been granted an 
exemption by the Securities and 
Exchange Commission for an investment 
by the Licensee and its associate in 
Voice Computer Technology 
Corporation. (VCT). 5730 Oakbrook 
Parkway, Norcross. Georgia 30093. 

CWI and RII. who will each Invest 
$100,000 in VCT, have equity 
ownerships of 12.2 and 12.4. 


respectively, in the company. GWI1 and 
RII a^e associates and $ 107.903(g) 
requires publication of the transaction. 

Notice is hereby given that any 
interested person may. not later than 15 
days from the date of publication of this 
Notice, submit written comments on the 
transaction to the Deputy Associate 
Administrator for Investment. Small 
Business Administration, 1441 “L” 
Street, NW., Washington, DC 20416. 

A copy of this Notice shall be 
published in a newspaper of general 
circulation in Norcross, Georgia. 

(Catalog of Federal Domestic Assistance 
Program No. 59.001, Small Business 
Investment Companies) 

Dated: September 23.1985. 

Robert G. Linoberry, 

Deputy Associate Administrator for 
Investment 

(FR Doc. 85-23521 Filed 10-1-65; 8:45 nm| 

BILLING COOC *025-01-y 


South Carolina; Region IV Advisory 
Council; Public Meeting 

The U.S. Small Business 
Administration Region IV Advisory’ 
Council, located in the geographical area 
of Columbia. South Carolina, will hold a 
public meeting at 9:30 a.m., Tuesday, 
October 8. 1985, at the Town House. 
Columbia. South Carolina, to discuss 
such matters as may be presented by 
members, stoff of the Small Business 
Administration and others attending. 

For further information, write or call 
John C. Patrick, Jr., District Director, U.S. 
Small Business Administration. P.O. Box 
2780. Columbia, South Carolina—(803) 
765-5339. 

|can M. Nowak. 

Director. Office of Advisory Councils. 
September 28,1985. 

|FR Doc. 85-23518 Filed 10-1-85; 8:45 am) 

BILLING COOC •02S-01-M 

DEPARTMENT OF TRANSPORTATION 
Federal Aviation Administration 
(Summary Notice No. PE-85-25 1 

Petitions for Exemption; Summary of 
Petitions Received and Dispositions of 
Petitions Issued 

agency: Federal Aviation 
Administration (FAA), DOT. 


action: Notice of petitions for 
exemption received and of dispositions 
of prior petitions. 

summary: Pursuant to FAA’s 
rulemaking provisions governing the 
application, processing, and disposition 
of petitions for exemption (14 CFR Part 
11), this notice contains a summary of 
certain petitions seeking relief from 
specified requirements of the Federal 
Aviation Regulations (14 CFR Chapter I), 
dispositions of certain petitions 
previously received and corrections. The 
purpose of this notice is to improve the 
public's awareness of, and participation 
in, this aspect of FAA's regulatory 
activities. Neither publication of this 
notice nor the Inclusion or omission of 
information In the summary is intended 
to affect the legal status of any petition 
or its final disposition. 

date: Comments on petitions received 
must identify the petition docket number 
involved and must be received on or 
before October 22.1985. 

address: Send comments on any 
petition in triplicate to: Federal Aviation 
Administration. Office of the Chief 
Counsel. Attn: Rules Docket (AGC-204), 

Petition Docket No,-. 800 

Independence Avenue, SW.. 

Washington. D.C. 20591. 

FOR FURTHER INFORMATION CONTACT: 

The petition, any comments received 
and a copy of any final disposition are 
filed in the assigned regulatory docket 
and are available for examination in the 
Rules Docket (AGC-204), Room 915G. 
FAA Headquarters Building (FOB 10A), 
600 Independence Avenue, SW.. 
Washington, D.C. 20591; telephone (202) 
426-30*14. 

This notice is published pursuant to 
paragraphs (c), (e), and (g) of } 11.27 of 
Part 11 of the Federal Aviation 
Regulations (14 CFR Part 11). 

Issued In Washington. D C. on September 
25.1985. 

|ohn H. Cassady, 

Assistant Chief Counsel\ Regulations and 
Enforcement Division . 


is DSC 78*{b)(2) (1982). 
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Petitions roe Exemption 


Dock* 

No 

Nnonn 

R^Miona aNcM 

0mc8Aoo oi reAef iouqM 

24703 

New York Am 

14 cm ei 3 la| ard (c) 

To pannit petaioosr to assign and semen lo accept an aat i yvnam aafo/ **a 

24763 

General Electric Co. . 

14 CFR SFAR 27 6ec6on 8b and 40 CFR 
•7 21 

do .. 

pdot ha-nog at ho or her personal pountor an appropriate currant men. a 
and/or plot certificate. if ffta c<wfic-*te(*] hev* boon loat or Rolen 

To nonpt op io a madman or 110 CF-34 eene* engine* manufactured eh« 
December 31. 1985. and before Apnl 1. 1985. from *te profusions of # 97.7 k) 
Patiaonar hat previously bean grant*) an ecempoon lor 71 angmet of tie 
type manufactured after January 1, 1984, and before January 1, *888. u\te 
tee pronaema ot f 8 7 7(b). 

To rrand Laempbon No 425* lo atcraaaa Via numbar of RB211 -52 J 

23904 

Rote Rcyce. Ud 

24748 

FkjncJ® fW * liyftl Compervy 

14 CTR 21 161 

angnaa front 97 lo 115 and entond the e»a<np*cn a«paat*on data {rent 
Oecembec 31, 1968. lo Jaruary 31. 1967 

To allow paOttonor to operate ceriart aircraft uOfcpng Via provteona of a rtertoum 
aqMpn mnt Hat 

Oo 

Do 

Oo 

Oo 

Oo 

24252 

Combustion Engmearmg. Inc 

Art „ „ 

24753 

Dayton Hudson Corp T. 

do 

24747 

Jmmy 5««9Q-n UrrMne* 

do. -. - . - 

24/48 

General Dynamc* Carp . 

do 

24157 

Ch*i Shfftip, 5LA.. 

do 

23468 

Amwtty Corporator* 

14 cm 61.56(c) 

To allow petitioner lo complete a 24-mordh Pfot^n Command check *or Vie BAC 
1-11 m an FAA approved aentfjtor 

To pe'ma paaaonar s anptoym* to perform the dally asternal vwua! tetpecten a 
9ta honjontaf lari stefacea n accordance wrm me ArworVuneea Deectw 56* 
17-02 

To permit paeeonar to operate certain aircraft wttfi a requred number of mil 
Mocked oft lo wAat the paaaangar femrt to 100 To enet*e pal boner to ut« 
•wo ikghf afiondanu on a lamed acNarMa untri a thrd RgfN attandam «oud 
boat'd ac a ddtacena ataaon 

24607 

Atone, Air, tec - - 

14 cm 121 70<Rt>'P! 

24753 

Or*t - 

14 cm 121 391UM3). ... „. 




Petitions for Exemption 

Docket 

NO 

Petecnar 

RagUAbone attocted 

Deacnpbon of ratal eought ^rpouton 

23566 

Canadian Par*:< N%r«i ltd 

14 CFR 21 161 

To a*o« pentonar to operate oariam aircraft uMutng me provtaona of a rwawn 
apmcraa eat Granted July 12. 1985 

To ato* pebbomr to operate oenam aircraft abiding the provmons of a awm m 
aqupnani kal Granted Aug. 7. 1985 

To e«ow pefl&onar lo opmale cartam aacraR urtamg the proemona of a iwwv* 
eouipmant let Grened Aug. 9. 1986 

To pormt palibcncr lo uaa cartam quahkad rabuclor p<ot» of Errbraar to trad 
petitioner's meal cadre of ptoti m the Empraor 129 (EMG-120) hpa arpum 
a«nout hcKbng U S carbbcalaa and ratmga and wahoul moebrg a. of fa 
appiraCria Iramng raqumnants of Subpart H of Part 135 of tha FAR Graced 
Aug 13. 1985 

To allow petition* to opera* certain * craft uakztng the p>o>iwcna rf a wwwrva 
aqiapmant bat Grarmd Aug 14. 1965 

To permit me petitioner me uaa of a tpaoei ngN parrm with oonvnuhf 
aumonzat«n lor DC-10 aroaft N-1834U and N-1637U Granted *Jy 3t 
1965 

To permit paeanner to contract with Bmnft Airway*, a cenracated foreign nr* 
ttaaon (Number 610-94F), lor lha ewpacton, rapar. and oaarhau* ot hi 
arVamaa. angmaa, accweeoma. and pans thereof on b Boeing ’4 7 - ■ 00 
a»craft. Sanal Numbara 20325 (Nem/P). 20100 (N874UP). and fO’Ol 
(N678UP) Granted Aug 8. 1985 

To adow pa&bonar to operate NS 125'700 arcraft ubtong the provtecm ct a 
nwMrryjm aquprnant bat Granted Auq 7. 1985 

To ado* petbooar to operate carta* arcraft utemg Via pnmdcna of a 
anuorrwnt bat Granted Auq 7. 1985 

To allow petition* to opiate • Beech Kmg Aw fOO aboaft uRumg ra 
proutworn of a mrwrmm equpment bM. Granted July 22. 1985 

To allow pebbona lo operate Gurietrwam G-1159B aeptenaa utricirg W» r*cw 
acne of mmmum equpmant hat Granted Aug 9 1985 

To a9ow a prior ntaJiy quafeVng or upgradng aa a priol n command to M 
obaatvad artfiar by aft FAA awpector or • United Arenas FAA-dee^uUK' pari 
eaemner Oanad July 30. 1965 

TO allow paeeon* to operate cwrlam arcraR uNtimg Via prowwont c» 1 
nwwmum aqupmenri tat Grant*} Aug 8 1985 

To alow pw.-nner to oparata a Beach King Aa 200 vreraft vbfeng 
provwona of a minimum apu«m«m bat Oamad Aug 8 1985 

To allow petAonof to operate 8- 727 arcraR uanzmg tha prortaona & A mtwnjn 
aguamanr a Granted July 20. 1985. 

To eMow poteionar lo conduct ground and flight tranmg a a aateiae tiate 
located more than 25 nautcai mriae Vom te mam hesa Granted AAy 29 

To allow petitioner to operate Falcon DA-20-C arcraft ubkimg the prowaora ri 
a rrammum apuamem ket Granted AAy 20. 1985 

To alow petitioner lo operate cartam aacraR uftkxrng the prowvona Of a nw-rwte 
aguipmarH bat Granted Aug 2. 1985 

To ariow petitioner to operate cartam arcraR ubkztng the provtwona <A a nmA 
aQutomant bat Granted Aug 6. 1985. 

Evtanaon of atempoon 3617 to permit trainee* of patteonar who are ape**An8 
for a typa rating to be added to *iy grade of priol ©ortrticete to w 

pracbcai teei raquramante of f 61 157(a) for those of f 61 63<dK2> and P) 
to cotnptoie a portion of that practical teal m a emulator mAK*r.<*3*t 

|6U57(d) eub»ec! to certain conraaone and brwteliona Granted Ariy 29. t9» 

To allow studente of peUtonar to taha lha gyroptena eorrmarcial ptot Rgrr kte 
after having oompurted 40 hom of Ikght tena m gyroptenat, bityncl to certe* 
conotoona and mwtaaona Gramad July 29. 1965 

To allow petepnsr to operate one Stage 1 QC-8-55 arcraft imiri Niah *** ^ 
matadad Denied Aug 23. 1985 

246^6 

Fag* Air 

do. .... 

15HM 

Compama Da Avtauon. SA ... 

do . „ 

24 T 17 

Atlantic SouVHtest AWnm 

?4 CFR 135337 ad 135338 

24508 

Mercury FlgU, he_ 

14 cm 21 181 

23820 

Csr+Oan Paofc Ai imee 

14 CFR 21 107 

24712 

Onon Aar. 6*—__ ..... 

U CFR 121371(A) and *2» 378 

24398 

Fuqua toduelnee. me 

14 CFR 21 101. 

24500 

ConMI Sorvc« Corp 

do 

24489 

Mach Comp** . 

dp ., . 

24412 


do 

24515 

United AWnee _ 

14 Cm 121 434(c)(1). 

24521 

Florida Fadat* Savings A loon Aeeoc— _~ 

14 CFR 21 101 - . 

24452 

Guardwnan Oarmcate-.- 

do. 

24483 

777, Inc 

Off , 

24440 

Amencan Flyer*. _ 

14 cm U1 91(a) 

24411 

Superior Trairvng __ 

14 CFR 21.181 _... 

24388 

44 -- - ■ . 

do 

24557 

h W Grand*, anc Ooen Electee Ccn> 

- - On __ 

23512 

Accakwated Ground Training _ .. _..._ 

Famngton Aircraft Corporabon _ 

14 CFR 61 63(dK2) and (3) 

235U 

14 CFR 61 1310(31 

24898 

Newyvaa A^rai Inc and Penmauis Seeioode. 

14 CFR 91 303 


Inc 
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|KK Doc 85-23469 Filed 10-1-85; 8:45 am] 

billing code oio-on 


FAA Conference on Planning 
Perspectives 

The Federal Aviation Administration 
(FAA) hereby announces that its 
Qmfcrenoe on Planning Perspectives 
will be held on October 30-31.1985. at 
the Departmental Auditorium. 13th & 
Constitution Avenue. NW.. Washington. 
DC. 

The purpose of this conference is to 
Rive the aviation community some 
insight into what FAA has done under 
the Airport and Airway Inprovement 
Act of 1982. which authorized activities 
through 1987. and to discuss planning 
considerations through 1992. 

This two-day conference will begin at 
9:00 a.m. each day. Following an 
opening morning session, the conference 
will include a review of Aviation Trust 
Fund sources and uses and a 
presentation on the conversion from 
Instrument Landing Systems to 
Microwave Landing Systems. The 
afternoon session will consist of a 
overview of airports operations, a panel 
discussion on airport planning and 
programming, a presentation of airport 
safety and standards, and a pane! 
discussion on air traffic control 
services—transition to the future. 

The second-day morning session will 
he devoted to National Airspace System 
Plans for Facilities & Equipment and 
Research. Engineering and 
Development. The afternoon session 
will be a panel discussion on post-1987 
legislative issues. 

All sessions will include a question 
and answer period. 


The conference is open to the public 
at no charge. Registration by telephone 
or mail is requested in order to ensure 
available space. 

For further information concerning the 
conference or to register for the 
conference, please call or wTite to the 
Federal Aviation Administration, Office 
of Aviation Policy and Plans, APO-120. 
800 Independence Avenue, SW.. 
Washington. D.C. 20591. telephone 202- 
426-3220. 

Issued in Washington, DC. on September 
27.1985. 

Dale E. McDaniel. 

Acting Deputy Associate Administrator for 
Policy and International A viation. 

|FR Doc. 85-23508 Filed 10-1-85; 8:45 am) 

BILLING COO€ 4910- 1J-M 


Maritime Administration 
(Docket S-7781 

United States Lines (S.A.) Inc.; 
Application to Serve Miami on a 
Privilege Basis on Its TR 20 (U.S. Gulf/ 
East Coast South America Service) 

United States Lines (S.A.) Inc. 
(USLfS.A.)), by application dated April 
1,1985. as amended, had requested an 
amendment to Appendix A of 
Operating-Differential Subsidy 
Agreement, Contract No. MA/MSB-353 
TR 20 (U.S. Gulf/East Coast South 
America) serv ice to add Miami as a 
privilege port on a permanent basis. By 
application dated September 18,1985, 
USL(S.A.) has requested permission to 
serve to Miami as a privilege port of TR 
20 for Voyage 37 of the American 
Reservist. Voyage 41 of the American 
Vega and Voyage 6 of the American 
Banker. USL(S.A.) has received 


permission to call Miami on a voyage by 
vogage basis for eight previous calls. 

Currently, Miami is served on 
USL(S.A.)’s TR 1 (U.S. East Coast/East 
Coast South America) service. USL(S.A.) 
wants the flexibility to call Miami for 
the final three TR 20 voyages in 1985. 

USL(S.A) intends to suspend TR 20 
service in the immediate future 
following termination of the above three 
voyages. USL(S.A.) has requested that 
the Maritime Administration 
discontinue its consideration of its April 
1,1985, request for permanent authority. 

This application may be inspected in 
the Office of the Secretary, Maritime 
Administration. Any person, firm, or 
corporation having any interest in such 
request and desiring to submit 
comments concerning the application 
must file written comments in triplicate 
with the Secretory. Maritime 
Administration, Room 7300, Nassif 
Building. 400 Seventh Street SW.. 
Washington. DC 20590. Comments must 
be received no later than 5:00 P.M. on 
October 21.1985. This notice is 
published es a matter of discretion and 
publication should in no way be 
considered a favorable or unfavorable 
decision on the application, a filed or as 
may be amended. The Maritime 
Administrator will consider any 
comments submitted and take such 
action with respect thereto as may be 
deemed appropriate. 

(Catalog of Federal Domestic Assistance 
Program No. 20 804 Operating-Differential 
Subsidies) 

By Order of the Maritime Administrator. 

Dated: September 27.1985. 

Georgia P. Stamas, 

Secretary. 

(FR Doc. 85-23514 Filed 10-1-85; 8:45 «m) 

BILLING COOC 4910-S1-M 
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Sunshine Act Meetings 


Foderal Register 

Vol. 50. No. 191 
Wednesday, October 2. 1905 


This section of Ihe FEDERAL REGISTER 
contains notices of meetings published 
under the '‘Government In the Sunshine 
Act*' (Pub. L 94-409) 5 U.S.C. 552b<©)(3). 


CONTENTS 

ttem 


Federal Communications Commission. 1 

Interstate Commerce Commission. 2 

Postal Rate Commission.,,...,..__ 3 

Tennessee Valley Authority _...._ 4 . 5 


1 

FEDERAL COMMUNICATIONS COMMISSION 

September 27.1985. 

The following item has been deleted 
at the request of the Chief. Mass Media 
Bureau from the list of agenda items 
scheduled for consideration at the 
October 4. 1985 Open Meeting and 
previously listed in the Commission's 
Notice of September 25.1985. 

Agenda, item N<k and Subject 

Mas* Media—2—Title; Amendment of Part 
76. Subpart C of the Commission's Rules 
and Regulations Concerning the Fairness 
Doctrine and political Cablecasting 
Requirements for Cable Television 
Systems. Summary: The Commission will 
address revision or elimination of rules 
which make cable television system 
operators subject to certain obligations 
relative to political telecasts and the 
fairness doctrine obligations. 

Issued: September 27.1985. 

Federal Communications Commission. 
William |. Tricarico. 

Secretary. 

|FR Doc. 85-23627 Filed 9-30-85. 2:57 pml 

BILLING coot S7IKC1-M 


2 

INTERSTATE COMMERCE COMMISSION 

TIME and DATE: 9:30 a.m., Wednesday. 
October 9,1985. 

PLACE: Hearing Room A, Interstate 
Commerce Commission. 12th A 
Constitution Avenue, NW„ Washington. 
DC 20423. 

STATUS: Open Special Conference. 

MATTERS TO BE DISCUSSED: 

Ex Parte MC-175— International |oint 
Through Rates Involving Ocean Garners— 
Revision of Tariff Filing 
Ex Parte 367—Rail Transportation Contracts 


CONTACT PERSON FOR MORE 
information: Robert R. Dahlgren, 

Office of Public Affairs Telephone; (202) 

275-7242. 

lames II. Bayne. 

Secretory. 

|FR Doc. 65-23612 Filed 8-30-05; 12:22 pm) 

BILLING CODE 70TS~01-M 


3 

POSTAL RATE COMMISSION 

Change in Meeting 

“FEDERAL REGISTER" CITATION OF 
PREVIOUS ANNOUNCEMENT: 50 PR 39070, 
September 28,1985. 

PREVIOUS TIME ANO OATE OF MEETING: 

2:00 p.m., October 7.1985. 

place: Postal Rate Commission. 1333 H 

Street, NW.. Suite 300. Washington, DC 

20268-0001. 

status: Open. 

change IN MEETING: Rescheduled for 
October 9,1985. 2:00 p.m. 

CONTACT PERSON FOR MORE 

information: Charles L. Clapp. 
Secretary. Postal Rate Commission, 1333 
H Street. NW H Suite 300, Washington. 
DC 20268-0001. Telephone (202) 789- 
6840. 

Charles L Clapp, 

Secretary. 

|FR Doc. 85-23568 Filed 9-30-85; 11:19 am) 

BILLING COO€ ms-01-* 


4 

TENNESSEE VALLEY AUTHORITY 

PREVIOUSLY ANNOUNCED TIME AND DATE 
OF MEETING: 10:15 a.m. (EDT). Monday. 
September 30,1985. 

PREVIOUSLY ANNOUNCED PLACE OF 
MEETING: TV A West Tower Auditorium, 
400 West Summit Hill Drive, Knoxville. 
Tennessee. 

STATUS: Open. 

ADDITIONAL matter: The following item 
is added to the previously announced 
agenda: 

F. Unclassified 

13. Subagreement to Memorandum of 
Agreement Between the United States 
Department of the Army. Corps of 
F.ngincert. and TVA for Repairs to 
Pickwick Auxiliary Lock. 

CONTACT PERSON FOR MORE 

information: Craven H. Crowell. Jr.. 
Director of Information, or a member of 


his staff can respond to requests for 
information about this meeting. Call 
615-632-8000. Knoxiville, Tennessee. 
Information Is also available at TVA*s 
Washington Office, 202-245-0101. 
SUPPLEMENTARY INFORMATION: 

TVA Board Action 

The TVA Board of Directors has found, the 
public interest not requiring otherwise, that 
TVA business requires the subject matter of 
this meeting be changed to include the 
additional item shown above and that no 
earlier announcement of this change was 
possible. 

The members of the TVA Board voted to 
approve the above findings and their 
approvals are recorded below: 

Dated: September 28.1985. 

Approved: 

Gif. Dean, |r.. 

Director and Chairman . 

Richard M. Freeman. 

Director. 

John B. Waters, 

Director. 

|FR Doc. 85-23570 Filed 9-30-65: 6:47 am) 

BILLING COOC §120-0t-M 


5 

TENNESSEE VALLEY AUTHORITY 
PREVIOUSLY ANNOUNCED TIME ANO DATE 

OF meeting: 9 a.m. (EDT). Monday. 
September 30.1985. 

PREVIOUSLY ANNOUNCED PLACE OF 
MEETING: TVA West Tower Auditorium, 
400 West Summit Hill Drive. Knoxville, 
Tennessee. 
status: Open. 

additional matter: The following Item 
is added to the previously announced 
agenda: 

C. Power Items 

2. Consideration of proposed Interim rate 
arrangements under which electric 
power would continue to be made 
available on a temporary basis to 
commercial and industrial consumers of 
TVA power that have not entered into 
renewal standard form power contracts 
applicable for long-term supply 
arrangements. 

CONTACT PERSON FOR MORE 
information: Craven H. Crowell. Jr, 
Director of Information, or a member of 
his staff can respond to requests for 
information about this meeting. Call 
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61.V-832-8000. Knoxville. Tennessee. 
Information is also available at TVA's 
Washington Office, 202-245-0101. 

SUPPLEMENTARY INFORMATION: 

TVA Board Action 

The TV A Board of Directors has found, the 
public interest not requiring otherwise, that 
TVA business requires the subject matter of 
thi* meeting be changed to include the 
additional item shown above and that no 
earlier announcement of this change was 
possible. 

The members of the IVA Board voted to 
approve the above findings and their 
approvals are recorded below: 

[hi ted: September 27.1965. 

Approved: 

CH Dean. |r.« 

Director and Chairman. 

Richard M. Freeman. 

Director. 

john B. Waters. 

Director. 

|FR Doc. 85-23571 Filed 9-30-85; 8:47 am| 

8U.UM3 COOC §120-01-* 
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Food and Drug Administration 
21 CFR Part 348 

Male Genital Desensitizing Drug Products 
for Over-the-Counter Human Use; 
Proposed Rule 
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DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Food and Drug Administration 

21 CFR Part 348 

(Docket No. 78N-0301I 

Male Genital Desensitizing Drug 
Products for Over-the-Counter Human 
Use; Proposed Rule 

agency: Food and Drug Administration. 
action: Notice of proposed rulemaking. 

summary: The Food and Drug 
Administration (FDA) is issuing a notice 
of proposed rulemaking to amend the 
tentative final monograph for over-the- 
counter (OTC) external analgesic drug 
products to establish conditions under 
which OTC male genital desensitizing 
drug products (premature ejaculation 
remedies) are generally recognized as 
safe and effective and not misbranded. 
(See the Federal Register of February 8. 
1983; 48 FR 5852.) FDA is issuing this 
notice of proposed rulemaking after 
considering the statement on OTC male 
genital desensitizing drug products of 
the Advisory* Review Panel on OTC 
Miscellaneous External Drug Products 
and public comments on an advance 
notice of proposed rulemaking that was 
based on that statement. This proposal 
is part of the ongoing review of OTC 
drug products conducted by FDA. 
dates: Written comments, objections, or 
requests for oral hearing on the 
proposed regulation before the 
Commissioner of Food and Drugs by 
December 2,1985. New data by October 
2, 1986. Comments on the new data by 
December 2.1988. These dates are 
consistent with the time periods 
specified in the agency's revised 
procedural regulations for reviewing and 
classifying OTC drugs (21 CFR 330.10). 
Written comments on the agency's 
economic impact determination by 
January 30, 1988. 

adoress: Written comments, ibjection*. 
new data, or requests for oral hearing to 
the Dockets Management Branch (HFA- 
305), Food and Dnig Administration. Rm. 
4-82, 5000 Fishers Lane, Rockville, MD 
20857. 

FOR FURTHER INFORMATION CONTACT: 

William E. Gilbertson, Center For Drugs 
and Biologies (HFN-210), Food and Drug 
Administration. 5(300 Fishers Lane. 
Rockville, MD 20857, 301-443-4960. 
SUPPLEMENTARY INFORMATION: In the 
Federal Register of September 7.1982 
(17 FR 39412). FDA published, under 
§ 330.10(a)(6) (21 CFR 330.10(a)(6)). an 
advance notice of proposed rulemaking 
lo amend the monograph for OTC 


external analgesic drug products, 
together with the recommendations on 
OTC male genital desensitizing drug 
products of the Advisory Review Panel 
on OTC Miscellaneous External Drug 
Products, which was the advisory 
review panel responsible for evaluating 
data on the active ingredients used as 
male genital desensitizers. That notice 
also reopened the administrative record 
for OTC external analgesic drug 
products to allow for consideration of 
the Miscellaneous External Panel's 
statements on OTC drug products 
intended for use as male genital 
desensitizers. Interested persons were 
invited to submit comments by 
December 0,1982. Reply comments in 
response to comments filed in the initial 
comment period could be submitted by 
January 5.1983. 

In accordance with i 330.10(a)(10). the 
data and information considered by the 
Panel were put on public display in the 
Dockets Management Branch (HFA- 
305). Food and Drug Administration 
(address above), after deletion of a 
small amount of trade secret 
information. 

In response to the advance notice of 
proposed rulemaking, two drug 
manufacturers and one trade 
association submitted comments. Copies 
of the comments received are on public 
display in the Dockets Management 
Branch. 

In order to conform to terminology 
used in the OTC drug review regulations 
(21 CFR 330.10). the present document is 
designated as a "tentative final 
monograph." Its legal status, however, is 
that of a proposed rule. The Panel 
proposed certain external analgesic 
active ingredients for use as male 
genital desensitizers. In this tentative 
final monograph (proposed rule) to 
amend Part 348 (21 CFR part 348). FDA 
states for the first time its position on 
the establishment of a monograph for 
OTC external analgesic drug products 
for use as male genital desensitizers and 
proposes to amend the tentative final 
monograph for OTC external analgesic 
drug products to include certain external 
analgesic active ingredients for use as 
male genital desensitizers. Final agency 
action on this matter will occur with the 
publication at a future date of a final 
monograph, which will be a final rule 
establishing a monograph for OTC 
external analgesic drug products for use 
as male genital dcsensitizers. 

This proposal constitutes FDA's 
tentative adoption of the Panel's 
conclusions and recommendations on 
OTC external analgesic drug products 
for use as male genital desensitizers as 
modified on the basis of comments 
received and the agency’s independent 


evaluation of the Panel's statement. 
Modifications hove been made for 
clarity and regulatory accuracy and to 
reflect new information. Such new 
information has been placed on file in 
the Dockets Management Branch 
(address above). These modifications 
are reflected in the following summary 
of the comments and FDA’s responses to 
them. (See Part I below.) 

The OTC procedural regulations (21 
CFR 330.10) have been revised to 
conform to the decision in Cutler v. 
Kennedy . 475 F. Supp. 838 (D.D.C 1979). 
(See the Federal Register of September 
29.1981: 48 FR 47730.) The Court In 
Cutler held that the OTC drug review 
regulations were unlawful to the extent 
that they authorized the marketing of 
Category Ill drugs after a final 
monograph had been established. 
Accordingly, this provision has been 
deleted from the regulations, which now 
provide that any testing necessary to 
resolve the safety or effectiveness issues 
that formerly resulted in a Category Hi 
classification, and submission to FDA of 
the results of that testing or any other 
data, must be done during the OTC drug 
rulemaking process before the 
establishment of a final monograph 

Although it was not required to do so 
under Cutler, FDA will no longer use the 
terms "Category I" (generally recognized 
as safe and effective and not 
misbranded). "Category II" (not 
generally recognized as safe and 
effective or misbranded), and "Category 
III" (available data are Insufficient to 
classify as safe and effective, and 
further testing is required) at the fin^l 
monograph stage, but will use instead 
the terms "monograph conditions" (old 
Category I) and "nonmonograph 
conditions" (old Categories II and III) 
This document retains the concepts of 
Categories 1. II. and III at the tentative 
final monograph stage. 

The agency advises that the 
conditions under which the drug 
products that are subject to this 
monograph would be generally 
recognized as safe and effective and not 
misbranded (monograph conditions) will 
be effective 12 months after the date of 
publication of the final monograph in thi 
Federal Register. On or after that date, 
no OTC drug products that are subject 
to the monograph and that contain 
nonmonograph conditions, i.e., 
conditions that would cause the drug lo 
be not generally recognized as safe and 
effective or to be misbranded, may be 
initially introduced or initially delivered 
for introduction Into Interstate 
commerce unless they are the subject of 
an approved new drug application 
(NDA). Further, any OTC drug products 
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subject to this monograph that are 
repackaged or relabeled after the 
effective date of the monograph must be 
in compliance with the monograph 
regardless of the date the product was 
initially introduced or initially delivered 
for introduction into interstate 
commerce. Manufacturers are 
encouraged to comply voluntarily with 
the monograph at the earliest possible 
date. 

In the advance notice of proposed 
rulemaking published in the Federal 
Register of September 7.1982. the 
agency suggested that the conditions 
under which the drug products that are 
subject to this monograph would be 
generally recognized as safe and 
effective and not misbranded 
(monograph conditions) will be effective 
12 months after the date of publication 
of the final monograph in the Federal 
Register. 

Therefore, the agency is proposing 
that the final monograph be effective 12 
months after the date of its publication 
in the Federal Register. The agency 
believes that within 12 months after the 
date of publication most manufacturers 
can order new labeling and reformulate 
their products and have them in 
compliance in the marketplace. 

However, if the agency determines that 
any labeling for a condition included in 
the final monograph should be 
implemented sooner, a shorter deadline 
may be established. Similarly, if a safety 
problem is identified for a particular 
nonmonograph condition, a shorter 
deadline may be set for removal of that 
condition from OTC drug products. 

All “OTC Volumes” cited throughout 
this document refer to the submissions 
made by interested persons pursuant to 
the call-for-data notices published in the 
Federal Register of November 16,1973 
(38 KR 31697) and August 27.1975 (40 FR 
38179) or to additional information that 
has come to the agency's attention since 
publication of the advance notice of 
proposed rulemaking. The volumes are 
on public display in the Dockets 
Management Branch. 

1. The Agency's Tentative Conclusions 
on the Comments 

A General Comments . 

1. One comment contended that OTC 
drug monographs are interpretive, as 
opposed to substantive, regulations. The 
comment referred to statements on this 
issue submitted earlier to other OTC 
rulemaking proceedings. 

fhe agency addressed this issue in 
paragraphs 85 through 91 of the 
preamble to the procedures for 
classification of OTC drug products, 
published in the Federal Register of May 


11.1972 (37 FR 9464) and in paragraph 3 
of the preamble to the tentative final 
monograph for antacid drug products, 
published in the Federal Register of 
November 12,1973 (38 FR 31260). FDA 
reaffirms the conclusions stated there. 
Subsequent court decisions have 
confirmed the agency's authority to 
issue substantive regulations by 
rulemaking. See. e.g.. National 
Nutritional Foods Association v. 
Weinberger. 512 F. 2d 688. 696-98 (2d 
Cir. 1975) and National Association of 
Pharmaceutical Manufacturers v. FDA . 
487 F. Supp. 412 (S.D.N.Y. 1980). afFd. 

637 F. 2d 887 (2d Cir. 1981). 

2. Noting its continued opposition to 
the exclusivity policy, one comment 
stated that FDA should not prohibit the 
use of alternative OTC labeling 
terminology to describe indications, if 
the terminology is truthful, not 
misleading, and intelligible to the 
consumer. The comment s views on this 
subject were presented in oral and 
written testimony submitted to FDA in 
connection with the September 29,1982 
FDA hearing on the exclusivity policy. 

During the course of the OTC drug 
review, the agency has maintained that 
the terms that may be used in an OTC 
drug product's labeling are limited to 
those terms included in a final OTC drug 
monograph. (This policy has become 
known as the "exclusivity rule.") The 
agency's position has been that it is 
necessary to limit the acceptable 
labeling language to that developed and 
approved through the OTC drug review 
process in order to ensure the proper 
and safe use of OTC drugs. The agency 
has never contended, however, that any 
list of terms developed during the course 
of the review exhausts all the 
possibilities of terms that appropriately 
can be used in CftC drug labeling. 
Suggestions for additional terms or for 
other labeling changes may be 
submitted as comments to proposed or 
tentative final monographs within the 
specified time periods or through 
petitions to amend monographs under 
§ 330.10(o){12). 

During the course of the review. 

FDA’s position on the "exclusivity rule" 
has been questioned many times in 
comments and objections filed in 
response to particular proceedings and 
in correspondence with the agency. The 
agency has also been asked by The " 
Proprietary Association to reconsider its 
position. In a notice published in the 
Federal Register of July 2,1982 (47 FR 
29002). FDA announced that a hearing 
would be held to assist the agency in 
resolving this issue. On September 29. 
1982, FDA conducted an open public 
forum at which interested parties 
presented their views. The forum was a 


legislative type administrative hearing 
under 21 CFR Part 15 that was held in 
response to a request for a hearing on 
the tentative final monographs for 
nighttime sleep-aids and stimulants 
(published in the Federal Register of 
June 13.1978; 43 FR 25544). 

After considering the testimony 
presented at the hearing and the written 
comments submitted to the record, in 
the Federal Register of April 22,1985 (50 
FR 15810). FDA proposed to change its 
exclusivity policy for the labeling of 
OTC drug products. As proposed, 
manufacturers may select one of the 
following options: 

(1) The label and labeling would 
contain within a boxed area designated 
•APPROVED USES" the specific 
wording on indications for use 
established under an OTC drug 
monograph. The boxed area would be 
required to be displayed in a prominent 
and conspicuous location. As under the 
present policy, the labeling in the boxed 
area would be required to be stated in 
the exact language of the monograph. 
Flowever. with this option a statement 
that the information in the box was 
published by the Food and Drug 
Administration would appear either in 
the box or reasonably close by. At the 
manufacturer's option, the designation 
of the boxed area and the statement that 
the labeling was established by FDA 
could be combined. 

(2) As a complete alternative to using 
the boxed area designated "APPROVED 
USES." the proposal would for the first 
time allow manufacturers an option to 
use other truthful and nondeceptive 
statements relating only to the 
indications established in an applicable 
monograph subject to the prohibitions in 
section 502(a) of the act against 
misbranding by the use of false or 
misleading labeling. If this alternative is 
selected, the manufacturer would not be 
able to use a boxed area or include a 
statement that the indications are 
endorsed by the Food and Drug 
Administration. 

(3) As a third alternative, 
manufacturers could use both a boxed 
area with the monograph language and 
also, elsewhere in the labeling, use other 
non-monograph language that meets the 
statutory standards of truthfulness and 
accuracy. 

Regardless, other aspects of OTC drug 
labeling, such as the statement of 
identity, warnings, and directions, 
would continue to be required to comply 
with the monograph, including following 
any exact language established in the 
monograph. 

The proposal to change the exclusivity 
policy provides for 90 days of public 
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comment. After considering all 
comments submitted, the agency will 
announce its final decision on this 
matter, in a future issue of the Federal 
Register. 

ft. Comments on Ingredients and 
Labeling . 

3. One comment disagreed with the 
warning recommended by the 
Miscellaneous External Panel on male 
genital desensitizing drug products 
containing benzocaine. The warning 
states "Use this product with caution if 
you or your partner are sensitive to 
topical anesthetics, sunscreens, sulfa 
drugs, or hair dyes." The comment 
quoted the Panel's statement on male 
genital desensitizers in which the Panel 
discussed the incidence of benzocaine 
sensitivity. The comment further cited 
references identified by the Panel that 
found the incidence of benzocaine 
sensitivity to be 5 percent in patients 
with a history of chronic skin disorders 
and 0.17 percent in a general population 
study. The comment cited other 
references in the Panel's statement, 
which concluded that ''reported adverse 
reactions to benzocaine have not been 
considered in relation to the total 
number of repeated applications of the 
drug. . "instances of cross 
sensitivity among the local anesthetics 
is rare regardless of the mode of 
administration": and "contact dermatitis 
occurs more frequently on the skin than 
on mucous membranes." The comment 
pointed out that despite these findings 
the Panel based its recommendation 
largely on a study by Fisher (Ref. 1) who 
stated that benzocaine is a potent 
sensitizer. The comment also cited the 
external analgesic advance notice of 
proposed rulemaking (44 FR 09795) in 
which the Panel concluded that 
benzocaine is one of the most widely 
use and safest external analgesic 
ingredients in OTC use and that the 
incidence of sensitivity to benzocaine is 
quite low. The comment argued that it 
would be inconsistent for the warning to 
apply to products used in a similar 
manner for different indications. The 
comment further argued that in the 
advance notice of proposed rulemaking 
for anorectal drug products published in 
the Federal Register of May 27.1980 (45 
FR 35576) and in the information copy of 
the report on vaginal drug products, a 
sensitivity warning was required on 
benzocaine because these products are 
used on irritated, not normal skin. 

The agency agrees with the comment 
that there is a low potential of 
benzocaine sensitivity in the general 
population. The Topical Analgesic 
Panel, in its advanced notice of 
proposed rulemaking on external 


analgesic drugs, published in the Federal 
Register of December 4.1979 (44 FR 
69768), did not include a specific 
warning for benzocaine but instead 
proposed the following warning for all 
external analgesic ingredients: 
"Discontinue use if condition worsens or 
if symptoms persist for more than 7 
days, and consult a physician/' The 
agency agreed with the Panel in the 
tentative final monograph (48 FR 5852). 
The agency also notes that the 
Miscellaneous External Panel in its 
statement on male genital desensitizers 
proposed a general warning "If skin to 
which you apply this product becomes 
irritated, discontinue use and consult a 
doctor" and a specific warning for 
benzocaine "Use this product with 
caution if you or your partner are 
sensitive to topical anesthetics, 
sunscreens, sulfa drugs, or hair dyes" 

(47 FR 39433). Although agreeing with 
the first warning, the agency finds a lack 
of sufficient information to support a 
specific warning for benzocaine. In 
addition, consideration must be given to 
the intended use of these products on 
healthy, intact skin and mucous 
membranes. Therefore, based upon a 
review of the two panel 
recommendations, and the intended use 
of these products, the agency proposes 
to further clarify the general warning for 
all male genital desensitizing drug 
products to state "If you or your partner 
develop a rash or irritation, such as 
burning or itching, discontinue use. If 
symptoms persist, consult a doctor." 

The agency believes that the revised 
warning is more meaningful and 
provides adequate information for safe 
use. The agency proposes to include the 
labeling on all male genital desensitizing 
products. 

Reference 

(1) Fisher, A.« '’Contact Dermatitis,*' 2d Ed.. 

Lea and Fcbiger. Philadelphia, pp. 42. 

312. and 313,1973. 

4. A comment requested that products 
containing a complex of camphor and 
metucreso! In a ratio of 3 parts camphor 
to 1 part metacresol be placed in 
Category 1 for use as male genital 
desensitizers. The comment did not 
include information on the 
concentration of camphor and 
metacresol contained in these products. 
The comment stated that the chemical 
complex of these two ingredients is well 
suited for this use because of the 
complex's properties of (1) low surface 
tension which allows it to penetrate 
unbroken skin, (2) controlled release of 
metacresol from the complex which 
limits the total available amount of free 
metacresol to less than 2 percent at any 
given time, (3) strong desensitizing and 


anesthetizing effect and (4) effective 
fungicidal, sporicidak and antiseptic 
properties. The comment incorporated, 
by reference, its previous submissions of 
studies and clincial tests to the extemnl 
analgesic rulemaking to substantiate the 
points listed above. 

The agency is unaware of the use of 
this complex as a male genital 
desensitizing agent in any commercially 
marketed OTC drug product in the 
United States. Such a product would, 
therefore, be a new drug as defined in 
section 201(p) of the Federal Food, Drug, 
and Cosmetic Act (the act). Marketing of 
a mule genital desensitizing agent 
containing this complex in the absence 
of an approved new drug application 
would be in violation of section 505(a) of 
the act unless and until the agency 
placed the complex for this use in 
Category I for safety and efficacy in the 
final monograph covering mdle genital 
desensitizing agents. 

In addition, the agency notes that 
camphorated metacresol was classified 
In Category 1 in the tentative final 
monograph for external analgesics for 
use in the temporary relief of pain and 
itching associated with minor bums, 
sunburn, minor cuts, scrapes, insect 
bites, or minor skin irritations (48 FR 
5858). Benzocaine and lidocaine, which 
were classified by the Miscellaneous 
External Panel in Category 1 for use as 
male genital desensitizers, are identified 
at $ 348.10(d) as external analgesic 
active ingredients that depress 
cutaneous sensory receptors (47 FR 
39432). These same ingredients are 
grouped in the external analgesic TFM 
under { 348.10(a) amine and ~caine " 
type local anesthetics (48 FR 5867). 
Camphorated metacresol is grouped into 
§ 348 10(b) alcohols and ketones (48 FR 
5867). While ingredients of both groups 
(a) and (b) are effective in relieving pain 
und itching, only those in group (a) are 
known to also exert an anesthetic effect. 

An anesthetic (or desensitizing) effect 
is necessary for use as a male genital 
desensitizer. There are no efficacy data 
available demonstrating such an effect 
for camphorated metacresol. In addition, 
the agency disagrees with the comment 
that the complex of camphor and 
metacresol is safe for use as a male 
genital desensitizer. The comment 
submitted no data to establish the safety 
on mucous membranes or for use 
inlravaginally. The earlier submissions 
which the comment incorporated by 
reference were discussed previously in 
the external analgesic tentative final 
monograph published in the Federal 
Register of February 8, 1983 (48 FR 5852) 
which classified camphorated 
metacresol in Category 1 for the label 









Federal Register / Vol. 50. No. 191 / Wednesday. October 2. 1985 / Proposed Rules 


40263 


claims noted above. However, the 
earlier submissions do not support 
safety and effectiveness for use as a 
male genital desensitizer. Accordingly, 
based upon a lack of marketing 
experience or data to support safe and 
effective use as a male genital 
dosensitizer, camphorated metacresol is 
classified in Catgeory II for safety and 
effectiveness for this use. 

5. One comment requested that 
lidocaine for use as a male genital 
desensitizer not be limited to a 
container size of 120 milligrams (mg). 

The comment stated that this restriction 
is scientifically ungrounded, legally 
unsupportable. and commercially 
impracticable. The comment argued that 
the 120 mg capacity {imitation was not 
needed because quantities substantially 
exceeding 120 mg have been applied to 
the genital area us local anesthetic 
during childbirth, without adverse 
effects, and therefore should be 
considered as safe. The comment also 
argued that there is no reason from a 
legal standpoint to limit the container 
size for an ingredient classified in 
Category 1. i.e., not misbranded. Rather, 
concerns about misuse or abuse and 
restrictions on usage should be dealt 
with through labeling requirements. 

The agency agrees with the comment. 
The agency has reviewed the Puners 
recommendation and finds insufficient 
e\idence for a container size limitation 
for lidocaine. The Panel’s container size 
limitation of 120 mg lidocaine was based 
on the maximum dose of 10 sprays of 10 
mg each with an allowance for variation 
«« would normally occur in 
manufacturing. However, the agency is 
not aware of marketed aerosol products 
with this small capacity. Further, the 
product submitted to the Panel (Refs. 1 
and 2). contained 7/16 ounce of product 
which contains approximately 1.200 mg 
of lidocaine. No adverse reactions 
a'ti ibutable to misuse or abuse of this 
product have been reported to the 
agency. The Topical Analgesic Panel in 
its external analgesic advance notice of 
proposed rulemaking published in the 
Federal Register of December 4.1979 (44 
FR 09768), concluded that lidocaine was 
Category I without a container size 
limitation. The agency agreed with that 
conclusion in the tentative finuP 
monograph, published in the Federal 
Register of February 8.1983 (48 FR 5852). 
Ihc* agency believes that the dose limit 
can most effectively be communicated 
to the consumer in the “Directions for 
IHe * rather than by a container size 
limitation. The agency believes the 
Directions “Apply 3 or more sprays not 
to exceed 10 sprays” is adequate tu 
provide safe use of the product. 


References 

(1) ore Volume 100200. 

(2) OTC Volume 16Q2T4. 

II. The Agency’s Amended Tentative 
Adoption of the Patmi’s Report 

A. Summary of Ingredient Categories 
and Testing of Nonmonograph 
Conditions 

1. Summary of Ingredient Categories. 
The agency has reviewed all the claimed 
active Ingredients submitted to the 
Panel as well as other available data 
and information, and has made the 
following tentative classification of 
external analgesic active ingredients for 
use as male genital desensitizers. As 
convenience to the reader, the following 
list is included as a summary of the 
categorization of active ingredients 
proposed by the agency. 

External Analgesic Ingredients tor use 
as Male Genital Desenshizers 
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2. Testing of nonmonogrvph 
conditions. Interested persons may 
communicate with the agency about the 
submission of data and information to 
demonstrate the safety or effectiveness 
of any external analgesic ingredient or 
condition included in the review by 
following the procedures outlined in the 
agency’s policy statement published in 
the Federal Register of September 29, 
1981 (46 FR 47740). This policy statement 
includes procedures for the submission 
and review of proposed protocols, 
agency meetings with industry or other 
interested persons, and agency 
communications on submitted test data 
and other information. 

B. Summary of the Agency's Changes in 
the PaneTs Recommendations 

FDA has considered the comments 
and other relevant information and 
concludes that it will tentatively adopt 
the Panel’s report and recommended 
monograph with the changes described 
in FDA’s responses to the comments 
above and with other changes described 
in the summary below. A summary of 
the changes made in the Panels 
conclusions and recommendations 
follows: 

1- The agency is not including the 
limitation on container size for lidocaine 
recommended by the Panel. (See 
comment 5 above.) 


2. The agency has combined the 
warning on allergy to benzocaine with 
the more general warning regarding 
irritation also included in the advanced 
notice of proposed rulemaking. (See 
^comment 3 above.) 

3. The agency has classified 
camphorated metacrcsol as Category II 
on the basis of a lack of marketing 
experience or data to support safe and 
effective use as a male genital 
desrnsitizer. (See comment 4 above.) 

4. The agency has made further 
changes in the format and in numbering 
of the amended tentative final 
monograph in order to include the 
amendment in the external analgesic 
tentative final monograph. (See tentative 
final monograph below.) 

5. Following the format of other 
documents, the agency has provided for 
one indication statement to be required 
and five indications statement to be 
designated as ‘‘other allowable 
indications.” (See tentative final 
monograph below.) 

6. The agency is aware of the Panels 
concern about the lack of data on the 
effect of benzocaine und lidocaine on 
sperm and the ovum (female egg) (47 FR 
39421). Although the Panel's proposed 
warning statement, “The effect of this 
product on sperm and fertility has not 
been determined." is intended to be 
informative, the agency believes that the 
warning would not achieve any useful 
purpose and may even be confusing to 
consumers. 

The agency recognizes that both 
benzocaine und lidocaine have a long 
history of topical use with relatively few 
side effects reported. Benzocaine and 
lidocaine were reviewed by the Topical 
Analgesic Panel which found that the 
use of benzocaine and lidocaine 
preparations on the skin, mucous 
membranes, nnd internally have been 
associated with e high degree of safety 
(44 FR 69793). The Advisory Review 
Panel on OTC Contraceptives and Other 
Vaginal Drug Products reviewed 
benzocaine for relief of minor vaginal 
irritations and concluded that 
benzocaine was safe for intravaginal 
use. Neither Panel recommended a 
warning statement such us that 
proposed by the Miscellaneous External 
Panel (47 FR 39433). The agency did no! 
receive any com merits in favor of or in 
opposition to this recommendation. 

Based on the many years of extensive 
maiketing experience of products 
containing these ingredients, the 
recommendations of other advisory 
panels, and the lack of any data on 
adverse effects of these drugs on sperm 
and the ovum, the agency concludes that 
there is insufficient basis for the 
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warning and is not including 
5 348.50{c)(9)(v) in this tentative final 
monograph. 

The agency hos examined the 
economic consequences of this proposed 
rulemaking in conjunction with other 
rules resulting from the OTC drug 
review. In a notice published in the 
Federal Register of February 8.1983 (48 
FR 5806). the agency announced the 
uvailubility of an assessment of these 
economic impacts. The assessment 
determined that the combined impacts 
of all the rules resulting from the OTC 
drug review do not constitute a major 
rule according to the criteria established 
by Executive Order 12291. The agency 
therefore concludes that no one of these 
rules, including this proposed rule for 
OTC external analgesics for use as male 
genital desensitizers drug products, is a 
major rule. 

The economic assessment also 
concluded that the overall OTC drug 
review was not likely to have a 
significant economic impact on a 
substantial number of smull entities as 
defined in the Regulutory Flexibility Act. 
Pub. L 96-354. That assessment 
included a discretionary Regulatory 
Flexibility Analysis in the event that an 
individual rule might impose an unusual 
or disproportionate impact on small 
entities. However, this particular 
rulemaking for OTC external analgesics 
for use as male genital desensitizers 
drug products is not expected to pose 
such an impact on small businesses. 
Therefore, the agency certifies that this 
proposed rule, if implemented, will not 
have a significant economic impact on a 
substantial number of small entities. 

The agency invites public comment 
regarding any substantial or significant 
economic impact that this rulemaking 
would have on OTC male genital 
desensitizer drug products. Types of 
impact may include, but are not limited 
to. cost9 associated with product testing, 
relabeling, repackaging, or 
reformulating. Comments regarding the 
impact of this rulemaking on OTC male 
genital desensitizer drug products 
should be accompanied by appropriate 
documentation. Because the agency has 
not previously invited specific comment 
on the economic impact of the OTC drug 
review on male genital desensitizer drug 
products, a period of 120 days from the 
date of publication of this proposed 
rulemaking in the Federal Register will 
be provided for comments on this 
subject to be developed and submitted. 
The agency will evaluate any comments 
and supporting data that are received 
and will reassess the economic impact 
of this rulemaking in the preamble to the 
final mlc. 
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The agency has determined under 21 
CFR 25.24(c)(8) (April 28.1985; 50 FR 
16638) that this action is of a type that 
does not individually or cumulatively 
have a significant effect on the human 
environment. Therefore, neither an 
environmental assessment nor on 
environmental impact statement is 
required. 

Interested persons may, on or before 
December 2.1985. submit to the Dockets 
Management Branch (HFA-305). Food 
and Drug Administration. Rm. 4-62. 5000 
Fishers Lane, Rockville, MD 20857, 
written comments, objections, or 
requests for oral hearing before the 
Commissioner on the proposed 
regulation. A request for an oral hearing 
must specify points to be covered and 
time requested. Written comments on 
the agency’s economic impact 
determination may be submitted on or 
before January 30.1986. Three copies of 
all comments, objections, and requests 
are to be submitted, except that 
individuals may submit one copy. 
Comments, objections, and requests are 
to be identified with the docket number 
found in brackets in the heading of this 
document and may be accompanied by 
a supporting memorandum or brief. 
Comments, objections, and requests 
may be seen in the office above between 
9 a m. and 4 p m.. Monday through 
Friday. Any scheduled oral hearing will 
be announced in the Federal Register. 

Interested persons, on or before 
October 2.1986, may also submit in 
writing new data demonstrating the 
safety and effectiveness of those 
conditions not classified in Category 1. 
Written comments on the new data may 
be submitted on or before December Z 
1986. These dates are consistent with 
the time periods specified in the 
agency's final rule revising the 
procedural regulations for reviewing and 
classifying OTC drugs, published in the 
Federal Register of September 29,1981 
(46 FR 47730). Three copies of all data 
and comments on the data are to be 
submitted, except that individuals may 
submit one copy, and all data and 
comments are to be identified with the 
docket number found in brackets in the 
heading of this document. Data and 
comments should be addressed to the 
Dockets Management Branch (HFA-305) 
(address above). Received data and 
comments may also be seen in the office 
above between 9 a.m. and 4 p.m.. 
Monday through Friday. 

In establishing a final monograph, the 
agency will ordinarily consider only 
data submitted prior to the closing of the 
administrative record on December Z 
1986. Data submitted after the closing of 
the administrative record will be 
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reviewed by the agency only after a 
final monograph is published in the 
FEDERAL REGISTER, unless the 
Commissioner finds good cause has 
been shown that warrants earlier 
consideration. 

List of Subjects in 21 CFR Part 348 

OTC drugs. External analgesic drug 
products. 

Therefore, under the Federal Food. 
Drug, and Cosmetic Act and the 
Administrative Procedure Act it is 
proposed that Subchapter D of Chapter I 
of Title 21 of the Code of Federal 
Regulations be amended in Part 348 (as 
proposed in the Federal Register of 
February 8.1983 (48 FR 5852)) as 
follows: 

PART 348—EXTERNAL ANALGESIC 
PRODUCTS FOR OVER-THE-COUNTER 
HUMAN USE 

1. The authority citation for part 348 
continues to read as follows: 

Authority: Secs. 201 (p) 502. 505. 701. 52 
Slat. 1041-1042 as amended. 1050-1053 nt 
amended. 1055-1058 as amended by 70 Stat. 
919 and 72 Stat. 948 (21 U.S.C. 32l(p). 352. 355. 
371); (5 U.S.G 553). 21 CFR 5.11. 

2. In Subpart A. § 343.3 would be 
amended by adding new paragraph (f). 
to read as follows: 

§348.3 Definitions. 

8 • 8 • i 

(0 Male genital desensitizing drug 
product. A drug product applied to the 
penis to aid in temporarily slowing the 
onset of ejaculation. 

3. Ir*Subpart B, § 348.10 is amended 
by adding new paragraph (e). to read as 
follows: 

§ 348.10 Analgetic, anesthetic, and 
antipruritic active Ingredients. 

• • 0 • • 

(e) Male genital desensitizers. (1) 
Bcnzocoine, 3 to 7.5 percent in a water* 
soluble base. 

(2) Lidocaine in a metered spray with 
approximately 10 milligrams per spray. 

4. In Subpart C. § 348.50 is amended 
by adding new paragraph (a)(3): by 
revising the introductory text of 
paragraph (b); by redesignating (b)(4) as 
(b)(5) and adding new paragraph (b)(4). 
by adding new paragraph (c)(8), and by 
redesignating (d) as (d)(1) and adding 
new paragraph (d)(2), to read as follows: 

§ 343.50 Labeling of external anslgesic 
drug products. 

(a)’** 

(3) For products containing any 
external analgesic ingredient identified 
in § 348.10(e). The labeling of the 
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product contains the established name 
of the drug, if any, and identifies the 
product as a ’‘male genital desensitizer." 

(b) Indications. Tne labeling of the 
product states, under the heading 
•Indication(s),” the following- 

• • • • • 

(4) For products containing any 
ingredient identified in § 348.10(e). (i) 
‘Aids in the prevention of premature 
ejaculation/' 

(ii) Other allowable indications. In 
addition to the information identified in 
paragraph (b)(4)(i) of this section, the 
labeling of the product may contain 
additional indication statements as 
follows: 

(a) “For temporary male genital 
ilesensitization helping to slow the onset 
of ejaculation/' 

(/>) “Aids in temporarily retarding the 
onset of ejaculation." 

(c) “Aids in temporarily slowing the 
onset of ejaculation." 

(</) “Aids in temporarily prolonging 
time until ejaculation/* 

(e) “For reducing oversensitivity in the 
male in advance of intercourse/' 


(iii) Other truthful and nonmisleading 
statements, describing only the 
indications for use that have been 
established and listed above, may also 
be used, as provided in $ 530.1(c)(2) of 
this chapter, subject to the prohibitions 
in section 502(a) of the act against 
misbranding by the use of false or 
misleading labeling and the prohibition 
in section 301(d) of the act against the 
introduction into interstate commerce of 
unapproved new drugs. 
lc)-** 

(8) For products containing any 
ingredient identified in § 348.10(e). The 
labeling of the product contains the 
following warnings under the heading. 
“Warnings": 

(i) “Premature ejaculation may be due 
to a condition requiring medical 
supervision. If this product, used as 
directed, does not provide relief, 
discontinue use and consult a doctor." 

(ii) “Avoid contact with the eyes." 

(iii) “If you or your partner develop a 
rash or irritation, such as burning or 
itching, discontinue use. If symptoms 
persist, consult a doctor/’ 


M * • * 

(2) For products containing any 
ingredient identified in $ 34610(e). The 
labeling of the product contains the 
following information under the heading 
“Directions." followed by "or as 
directed by a doctor": 

(i) For products containing 
benzocaine identified in §34810(e)(1). 
"Apply a small amount to head and 
shaft of penis before intercourse. Wash 
off after intercourse." 

(ii) For products containing lidocaine 
identified in § 348.10(e)(2). “Apply 3 or 
more sprays, not to exceed 10. to head 
and shaft of penis before intercourse. 
Wash off after intercourse." 


Margarwt M. Ilcckler, 

Secretary of and I In man Services. 

[FR Doc. 85-23224 Filed 10-1-85: 8:45 am) 


BllUKG cooc 4iso-oi-u 




Dated: May B, 1985. 

Frank E. Young. 

Commissioner of Food and Drjgt. 
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DEPARTMENT OF LABOR 

Occupational Safety and Health 
Administration 

29 CFR Part 1960 

Basic Program Elements for Federal 
Employee Occupational Safety and 
Health Programs 

agency: Occupational Safely and 
Health Administration. Labor. 
action: Final rule. 

summary: This document amends 
Supart I of 29 CFR I960 to revise the 
present method of recording injuries and 
illnesses occurring to Federal employees 
while they ore on official lime. It also 
revises several definitions at 29 CFR 
1960.2. The effect of these revisions will 
be to eliminate duplicative 
recordkeeping and reporting 
requirements. 

EFFECTIVE date: This final rule is 
effective on Octoher 1.1985. 

FOR FURTHER INFORMATION CONTACT: 

Mr. John E. Plummer. Director. Office of 
Federal Agency Programs, Room N3613. 
U.S. Department of Labor. 200 
Constitution Avenue. NW. Washington. 
DC 20210. (202-522-9329). 
SUPPLEMENTARY INFORMATION: The 
Federal Advisory Council on 
Occupational Safety and Health 
(FACOSH) and the FACOSH Standing 
Committee on Federal Occupational 
Safety and Health had input into 
changes recommended by the FACOSH 
Subcommittee on Federal Acccidcnt 
Reporting System. 

The following definitions are deleted: 
'lost workday cases'* at $ 1960.2(1): 
"medical treatment*’ at { !960.2{n); and 
“recordable occupational injuries or 
illnesses'* at J 19G0.2(o). The following 
definition is added: "categories of 
injuries/illnesses/fatallties” as 
5 1900.2(1): and three job titles are 
changed in $ 1960.2(s). All other 
definitions in 1960.2(a) through (k); (m); 
(p) through (r): and (t) through (x) are 
unchanged. 

Further revisions are being made to 
Subpart I in order to provide for the use 
of OWCP claims data. The new system 
utilizes existing occupational injury and 
illness information reported to OWCP 
on Forms CA-1. CA-2, and CA-8. The 
agency head, however, hus a 
responsibility to "keep adequate records 
of all occupational accidents and 
illnesses for proper evaluation and 
necessary corrective action" as required 
by section 19(a)(3) of the Occupational 
Safety and Health Act of 1970. 

Subpart I. Recordkeeping and 
Reporting Requirements. 29 CFR 1960.66 


through 1960.74. is reprinted in its 
entirety so this document may replace 
Subpart 1 in the "Basic Program 
Elements for Federal Employee 
Occupational Safety and Health 
Programs: Final Rule*' published in the 
Federal Register on October 21.1980 as 
29 CFR Part 1960. and amended by a 
revision of Subpart I published in the 
Federal Register on January 25.1964. 

Following is an explanation of the 
changes in Subpart 1: 

Section 1960.66(d). Reference to forms 
in §5 1960.67 and 1960.69 is deleted 
because j 1960.68 is the only section 
which mentions a specific form by 
number. 

Section 1960.66(e). The word "forms" 
is changed to "form" because the 
Department of Labor will provide only 
the recordkeeping Form 101. upon 
request. 

Section 1960.66(f). The reference to 
transmittal of information on media 
processable by electronic processing 
equipment is deleted because it is no 
longer applicable. 

Section 1960.67(a). The word 
"recordable" is deleted. 

Section 1960.67(b). The reference to 
OSllA Form No. 200 is deleted because 
it has been replaced in the Federal 
sector only by a suggested format of a 
log which is included in the OSHA 2014 
publication. 

Section 1960.67(c). The present 
warding is changed to: "Any 
occupational injury, illness or fatality 
reported on Form CA-1, CA-2, or CA-8 
to the employing establishment/agency 
shall be recorded on the log." 

Section 1960.68. The word 
"recordable" is deleted from the second 
sentence. The last sentence is changed 
by adding "CA-8." 

Section 1960.69(a). Reference to 
"OSHA publication 2014" is deleted. 

Section 1960.70(a) . Reporting 
employment accidents to the Office of 
Federal Agency Programs is changed to 
provide reporting to the Occupational 
Safety and Health Administration. 

Section 1960.70(a)(2). Requirement for 
reporting is changed from ". . , 
hospitalization of five or more 
employees" to". . . inpatient 
hospitalization of five or more people, 
agency and nonagency people 
included." 

Section 1960.70(b). The second 
sentence is deleted. The summary report 
required by new section 1960.70(c) will 
provide full information on fatal and 
catastrophic accident investigations. 

Section 1960.70(c). This new 
paragraph will provide the Office of 
Federal Agency Programs with complete 
details on all fatal and catastrophic 
accidents. 


Section 1960.71(b). Time period of "45 
days" in the third sentence is changed to 
"six months". 

Section 1960.71(f). Deleted. Inspectors 
have access right to records in 
5 1960.26(a)(1) so this section was 
redundant 

Section 1960.7Z Change made to show 
records are available to the Secretary of 
Health and Human Services, or 
authorized representative, instead of 
National Institute for Occupational 
Safety and Health. 

Section 1960.74(a)(2). Change clarifies 
current annual report requirements. 

The revision is procedural in 
character. Therefore, this rule is not 
classified as a "major rule" under 
Executive Order 12291 on Federal 
Regulations, because it is not likely to 
result in (1) an annual effect on the 
economy of $100 million or more; (2) a 
major increase in costs or prices for 
consumers, individual industries. 
Federal. State, or local government 
agencies, or geographic regions; or (3) 
significant adverse effects on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of United States based 
enterprises to compete with foreign 
based enterprises in domestic or export 
markets. Accordingly, no regulatory 
impact analysis is required. 

These amendments affect only 
recordkeeping and reporting 
requirements of Federal agencies with 
respect to occupational injuries and 
illnesses and were developed through 
consultation with representatives of 
Federal agencies and of Federal 
employees. Therefore, it is not necessary 
to publish them for notice and comment 
pursuant to 5 U.S.C. 553(b). Further, 
these amendments eliminate duplicative 
recordkeeping and reporting 
requirements and create no new 
responsibilities. 

List of Subjects in 29 CFR Part I960 

Government employees, Law 
enforcement. Occupational safety and 
health, and Reporting and recordkeeping 
requirements. 

Authority: This document was prepared 
under the direction of Patrick R. Tyson. 

Acting Assistant Secretary of Labor for 
Occupational Safety and Health, U.S. 
Department of Labor. Third and Constitution 
Avenue. NW, Washington. DC 20210. 

Accordingly, pursuant to Sections 19 
and 24 of the Occupational Safety and 
Health Act of 1970 (84 Slat. 1609,1614; 

29 U.S.G 668, 673). 5 U.S.C. 553. 

Secretary of Labor'9 Order No. 9-83 (48 
FR 35736). and Executive Order 12196. 
Part 1960 of Title 29 of the Code of 
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Federal Regulations, is hereby amended 
a* set forth below. 

Signed at Washington. DC this 25th day of 
September t985. 

Pj trick R. Tyson. 

A* ting Assistant Secretary. 

PART 1960—[AMENDED] 

Part 1900 of 29 CFR is amended as 

follows: 

1. The authority citation for Part 1900 
is revised to read as follows: 

Authority: Sec. 19 and 24 of the 
Oupationwl Safety ond Health Act of 1970 
[M Stat. 1009.1614: 29 U.S.C 666. 673): 
Secretary of Libor's Order No. 9-63 (48 FR 
9S736); Executive Order 12196: Subpart I 
iw»u<*d under sec. 19 und 24 of the 
Occupational Safety and Health Act of 1970 
(84 Stat. 1609.1614: 29 U.S.C- 668, 673); 
Secretary of Libor's Order No. 9-83 (4H FR 
35730); Executive Order 12196. 

Subpart A—General 

la By revising paragraphs (1) and (s) 
and by deleting and reserving 
paragraphs (n) and (o) of J 1960.2 as 

follows: 

11960-2 Definitions. 

• • • • • 

|l) Categories of injuries/illnesses/ 
fatalitieSh—{i) injury (Traumatic). A 
wound or other condition of the body 
caused by external force, including 
itnfss or strain. The injury is identifiable 
as to time and place of occurrence and 
member or function of the body affected, 
and is caused by a specific event or 
incident or series of events or incidents 
within a single day or work shift. 

(2) Illness/Disease (Occupational). A 
physiological harm or loss of capacity 
produced by systemic infection: 
continued or repeated stress or strain: 
expuaure to toxins, poisons, fumes, etc.: 
or other continued and repeated 
exposures to conditions of the work 
environment over a long period of time. 
For practical purposes, an occupational 
illness/disease is any reported condition 
whiLh does not meet the definition of 
injury (traumatic). 

(3) Fatality. Death resulting from an 
injury (traumatic) or illness/disease 

(occupational). 

(4) Lost Time Case. A nonfatal injury 
(traumatic) that causes disability for 
work beyond the day or shift if 
occurred; or a nonfatal illness/disease 

< (occupational) that causes disability at 
wy time. 

(3) Xo Lost Time Cose. A nonfatal 
^iury (traumatic) or illness/disease 
(occupational) that does not meet the 
[definition of Lost Time Case. 

(6) Catastrophe. An accident resulting 
I *n five or more agency and/or 


nonagency people being hospitalized for 
inpatient care. 

• • • • • 

(nHo) (Reserved! 

• •••I 

(s) The term “Safety and Health 
Specialist" means a person or persons 
meeting the Office of Personnel 
Management standards for such 
occupations, which include but are not 
limited to: 

Safety and Occupational Health Manager/ 
Specialist GS-018 
Safety Engineer CS-8G3 
Fire Prevention Engineer GS-604 
Industrial Hygienist GS-690 
Fire Protection and Prevention Specialist/ 
Marshal GS-081 
Health Physicist CS-1308 
Occupational Medicine Physician GS-602 
Occupational Health Nurse GS-610 
Safety Technician GS-019 
Physical Science Technician CS-1311 
Environmental Health Technician GS-699 
Air Safety Investigation Officer GS-1815 
Aviation Safety Specialist GS-1825 
ChcmlM CS-1320 
Health Technician GS-645 
Highway Safety Manager CS-212S 

or equally qualified military, agency, or 
nongovernment personnel. The agency 
head shall be responsible for 
determination and certification of 
equally qualified personnel. 

• • • • • 

2. By revising Subpart 1 of Pari 1960 to 
read as follows: 

Subpnrl I—Recordkeeping and Reporting 
Requirements 

Sec 

1900 66 Purpose, scope and general 
provisions. 

1960 67 Record of log of occupational 
injuries and illnesses. 

1960.68 Supplementary record of 
occupational injuries and illnesses. 

1960.69 Annual Summaries of Federal 
Occupational Injuries and Illnesses. 

1960.70 Reporting of serious accidents. 

1960.71 Location and utilization of records 
and reports. 

1900.72 Access to records by Secretary. 

1960.73 Retention of records. 

1960.74 Agency annual reports 
1960.7S-1900.77 (Reserved). 

Authority: Secs. 19 ond 24 of the 
Occupational Safety and Health Act of 1970 
(84 Stat. 1609.1614; 29 U.S.C 668. 673); 
Secretary of Labor's Order No. 9-83 (48 FR 
35736): Executive Order 12196. 

Subpart I—Recordkeeping and 
Reporting Requirements 

§ 1960.66 Purpose, scope and general 
provisions. 

(a) The purpose of this subpart is to 
establish uniform requirements for the 
collection and compilation by agencies 
of occupational safety and health data. 


for proper evaluation and necessary 
corrective action and to assist the 
Secretary in meeting the requirement to 
develop and maintain an effective 
program of collection, compilation, and 
analysis of occupational safety and 
health statistics. The term "incident" as 
hereinafter used in this subpart shall 
include all occupational injuries and 
illnesses. 

(b) In order to perform his duties 
under Section 19 of the Act and 
Executive Order 12196, particularly with 
respect to providing the President with 
current information about the Federal 
agency safety and health program, it is 
necessary' that the Secretary be 
promptly informed of serious incidents 
involving agency employees as provided 
in { 1900.70. Assistance to agencies in 
the investigation of such incidents is 
available pursuant to the provisions of 
Executive Order 12196 and this subpart. 

(c) Each agency shall utilize the 
information collected through its 
management information system to 
identify unsafe and unhealthful working 
conditions, and to establish program 
priorities. 

(d) The Department of Labor shall 
provide Federal agencies with the 
OSHA Form 101, when requested, to 
meet the recordkeeping specified in 
5 1960.68. 

(e) The provisions of this subpart are 
not intended to discourage agencies 
from utilizing recordkeeping and 
reporting forms which contain a more 
detailed breakdown of information than 
the form provided by the Department of 
Labor. 

(f) (Reserved.) 

(g) Information concerning 
occupational injuries and illnesses or 
accidents which, pursuant to statute or 
Executive Order, must be kept secret in 
the interest of national defense or 
foreign policy shall be recorded on 
separate forms. Such records shall not 
be submitted to the Department of 
Labor, but may be used by the 
appropriate Federal agency in 
evaluating the agency's program to 
reduce occupational injuries, illnesses 
and accidents. 

§ 1960.67 Record or log of occupational 
injuries and (finesse*. 

(a) Each Federal agency snail 
maintain a record or log of all 
occupational injuries and illnesses for 
each establishment. Except as provided 
in S 1900.71 (b) and (c). the log is to be 
maintained at the establishment. 

(b) Within six working days after 
receiving information on an 
occupational injury or illness, 
appropriate information concerning such 
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injury' or illness shall be entered on the 
record or log. For this purpose, the 
format printed in OSHA 2014 will 
provide the information required. 

(c) Any occupational injury, illness or 
fatality reported on a Form CA-1, CA-2, 
or CA-6 to the employing 
establishment/agency shall be recorded 
on the log. 

§ 1960.6-8 Supplementary record of 
occupational injuries and illnesses. 

In addition to the record or log of 
occupational injuries and illnesses 
provided under § 1960.67. each Federal 
agency shall maintain a supplementary 
record for each occupational injury and 
illness. The record shall be completed 
within six working days after the receipt 
of information that an occupational 
injury or illness has occurred. For this 
purpose. OSHA Form No. 101. or OWCP 
Forms CA-1. CA-2 and CA-6 shall be 
completed in the detail required by the 
forms and the instructions therein. 

§ 1960.69 Annual summaries of Federal 
occupational injuries and illnesses. 

(a) Each Federal agency, on a fiscal 
year basis, shall compile an annual 
summary of occupational injuries and 
illnesses as prescribed. The summaries 
shall be based on the record or log of 
occupational injuries and illnesses 
maintained pursuant to 5 1960.67. 

(b) At the agency's option, and 
consistent with the Privacy Act 
considerations and applicable 
bargaining agreements, the last page of 
the record or log of occupational injuries 
and illnesses may be posted as the 
Annual Summary of Federal 
Occupational Injuries and Illnesses. 

(c) Each agency shall furnish the 
Department of Labor with a copy of its 
summary upon request of the Secretary. 

5 1960.70 Reporting of serious accidents. 

(a) Within 48 hours after the 
occurrence of an employment accident, 
the head of the Federal agency shall 
report by telephone or telegraph to the 
Occupational Safety and Health 
Administration: 

(1) Any occupational accident which 
is fatal to one or more employees; 

(2) Any occupational accident which 
results in the inpatient hospitalization of 
five or more people, agency and 
nonagency people included. 

(3) Any occupational illness which 
results in death; 

(4) Any occupational accident 
involving both Federal and non-Federal 
employees which results in a fatality or 
the hospitalization of five of more such 
employees. 

Accidents not immediately reportable, 
hut which result in death within six 


months of the date of the accident, shall 
be reported within 48 hours of the time 
the employer became aware of the 
death. 

(b) The report shall relate the 
circumstances of the accident, names of 
individuals involved, any actions taken 
by the agency, the number of fatalities, 
and/or injuries and illnesses and the 
extent of any injuries. 

(c) Agencies shall provide the Office 
of Federal Agency Programs with a 
summary report of each fatal and 
catastraphic accident investigation. The 
summaries shall address the date/time 
of accident, agency/cstablishment name 
and location, personnel categories 
(employee, public, etc.) and 
consequences, description of operation 
and the accident, causal factors, 
applicable standards and their 
effectiveness and agency corrective/ 
preventive actions. 

§ 1960.71 Locations and utilization of 
records and reports. 

(a) The provisions of the section, 
dealing with the availability of 
information compiled pursuant to this 
subpart, are designed to guide agencies 
in providing agency employees and their 
representatives with the basic 
information necessary to assure that 
they can actively participate in an 
agency safety and health program. The 
provisions of this section are also 
designed to encourage agencies to allow 
agency safety and health inspectors to 
have direct access to the accident, 
injury and illness records of the 
establishments they are inspecting in 
order that they may better carry out 
their duties pursuant to Subpart D of 
this part. 

(b) The log and supplementary 
records required by 55 1960.67 and 
1960.68 shall be maintained at each 
establishment. Where, for reasons of 
efficient administration or practicality, 
an agency must maintain these records 
at a place other than at each 
establishment, such agency shall ensure 
that there is available at each 
establishment a copy of these records. 
These records shall be completed and as 
current as possible; in no case shall 
more than six months elapse between 
the recording of an illness or injury 
occurring in an establishment and the 
availability of records reflecting that 
injury or illincss at that establishment. 

(c) (1) For agencies engaged in 
activities such as agriculture, 
construction, transportation, 
communication, and electric, gas and 
sanitary services, which may be 
physically dispersed, the log and 
supplementary records, or copies 


thereof, may be maintained at a place to 
which employees report each day. 

(2) For personnel who do not primarily 
report or work at a single establishment, 
and who are generally not supervised In 
their daily work, such as traveling 
employees, technicians, engineers, etc., 
the log and supplementary records, or 
copies thereof, may be maintained at the 
base from which personnel operate to 
carry' out their activities. 

(d) Each Federal agency shall post a 
copy of its agency annual summary of 
Federal occupational injuries and 
illnesses for an establishment, as 
compiled pursuant to 55 196067 or 
1900.69, at such establishment, not later 
than 45 calendar days after the close of 
Ihe fiscal year or otherwise disseminate 
a copy of Ihe annual summary for an 
establishment in written form to all 
employees of the establishment. Copies 
of the annual summary shall be posted 
for a minimum of 30 consecutive days in 
a conspicuous place or places in the 
establishment where notices to 
employees are customarily posted. 
Where establishment activities are 
physically dispersed, the notice may be 
posted at the location to which 
employees report each day. Where 
employees do not primarily work at or 
report to a single location, the notice 
may be posted at the location from 
which the employees operate to cany 
out their activities. Each Federal agency 
shall take necessary steps to ensure that 
such summary is not altered, defaced, or 
covered by other material 

(e) The heaif of each agency shall 
ensure access to establishment logs and 
annual summaries by the 
establishment's Occupational Safety 
and Health Committees, employees, 
former employees and employee 
representatives. 

5 1960.72 Access Jo records by Secretary 

The records required to be maintained 
under the provisions of this subpart 
shall also be available and made 
accessible to the Secretary of Labor. 
Secretary of Health and Human Sendees 
and their authorized representative. 

5 1960.73 Retention of records. 

The records and reports required to be 
maintained under the provisions of this 
subpart shall be retained by each 
agency for five years following the end 
of the fiscal year to which they relate, 
and any location including a Federal 
record retention center, to which the 
Secretary or his authorized 
representative would have reasonablt? 
access. In addition, records required by 
OSHA standards shall be retained in 
accordance with tHose standards 
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$ 1960.74 Agency annual reports. 

(a) The Act and E.O.12196 require all 
Federal agency heads to submit to the 
Secretary an annual report on their 
agency's occupational safety and health 
program, containing such information as 
the Secretary prescribes. 

(1) Each agency shall submit to the 
Secretary by January 1 of each year a 
report describing the agency 
occupational safety and health program 
of the previous fiscal year and 
objectives for the current year. The 


report shall include a summary of the 
agency's self-evaluation findings as 
required by i 1960.78(b). 

(2) Guidelines for agency annual 
reports to OSHA are prescribed in 
OSHA publication 2014. The Secretary 
shall notify agencies by January 1 of any 
changes to the guidelines for the 
subsequent year's report 

(3) The agency reports shall be used in 
the preparation of the Secretary’s report 
to the President 


(b) The Secretary shall submit to the 
President by October 1 of each year a 
summary report of the status of the 
occupational safety and health of 
Federal employees, based on agency 
reports, evaluations of individual agency 
progress and problems in correcting 
unsafe or unhealthful working 
conditions, and recommendations for 
improving their performance. 

*§ 1960.76-1960.77 (Reservedl 

[FR Doc. 85-23450 Filed 10-1-64 6 45 am) 
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ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 228 
I LOW- FRL-2904-31 

Ocean Dumping; Proposed 
Designation of Sites 

agency: Environmental Protection 
Agency (EPA). 
action: Proposed rule. 

summary: EPA today proposes to 
designate four existing dredged material 
disposal sites located offshore of the 
mouth of the Columbia River, Oregon* 
Washington, as EPA approved ocean 
dumping sites for the dumping of 
dredged material removed from the 
entrance channel to the Columbia River 
and other small harbors bordering the 
lower river. This action is necessary to 
provide acceptable ocean dumping sites 
for the current and future disposal of 
this material. 

date: Comments must be received on or 
before November 18,1985. 
addresses: Send comments to: Paul 
Pan. Chief. Environmental Analysis 
Branch (WH-556M). EPA. Washington. 
DC 20460. 

The file supporting this proposed 
designation is available for public 
inspection at the following locations: 
EPA Public Information Reference Unit 
(PiRU). Room 2904 (rear), 401 M Street 
Southwest. Washington. DC 
EPA Region X, 1200 Sixth Avenue. 

Seattle. Washington 
U.S. Army Corps of Engineers Library, 
Portland District, 319 Southwest Pine 
Street. Portland. Oregon 

FOR FURTHER INFORMATION CONTACT: 

Paul Pan. (202) 755-9231. 

SUPPLEMENTARY INFORMATION: 

A. Background 

Section 102(c) of the Marine 
Protection. Research, and Sanctuaries 
Act of 1972, as amended. 33 U.S.C. 1401 
et seq. (’’the Act"), gives the 
Administrator of EPA the authority to 
designate sites where ocean dumping 
may be permitted. On September 19. 
1980, the Administrator delegated the 
authority to designate ocean dumping 
sites to the Assistant Administrator for 
Water and W r aste Management, now the 
Assistant Administrator for Water. This 
proposed site designation is being made 
pursuant to that authority. 

The EPA Ocean Dumping Regulations 
(40 CFR Chapter I, Subchapter H, 

Section 228.4) state that ocean dumping 
sites will be designated by promulgation 
in Part 228. A list of "Approved Interim 


and Final Ocean Dumping Sites" was 
published on January 11.1977 (42 FR 
2481 et seq.) and was last extended on 
August 24, 1984 (49 FR 33647 et seq.). 
That list established these sites as 
interim sites. 

B. E1S Development 

Section 102(c) of the National 
Environmental Policy Act of 1969, 42 
U.S.C. 4321 et seq.. ("NEPA") requires 
that Federal agencies prepare an EIS on 
proposals for legislation and other major 
Federal actions significantly affecting 
the quality of the human environment. 
The object of NEPA is to build into the 
Agency decision-making process careful 
consideration of all environmental 
aspects of proposed actions. While 
NEPA does not apply to EPA activities 
of this type. EPA has voluntarily 
committed to prepare EIS’s in 
connection with ocean dumping site 
designations such as this. (39 FR 16186, 
May 7,1974. and 39 FR 37119. October 
21,1974). 

EPA has prepared a draft and final 
EIS entitled "Environmental Impact 
Statement (EIS) for the Mouth of 
Columbia River Dredged Material 
Disposal Site Designation." On October 
15.1982, a notice of availability of the 
draft EIS for public review and comment 
was published in the Federal Register 
(47 FR 46135). The public comment 
period on this draft EIS closed 
November 29,1982. Twelve reviewers 
submitted comments on the draft EIS, 
which the Agency assessed and 
responded to in the final EIS. Editorial 
or factual corrections required by the 
comments were incorporated in the text 
and noted in the Agency’s response. 
Comments which could not be 
appropriately treated as text changes 
were addressed point by point in the 
final EIS, following the letters of 
comment. 

On April 29, 1983. a notice of 
availability of the final EIS for public 
review and comment w r as published in 
the Federal Register (48 FR 19465). The 
public comment period on the final EIS 
closed May 30.1983. One comment was 
received on the final EIS which 
requested a consistency determination 
under the Coastal Zone Management 
Act. The states of Washington and 
Oregon have concurred with EPA’s 
consistency determination. Anyone 
desiring a copy of the EIS may obtain 
one from the address given above. 

EPA has initiated Section 7 
consultation under the Endangered 
Species Act with the Fish and Wildlife 
Service and National Marine Fisheries 
Service. 

The EIS discusses the need for the 
action, examines ocean disposal site 


alternatives to the proposed action, qnd 
presents the information needed to 
evaluate the suitability of ocean 
disposal areas for final designation for 
continuing use. The EIS is based on one 
of a series of disposal site 
environmental studies conducted by 
EPA and the Corps of Engineers. The 
environmental studies and final 
designation process ore being conducted 
in accordance with the requirements of 
the Act. the Ocean Dumping 
Regulations, and other applicable 
Federal environmental legislation. 

C. Proposed Site Designation 

All four sites are located between one 
and six nautical miles (nmi) from shore 
near the Columbia River at water depths 
ranging from 18 to 40 meters. Currently 
approximately six million cubic yards is 
dredged annually to maintain the 15- 
meter channel depths. These ocean sites 
receive the material dredged from the 
channel. 

Because of the severity of weather 
conditions in the region, dredging can be 
conducted only from mid-April to mid- 
October. The four sites available for 
dredged material disposal would allow 
full advantage of the short dredging 
season and enable greater flexibility for 
site selection and use when considering 
the weather conditions, sediment 
accumulation, vessel traffic and number 
of hopper dredges operating at the 
mouth of the river. 

The sites are named. A. B. E, and F for 
identification. Site A is located 
approximately three nautical miles from 
shore and occupies an area of about 0.27 
square nautical miles. Comer 
coordinates are as follows: 

46*13*03' N.. 124*06*17* W.: 

46*12*50* N.. 124*05*55* W.; 

46*1213* N.. 124*06*43* W.; 

46*12 28* N„ 124*07*05* W. 

Site B is located approximately 5.8 
nautical miles from shore and occupies 
an area of about 0.25 square nautical 
miles. Comer coordinates are as 
follows: 

46*14‘37* N.. 124*1034* W.: 

48*13*53* N.. 124*10 01* W.; 

46*13 43* N.. 124*10 28* W.; 

46*14*28* N.. 124*10*59* W, 

Site E is located approximately one 
nautical mile from shore and occupies 
an area of about 0.08 square nautical 
miles. Comer coordinates are as 
follows: 

46*15*43* N.. 124*05*21* W.; 

46*15*38* N„ 124*05*11* W.: 

46*1511* N„ 124*05*53* W.; 

46*15*18* 1\L 124*06*03* W, 

Site F is located approximately five 
nautical miles from shore and occupies 
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an area of about 0.08 square nautical 
miles. Comer coordinates are as 
follows: 

48*1212* N„ 124*00*00* W 4 

48*12 00* N.. 124*08*42* W 4 

46*11*48* N.. 124*09 00* W 4 

48*12*00* N.. 124*09*18* W. 

D Regulatory Requirements. 

Five general criteria are used in the 
selection and approval for continuing 
use of ocean disposal sites. Sites are 
selected so as to minimize Interference 
with other marine activities, to keep any 
temporary perturbations from the 
dumping from causing impacts outside 
the disposal site, and to permit effective 
monitoring to detect any adverse 
impacts at an early stage. Where 
feasible, locations off the Continental 
Shelf are chosen. If at any time disposal 
operations at a site cause unacceptable 
adverse impacts, further use of the site 
will be restricted or terminated. These 
general criteria are given in i 228.5 of 
the F.PA Ocean Dumping Regulations, 
and i 228.6 lists 11 specific factors used 
in evaluating a proposed disposal site to 
assure that the general criteria are met. 

The existing sites, as discussed below 
under the 11 specific factors, ore 
act cptuble under these five general 
criteria except for the preference for 
sites located off the Continental Shelf. 
F.PA has determined, based on the 
information presented in the HIS. that no 
environmental benefit would be 
obtained by selecting sites off the 
Continental Shelf instead of those 
proposed in this action. In addition. Ihe 
increased transit distance and time 
required for disposal farther offshore 
would further reduce the effective 
dredging season already restricted by 
weather conditions. Historical use of the 
existing sites has not resulted in 
significant damage to living resources of 
the ocean or to other uses of the marine 
environment 

The characteristics of the existing 
rites are reviewed below in terms of the 
11 factors. 

1. Ct graphical position, depth of 
water, bottom topography and distance 
from coast. (40 CFR 228.6(a)(1)) 
Geographical positions and distances 
from the coast for each existing site are 
given above. Water depths of sites range 
from 18 to 40 meters. The bottom 
topography of the nearshore mouth of 
tnp Columbia River region is 
characterized by a northward trending 
tidal delta and a mound within site B 
composed of previously disposed 
drndged material. 

2 . Location in relation to breeding, 
spawning, nursery . feeding, or passage 
areas of living resounds in adult or 

| Juvenile phases. (40 FR 228.6(a)(2)) 


Breeding, spawning, nursery, and/or 
passage activities of commercially 
important finfish and shellfish species 
all occur on a seasonal basis close to the 
MCR. The spawning season of the 
dungeness crab is from December to 
April, With a few crab larvae evident in 
the plankton after March, the 
probability that dredged material 
disposal at MCR will interfere with 
larval survival is small. Similarly, there 
is small likelihood of interference with 
the larval and juvenile crab populations 
on the ocean floor. Due to the mobility 
of finfish, it is unlikely that disposal 
operations will interfere with the 
migrations of commercially important 
anudromous species. 

Twenty years of dumping at the sites 
has not caused significant or irreversible 
impacts on living resources. The effects 
of disposal on demersal fish are 
apparent temporary decreases in 
abundance, numbers of species, mean 
size, and a change in food preference; 
deposition at the sites in prior years 
revealed no apparent lasting effect on 
the diversity and number of finfish. The 
feeding, breeding, and migratory 
activities of marine mammals are not 
significantly affected by dredged 
material disposal in the area. 

3. Location in relation to beaches and 
other amenity areas. (40 CFR 228.6(a)(3) 
All of the interim sites are close to 
shore, but only sediment dumped at site 
F. is likely to reach adjacent beaches. 
Sediments with median diameters of 
0.18 mm (e g., dredged sediments from 
the entrance channel) may be 
transported as bedload during winter 
storms. However, net sediment transport 
from sites, A. B, and F is northward and 
generally parallel to the isobaths, at 
rates of 0.25 nmi/yr. Therefore, 
sediments dumped at sites, A, B, or F are 
not likely to be transported onto 
adjacent beaches. Dredged material 
released at site E is dispersed, and no 
sediment accumulation has been 
detected. Dredged sediments are 
transported in a northeastward direction 
onto Peacock Spit, parallel to the beach, 
while a portion may be transported 
eastward into the estuary. The material 
is predominantly dean sand which is 
suitable for beach nourishment; 
consequently, transport of dredged 
materials from site E should have 
beneficial effects on local beaches. 
Furthermore. Washington State Parks 
Department has requested preferential 
use of site E to retard erosion of the 
coastal beaches. 

4. Types and quantities of H astes 
proposed to the disposed of and 
proposed methods of release, including 
methods of packing the waste , if any (40 
CFR 228.6(a)(4)) Dredged sediments 


from the main entrance and from 
entrance channels to other small 
harbors west of Astoria Bridge are the 
only materials presently dumped at the 
sites. Dredged materials are 95 to 98 
percent sand and comply with the 
requirements of 5 227.13(b) of the Ocean 
Dumping Regulations. Sediments are 
transported by a hopper dredge 
equipped with a subsurface release 
mechanism and are not packaged in any 
manner. Disposal volumes average six 
million cubic yards during each six- 
month dredging season. The interim 
sites are close to the dredging sites, and 
their use will minimize transport time 
and facilitate a coordinated controlled 
dumping schedule. 

In 1979 approximately 95 percent of 
the dredged material disposed was 
released at site E. Other sites can be 
used to control shoaling caused by 
transport of sediment from site E into 
the estuary. The quality of dredged 
material to be disposed at each site will 
be determined based upon the physical 
characteristics of the material and its 
potential for impact. 

Future dredged muteria! volumes may 
exceed present volumes if the 
navigational safety of the entrance 
channel necessitates expanded dredging 
efforts or if other dredged material is 
disposed at the site. Any materials 
disposed at the sites must be within the 
capacity of the sites and must comply 
with EPA’s dredged material criteria in 
5 227.13 of the Ocean Dumping 
Regulations. 

5. Feasibility of surveillance and 
monitoring. (40 CFR Sec, 228.6(a)(5)) 

The U.S. Coast Guard is not currently 
carrying out surveillance at the interim 
sites. However, due to the proximity of 
the sile9 to shore, surveillance would 
not be difficult. Monitoring is not a 
problem because the sites are close to 
shore and in shallow water. Prior to and 
during annual dredging, the Corps of 
Engineers surveys the entrance channel 
and bottom topography within the site 
boundaries and identifies shoaling or 
mounding areas. 

Monitoring by EPA, the Corps of 
Engineers, and permittees, as required, 
will continue for as long as the site is 
used. If evidence of significant adverse 
environmental effects is found. EPA will 
take appropriate steps to limit or 
terminate dumping at the site. 

6. Dispersal , horizontal transport and 
vertical mixing characteristics of the 
area , including prevailing current 
direction and velocity, if any . (40 CFR 
Sec. 228.8(a)(6)) Dredged material is 
primarily medium to fine-grained sand, 
thus rapid settling of the released 
sediments occurs with slight horizontal 
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mixing or vertical stratification. Rapid 
settling precludes persistent changes in 
the post disposal suspended sediment 
concentration. Large waves and tidal 
currents at site E may result in a 
significantly greater horizontal 
dispersion of released sediments 
relative to sites A, B, and F. 

Previous studies have demonstrated 
the relative immobility of dredged 
sediments dumped at sites A. B. and F. 
l.arge percentages of the dredged 
sediments released at these sites will 
remain within the boundaries of the 
sites; smaller proportions of dredged 
material move slowly (0.25 nmi/yr.) 
northwards. Dredged materials dumped 
at site E during summer are eroded 
during the following winter. Previous 
studies have indicated a probable 
northeasterly transport of sediments 
onto Peacock Spit and adjacent beaches, 
although portions of the material 
dumped at site E may move eastward 
into the estuary. 

7. Existence and effects of current and 
previous discharges and dumping in the 
area (including cumulative effects). (40 
CFR Sec. 228.6(a)(7)) Studies indicate 
that disposal of dredged material at the 
interim sites causes only minor impacts; 
temporary localized mounding, slight 
changes in sediment texture, and 
temporary disturbance of benthic 
infauna and demersal finfish 
assemblages. Dean sands dredged from 
the high-energy entrance channel have 
not produced any changes in water or 
sediment quality at the disposal sites. 

Although there has been no significant 
mounding at any site, sediment has 
accumulated within site B at a shoaling 
rate of approximately 3 meters in 20 
years. Presen! water depths range from 
22 to 36 meters; therefore, shoaling does 
not currently present a problem to 
navigation. Mounds of accumulated 
dredged sediments at site B tend to 
spread laterally and flatten under the 
influence of bottom current and wave- 
induced turbulence. 

Disturbances to infauna are caused by 
direct burial of sessile or slow-moving 
organisms. Substrate disturbances cause 
temporary (one to two months) changes 
in infaunal biomass and diversity. Other 
benthic species are motile or able to 
withstand temporary burial. Localized 
and temporary changes in finfish 
abundances may result from changes in 
fish food abundances. Effects on the 
biota are neither cumulative nor 
irreversible. 

8. Interference with shipping, fishing, 
recreation, mineral extraction, 
desalination, fish and shellfish culture, 
areas of special scientific importance 
and other legitimate uses of the ocean. 
(40 CFR 228.6(a)(ft)) Extensive shipping. 


fishing, and recreational activities, in 
addition to scientific investigations, take 
place in the vicinity of the interim sites. 
Minor Interferences with these activities 
may occur however, dredging personnel 
can shift disposal operations to another 
site or temporarily suspend dredging 
during periods of conflict. Mineral 
extraction, desalination, and 
aquaculture activities do not presently 
occur in the vicinity of MCR. However, a 
black sand mining operation is planned 
for a nearshore area 4 nmi north of the 
North Jetty. Dredged material disposal 
at site E could increase the sand 
overburden at the mining site, thus 
increasing mining costs. 

9. The existing water quality and 
ecology of the site os determined by 
available data or by trend assessment 
or baseline surveys. (40 CFR 228.6(a)(9)) 
Investigations suggest that the disposal 
of clean sands, dredged from the 
entrance channel will have minimal 
adverse Impacts on the water quality or 
ecology at the sites. 

The mouth of the Columbia River is a 
dynamic high-energy environment; and 
water quality parameters 
(concentrations of dissolved nutrients, 
trace metals, dissolved oxygen. pH. or 
turbidity) are influenced by river 
discharge volumes, tidal cycles, and 
biological activity. 

The distribution of nearshore 
planktonic communities is both 
temporally and spatially variable. 
Phytoplankton communities consist of a 
diverse assemblage of diatoms and 
dinofiagellates. with seasonally variable 
productivities and standing crop. 
Zooplankton are dominated by calanoid 
copepods. gammarid amphipods. 
cumaceans. and mysids. Smelt, anchovy, 
right cyo flounder, and codfish, which 
are port of the ichthyoplankton 
community at certain stages of their life 
cycle, are dominant. 

Releases of dredged material do nol 
produce a persistent turbidity plume, 
thus decreased light transmission with a 
concomitant decrease in phytoplankton 
primary productivity is not expected to 
occur. In addition, no detectable 
changes in dissolved nutrients or trace 
metal concentrations accompany 
disposal; therefore, no significant 
adverse impacts on phytoplankton 
productivity are expected. 

Benthic assemblages at MCR are 
abundant, diverse and adapted by 
sediment type and depth. Polychaetes. 
crustaceans, and molluscs are the 
dominant benthic organisms. These 
benthic organisms could be affected by 
dredged material disposal, by temporary 
burial and slight changes in sediment 
texture. Disposal-related turbidity 
impacts are improbable because post¬ 


disposal. suspended particulate 
concentrations are not significantly 
different from pre-disposal 
concentrations. Subsequent to disposal 
activities, the sites are repopulated by 
benthic organisms which either burrow 
up through the substrate or migrate into 
the site from adjacent areas. Therefore, 
effects of dredged material disposal are 
temporary and do nol extend beyond 
the boundaries of the disposal sites. 

10. Potentiality for the development or 
recruitment of nuisance species in the 
disposal site. (40 CFR Sec. 228.6(a)(10)) 
Previous surveys at the interim sites did 
not detect the development or 
recruitment of nuisance species. 

11. Existence at or in close proximity 
to the site of any significant natural or 
cultural features of historical 
importw:ce . (40 CFR Sec, 228.6{a)(ll)) 
The Washington State Department of 
Archaeology is compiling an inventory 
of cultural and historic resources for the 
mouth of the Columbia River. Although 
density of known shipwrecks is high, 
information about the exact location, 
historical value, and assessability of 
individual wrecks must be compiled. 
Previous dredged material disposal has 
reduced the potential for locating or 
recovering cultural features of historical 
importance at the interim sites.. 

By letter of December 15.1982. the 
State Office of Archaeology 
acknowledged that the KIS adequately 
considered any potential impact on 
cultural resources, and the precautions 
to be taken to avoid or mitigate 
anticipated impacts to identified or 
unidentified cultural resources are 
adequate. 

E. Proposed Action 

The EIS concludes that the existing 
sites may appropriately be designate d 
for continuing use. The existing sites are 
compatible with the criteria used for site 
selection; designating sites other than 
the existing sites offers no clear 
economic advantage or environmental 
benefit; the existing sites have been 
historically used without apparent 
significant adverse environmental 
effects. 

Based on the information reported in 
the EIS. F.PA proposes to designate the 
four existing mouth of the Columbia 
River dredged material disposal sites as 
EPA approved ocean dumping sites for 
continuing use for the ocean disposal of 
dredged material where the applicant 
has demonstrated compliance with 

F. PA’s ocean dumping criteria. The FJS is 
available for inspection at the address 
given above. 

The designation of the four existing 
mouth of the Columbia River dredged 
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material disposal sites as EPA 
Approved Ocean Dumping Sites is being 
published as proposed rulemaking. 
Management authority of these sites will 
be delegated to the Regional 
Administrator of EPA Region X. 
Interested persons may participate in 
this proposed rulemaking by submitting 
written comments within 45 days of the 
date of this publication to the address 
given above. 

It should be emphasized that, if an 
ocean dumping site is designated, such a 
site designation does not constitute or 
imply EPA*S approval of actual disposal 
of materials at sea. Before ocean 
dumping of dredged material at the site 
may commence, the Corps of Engineers 
must evaluate a permit application 
according to EPA's ocean dumping 
criteria. If a Federal project is involved, 
the Corps must also evaluate the 
proposed dumping in accordance with 
those criteria. In either case. EPA has 
the right to disapprove the uctual 
dumping, if it determines that 
environmental concerns under the Act 
have not been met. 

F. Regulatory' Assessments 

Under the Regulatory Flexibility Act. 
EPA is required to perform a Regulatory 
Flexibility Analysis for all rules which 
may have a significant impact on a 
substantial number of small entities. 

EPA has determined that this proposed 
action will not have a significant impact 
an small entities since the site 
designation will only have the effect of 
providing a disposal option for dredged 
material. Consequently, this proposal 
dives not necessitate preparation of a 
Regulatory Flexibility Analysts. 

Under Executive Order 12291. EPA 
must judge whether a regulation is 
“major** and therefore subject to the 
requirement of>a Regulatory Impact 


Analysis. This action will not result in 
an annual effect on the economy of $100 * 
million or more or cause any of the other 
effects which would result in its being 
classified by the Executive Order as a 
'‘major*’ rule. Consequently, this 
proposed rule does not necessitate 
preparation of a Regulatory Impact 
Analysis. • 

This proposed rule does not contain 
any information collection requirements 
subject to Office of Management and 
Budget review under the Paperwork 
Reduction Act of 1980, 44 U.S.C 3501 et 
seq. 

list of Subjects in 40 CFR Part 228. 

Water pollution control. 

Dated: Septcmlxir 19,1985. 

Henry' Longest IL 

Acting Assistant Administrator far Water. 

In consideration of the foregoing, 
Subchapter H of Chapter I of Title 40 is 
proposed to be amended as set forth 
below. 

PART 228— {AMENDED | 

1. The authority citation foi Part 228 
continues to read as follows: 

Authority: 33 U.S.C. 1412 and 1418. 

2. Section 228.12 is amended by 
removing paragraph (a)(l)(ii)(E) for the 
five Mouth of Columbia River, Oregon. 
Dredged Material Disposal Sites, and 
adding paragraphs (b) (27). (28), (29), 
and (30) ns four ocean dumping sites for 
Region X. to read as follows: 

$ 228.12 Delegation of management 
authority tor ocean dumping sites. 

• • • • • 

(bj* * * 

(27) Mouth of Columbia River Dredged 
Material. 

Site A— Region X. 


Location 48*13*03'* N- 124'08 17“ W,; 

46* 12*50“ N . 124*05*55“ W.; 46*12*13*' N.. 
124*06*43* W.; 48*12*26“ N. 124W06** \V 
Size: 0.27 square nautical miles. 

Depth: Ranges from 16-40 meters 
Primary Use: Dredged material. 

Period of Use: Continuing use. 

Restriction: Disposal shall be limited to 
dredged material from the Columbia River 
entrance channel and adjacent areas. 

(28) Mouth of Columbia River Dredged 
Material. 

Site B—Region X. 

Locution 46*14*37'* N„ 124*10*34* W.; 
46*13*53* N., 124*10*01“ W.; 46*13*43“ N, 
124*10 26“ W.; 46*14*28“ N.. 124*1959* W 
Size: 0.25 square nautical miles. 

Depth: Ranges from 18-40 meters. 

Primary Use: Dredged material. 

Period of Use: Continuing use. 

Restriction: Disposal shall bo limited to 
dredged material from the Columbia River 
entrance channel and adjacent areas. 

(29) Mouth of Columbia River Dredged 
Material. 

Site E—Region X- 

Location: 4615*43“ N., 124*05 21“ W.; 
40*15*36 N . 124*0511** W.; 46*1511“ N., 
124*05*53*’ W: 46*1516 * N.. 124*06 03“ W. 
Size: 0.08 square nautical mites. 

Depth: Ranges from 16-40 meters, 

Primory Use: Dredged material. 

Period of Use: Continuing use. 

Restriction: Disposal shall be limited to 
dredged material from the Columbia River 
entrance channel and adjacent areas. 

(30) Mouth of Columbia River Dredged 
Material. 

Site F—Region X 

tvocation: 46*1212“ N.. 124*09 00“ Wu 
46*12*00*' N.. 124*08 42“ Wu 46*11*48 N.. 
124*09 00* W.: 46*12'00‘* N.. 124*09*16* W. 
Size: 0.08 square nautical miles. 

Depth: Ranges from 16-40 meters. 

Primary Use: Dredged material. 

Period of Use: Continuing uso. 

Restriction: Disposal shall be limited to 
dredged material from the Columbia River 
entrance channel and adjacent areas. 

|FR Doc. 85-23381 Filed 10-1-85; 8:45 am) 

SU.UNG COOC S5SO-SO-M 
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ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 60 

IAD-FRL-2S87-21 

Standards of Performance for New 
Stationary Sources; Appendix A— 
Addition of Quality Assurance and 
Quality Control Procedures to 
Methods 5A, 50. 6A, 6B, and 20; 
Proposal of Revisions 

agency: Environmental Protection 
Agency (EPA). 

action: Proposed rule and notice of 
public hearing. 


summary: The purpose of this rule is to 
add quality control (QC) and quality 
assurance (QA) procedures to five 
methods already published in 40 CFR 
Part SO. These QC and QA procedural 
additions include field calibration 
checks of the sample volume meters for 
Methods 5A and 5D, addition of a 
temperature monitor for Method 5A. 
analytical audits for methods 6A and 6B. 
and specific procedural clarifications to 
Method 20. The additions primarily 
incorporate changes made to other 
methods in 40 CFR Part 60 in earlier 
Federal Register notices (49 FR 26522 
and 48 FR 55870). The intended effect is 
to provide procedures for verifying and 
improving the reliability of data 
produced by these test methods. 

There are additional chunges being 
proposed for Method 20 to allow the 
measurement of COj in lieu of Oi 
measurements. The additions to Method 
20 to allow COa measurement include 
specifications for instruments 
monitoring and calculations for 
correcting pollutant measurement to 
specific Ch conditions using COi data. 
The intended effect of this procedural 
change is to increase the flexibility of 
the method. 

A public hearing, if requested, will be 
held to provide interested persons on 
opportunity for oral presentation of 
data, views, or arguments concerning 
the proposed rule. 

OATES: Comments. Comments must be 
received on or before December 13. 

1985. 

Public Hearing. If anyone contacts 
EPA requesting to speak at a public 
hearing by October 23,1985, a public 
hearing will be held on November 13. 
1985 beginning at 10 00 a m. Persons 
interested in attending the hearing . 
should call Mr. Peter R. Westlin at (919) 
541-2237 to verify that a hearing will 
occur. 


Request to Speak at Hearing. Persons 
wishing to present oral testimony must 
contact EPA by October 23,1985. 
ADDRESSES: Comments. Comments 
should be submitted (in duplicate if 
possible) to: Central Docket Section 
(LE-131). Attention Docket Number A- 
85-09, U.S. Environmental Protection 
Agency. 401 M Street SW. Washington. 
D.C. 204C0. 

Public Hearing. If anyone contacts 
EPA requesting a public hearing, it will 
be held at EPA's Emission Measurement 
Laboratory. Research Triangle Park. 
North Carolina. Persons interested in 
attending the hearing or wishing to 
present oral testimony should notify Mr. 
Peter Westlin, Emission Measurement 
Branch (MD-19), U.S. Environmental 
Protection Agency. ResearJi Triangle 
Park, North Carolina 27711. telephone 
(919) 541-2237. 

Docket Docket No. A-85-09, 
containing materials relevent to this 
rulemaking, is available for public 
inspection and copying between 0:00 
a.m and 4:00 p.m., Monday through 
Friday, at EPA's Central Docket Section. 
West Tower Lobby. Gallery 1. 

Waterside Mall, 401 M Street, SW, 
Washington, D.C. 20460. A reasonable 
fee may be charged for copying. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Peter R. Westlin, Emission 
Measurement Branch. Emission 
Standards and Engineering Division 
(MD-19), U.S. Environmental Protection 
Agency. Research Triangle Park. North 
Carolina 27711, telephone number (919) 
541-2237. 

SUPPLEMENTARY INFORMATION: The F.PA 
published revisions to Methods 4 and 5 
on December 14.1983 (48 FR 55870), 
providing a means for the tester to check 
the dry gas volume meter calibration on 
the test site. These QC procedures were 
included as recommendations, but were 
not required. The amendments being 
proposed incorporate these QC 
procedures into Methods 5A and 5D. 

A second change is being proposed 
for Method 5A regarding the filter 
temperature monitor. The filter 
temperature during sampling with 
Method 5A is critical to proper sample 
collection. The revision specifies that 
the temperature sensor be located in the 
sample gas stream immediately 
downstream of the Filter. 

The EPA published revisions to 
Method 6 on June 27. 1984 (49 FR 28522). 
to include analytical audit procedures to 
assure the quality of the analytical 
results. The proposal specifies the 
completion of these audits for Methods 
6 A and 6B when the methods are used 
for compliance determinations. Method 
6 A revisions specify completion of the 


audits for each application of the 
method. Method 6B revisions describe a 
periodic scheduling of the audits and 
both revisions refer to Method 6 for the 
audit procedures. 

Method 20 is the NO, emissions 
measurement method applicable to 
stationary gas turbine testing. It is an 
instrument-based method for the 
measurement of NO, and O* for 
reporting NO, emissions in 
concentration units conected to specific 
Oa conditions. The revisions being 
proposed are made in response to 
requests from several users of Method 
20 to allow measurement of COa in 
addition to or in lieu of Oa measurement. 
This approach is feasible and may add 
quality control capabilities to the 
procedures using fuel specific F factors 
The addition of COa measurement is 
being proposed with several 
clarification to several sections in 
Method 20. 

Ihe Administrator requests comments 
on the applicability of these and other 
QC and QA procedures. 

Under Executive Order 12291. EPA 
must judge whether a regulation is 
“major” and therefore subject to the 
requirements of a regulatory impact 
analysis. This proposed regulation is not 
major because it would result in none of 
the adverse economic effects set foith in 
section 1 of the Order as grounds for 
finding a regulation to be major. The QA 
and QC procedures proposed will odd 
little, if any, time or expense to the 
length or cost of the field test or sample 
analyses. The economic analysis of the 
proposed standards' effect on the 
industry did not indicate any significant 
adverse effects on competition, 
investment, productivity, employment, 
innovation, or the ability of U.S. firms to 
compete with foreign firms (the third 
critierion in the Order.) 

This regulation was submitted to the 
Office of Management and Budget for 
review as required by Executive Order 
12291. 

Pursuant to the provisions of 5 U.S.C 
605(b), f hereby certify that this rule, if 
promulgated, will not hove a significant 
economic impact on small business 
entities because the additional testing 
costs associated with the changes are 
not significant. 

List of Subjects in 40 CFR Part 60 

Air pollution control. Incorporation bv 
reference. Intergovernmental relation*. 
Reporting and recordkeeping 
requirements. Petroleum. 
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Dated: September 23. 1985. 

Lee M. Thomas. 

Administrator. 

PART 60—| AMENDED) 

It is proposed to amend 40 CFR Part 
60. Appendix A, as follows: 

1. The authority citation for Part GO 
continues to rend as follows: 

Authority: Secs. 111. 114. 301(a) of the 
Clean Air Act as amended (42 U.S.C. 7411. 
7414. 7001(a)). 

2. In Method 5A, by revising Section 

2.1.4 as follows: 

2.1.4 Filter Heating System. Any beating 
(or cooling) system capable of maintaining a 
sample gas temperature at the exit end of the 
niter holder during sampling at 42 ± 10 *C 
(108 ± 18 *F) Install a temperature gauge at 
the exit side of the filter holder so that the 
sensing tip of the temperature gauge is in 
direct contact with the sample gas and the 
sample gas temperature can be rrgulated and 
monitored during sampling. The temperature 
gauge shall comply with the calibration 

* pacific* lions defined in Section 5. The tester 
may use systems other than the one shown in 
APTD-0681. 

3. In Method 5A. by adding a new 
Section 4.4 to Section 4 as follows: 

4.4 A quality control (QC) check of the 
volume metering system at the field site is 
suggested before collecting the sample. Use 
the procedure defined in Method 5. Section 
4 4 

4. Iii Method 5D. by adding Section 4.7 
to Section 4 as follows: 

4.7 Quality Control. A QC check of the 
volume metering system at the field site is 
-uiggested before collecting the sample. Use 
the procedure defined in Section 4 4 of 

Me thod 5. 

5. In Method BA. by adding Section 4.4 
ab follows: 

4.4 Quality Assurance (Q\) Audit 
Samples. Only when this method is used for 
compliance determinations, obtain an audit 
sample set ns directed in Section 321.8 of 
Method 6 Analyze the audit samples, and 
report the results as directed In Section 4.4 of 
Method 6. Acceptance criteria for the audit 
rrnults arc the same as in Method 6. 

6. In Method BA. by revising Section 

7.5 to Section 7 as follows: 

7.5 Sample Analysis. Analysis of the 
peroxide solution is the same as described in 
Section 4.3. Only when making compliance 
determinations, conduct an audit of the SO» 

•inalysis procedure as described In Section 
4 4. 

7. In Method 6B. by adding Section 4.4 
as follows: 

4 4 QA Audit Samples. Only when this 
method is used for compliance 
'iHcrminatioiw. obtain an audit .ample set a. 
•iirncted in Section 3.3 8 of Method 6. Analyte 


the audit samples at least once for every 30 
days of sample collection, and report the 
results as directed in Section 4.4 of Method a 
The analyst performing the wimple analyses 
shall perform the audit analyses. If more than 
one analyst performed the sample analyses 
during the 30 day sampling period, each 
analyst shall perform the audit analyses and 
all audit results shall be reported. 

Acceptance criteria for the audit results am 
the same as in Method ft 

& In Method 6B. by revising Section 7 
as follows: 

7. Emission Hate Procetfuj* 

Hi© emission rate procedure Is the same as 
described in Method 6A. Section 7, except 
that the timer is needed and is operated as 
described in this method. Only when this 
method is used for compliance 
determinations, perform the QA audit 
anulyses as described in Section 4.4. 

9. In Method 20. by revising the title as 
follows: 

Method 2ft—Determination of Nitrogen 
Oxides, Sulfur Dioxide, and Diluent 
Emissions from Stationary Gas Turbines 

10. In Method 20. by revising Section 
1.1 as follows: 

1.1 Applicability. Thu method is 
applirabtc for the determination of nitrogen 
oxides (NO.), sulfur dioxide (SOr). and a 
diluent gas. either oxygen (0») or carbon 
dioxide (COs). ©Hussions from stationary gas 
turbines. For the NO. and diluent 
concentration determinations, this method 
includes: (1) measurement system design 
criteria; (2) anal>z©r performance 
specifications and performance test 
procedures; and (3) procedures for emission 
testing. 

11. In Method 20, Section 1.2. by 
replacing "(V* where it appears with 
’‘diluent". 

12. In Method 20, by adding new 
Sections 2.1.4 and 2.1.5 as follows: 

2.1.4. CO* Analyser. That portion of the 
system that senses CO* and generates an 
output proportional to the gas concentration. 

2.1.5 Data Recorder. That portion of the 
measurement system that provides a 
permanent record of the analyzed*) output. 
The data recorder may include automatic 
data reduction capabilities. 

13. In Method 20. Section 2.7, by 
replacing "continuous monitoring 
system" with "measurement system**. 

14. In Method 20. Sections 3.2. 3.4. 4.1. 
and 4.1.5, by replacing **CV‘ where it 
appears with "diluent". 

15. In Method 20. Section 4.1.11. by 
replacing '‘Data Output" with "Data 
Recorder". 

16. In Method 20, by revising Section 
4.1.9 as follows: 

4.1.9 Diluent Gas Analyzer. An analyzer 
to determine the percent O* at CO» 
concentration of the sample gas. 


17. In Method 20. by revising Section 

4.4 and adding new Sections 4.4.1 and 
4.4.2 us follows: 

4.4 Diluent Calibration Cases . 

4.4.1 For Os calibration gases, use purified 
air at 209 percent Os as the high-level Os gas. 
Use a gas concentration between 11 and 15 
percent Os in nitrogen for the mid-level gas. 
and use purified nitrogen for the zero gas. 

4.4.2 For CO» calibration gases, use a gas 
concentration between 8 and 12 percent COs 
in air for (he high-level calibration gas. Use a 
gas concentration between 2 and 5 percent 
COs in air for the mid-level calibration gas. 
and use purified air (<100 ppm COs) as the 
zero level calibration gas. 

18. In Method 20, Section 5.1. by 
replucing M CV* where it appears with 
“O, or COT. 

19 In Method 20. Sections 5.2, 5.3. 

5.3,2, and 5.4, by replacing "Oi" where it 
appears with "diluent". 

20. In Method 20. by revising Section 
6.12 as follows: 

0.1.2 A preliminary Os or COt traverse is 
made for the purpose of selecting sampling 
points of law Os or high COs concentrations, 
as appropriate for the measurement system. 
Conduct this tent at the turbine operating 
condition that is the lowest percentage of 
peak load operation included in the test 
program. Follow the procedure below, or use 
an alternative procedure subject to the 
approval of the Administrator. 

21 . In Method 20. Sections 6.1.2.2 and 
6.1.2.3. by replacing "O*" where it 
appear* with "diluent". 

22. In Method 20. by revising Section 

6.1.2.4 as follows: 

ft. 1.2.4 Selection of Em isston Test 
Sampling Points. Select the eight sampling 
points at which the lowest 0» concentrations 
or highest CO* concentrations were obtained. 
Sample at each of these selected points 
during each run at the different turbine toad 
conditions. More than eight points may be 
used, if desired, proriding that the points 
selected as described above are included. 

23. In Method 20. Sections, 6.2. 6.2.2. 
0.2.3, and 6.3, by replacing "Oj" where it 
appears with “diluent". 

24. In Method 20. by revising Section 7 
as follows: 

7. Emission Calculations 

7.1 Moisture Correction. Measurement 
data used in most of these calibrations must 
be on a dry basis. If measurements must be 
corrected to dry conditions, use the following 
equation: 

C. 

c*= - Kq. 20-1 

1 — 

where: 

Ctf = Gus concentration adjusted to dry 
conditions, ppm or percent. 

C» =Cas concentration measured under 

moist sample condiliondrppm or percent. 
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Moisture content of sample gas as 
mrasured with Method 4. reference 
method, or other approved method, 
percent/100. 

7.2 CO, Correction Factor. If pollutant 
concentrations are to be corrected to 15 
percent O* and CO* concentration is 
measured in lieu of O* concentration 
measurement, a CO* correction factor is 
needed. Calculate the COa correction factnr 
as follows: 

7.2.1 Calculate the fuel specific F, value 
for the fnel burned during the test using 
values obtained from Method 19, Section 5-2., 
and the following equation. 

0209 F* 

F,»= - bjq. 20-2 

F c 


where: 

F* * Fuel factor based on the ratio of oxygen 
volume to the ultimate CO* volume 
produced by the fuel at zero percent 
excess air, dimensionless. 

0.209 a Fraction of air that is oxygen, percent/ 
100 

F« Ratio of the volume of dry effluent gas to 
the gross calorific value of the fuel from 
Method 19. dsmVJ (dscf/10* Btu). 

F, = Ratio of the volume of carbon dioxide 
produced to the gross calorific value of 
the fuel from Method 19. dsm VI (dscf/10* 
Dtu). 

72.2 Calculate the CO* correction factor 
for correcting measurement data to 15 
percent oxygen, us follows: 


59 

KXfc* — 

Fc 


Fq. 20-3 


whore: 

'CO*-CO* correction factor, percent. 

5 9 - 20.9 percent O; - IS percent O*. the 
defined O* correction value, percent, 

7,3 Correction of Pollutant Concentrations 
to 15 Percent Oj, Calculate the NO* and SO* 
gas concentrations adjusted to IS percent Os 
using Kquution 20-4 or 20-5, as appropriate. 
The correction to 15 percent O, Is very 
sensitive to the occuracy of the O, or CDs 
concentration measurement. At the level of 
the analyzer drift specified in Section 3. the 
Oi or CO correction can exceed 5 percent at 
levels expected in gas ttubmc exhaust gases. 


Therefore. O* or CO* analyser stability and 
careful calibration are necessary. 

7.3.1 Correction of pollutant concentration 
using O* concentration data: 

5.9 

0^=0* - Eq. 20-4 

aui-not 


concentration and the pollutant concentration 
must be on a dry basis. Calculate the 
pollutant emission rate, as follows; 

20.9 

E-C* F, ’ Kq. 2t)-<i 

209-%O* 


where: 

C* 4 ,=Pollutant concentration corrected to 15 
percent O*. ppm. 

Pollutant concentration measured, dry 
basis, ppm. 

%Ot - Percent O* measured, dry basis, 
percent. 

7.3.2 Correction of pollutant concentration 
using CO» concentration data: 

*COj 

Grt»*G« - Eq. 20-5 

%CO* 


where: 

E Muss emission rate of pollutant, ng/) (lb/ 
10* Btu). 

7.5.2 Calculation of Emission Rate Using 
Carbon Dioxide Correction. The CO* 
concentration and the pollutant concentration 
may be on either a dry basis or a wet basis, 
but troth concentrations must be on the same 
basis for the calculation. Calculate the 
pollutant emission rate using Equation 20 7 
or 20-8: 


where: 

MX)* - Percent CO* measured, dry basis, 
percent. 

7.4 Average Adjusted NO, Concentration 
Calculate the average adjusted NO, 
concentration by summing the adjusted 
values for each sample point and dividing by 
the numlter of points for each run. 

7J> NO, and SO* Emission Rate 
Calculations. The emission rates for NO, and 
SO? in units of pollutant mass per quantity of 
heat input can be calculated using the 
pollutant and diluent concentrations and fuel- 
specific F factors based on the fuel 
combustion characteristics. The measured 
concentrations of pollutant in units of parts 
per million by volume (ppm) must be 
converted to mass per unit volume 
concentration units for these calculations. 

Use the following table for such conversions; 


Com version Factors for Concentration 


Fion 

To 

MuafMyby 

g/sm*. 

mg/im 1 . 

ng/*mV_ 

ng'*™’ —__ 

ng/,m * 

10* 

I0« 

1 6P2X10 M 
7660-10* 

1 9»2x 10* 
1660 a 10 • 
t 1S4 A 10 1 

ppm (50t) . 

n^/pn 1 

ppm (NO J 


ppm fSOd—...-~ 

ppm INO J 

fc'sef 

•b/Mf _ 


too 

E Co F, - Eq. 20-7 

%COi 


K-C* F« 


100 


«COs» 


Eq. 20 -* 


where: 

C. Pollutant concentration measured on a 
moist sample basis, ng/sin 1 (Ib/ik f) 
tiCOi,*= Percent CO* measured on a moist 
sample basis, percent. 

25. In Method 20, by adding Section 
8,3 to Section 8 as follows: 

8.3 Shigehura. R.T., R.M. Neulicht. and 
IV S Smith Validating Orsat Analysis Dat.« 
from Fossil Fuel Fired Units. Fanission 
Measurement Branch, Emission Standard** 
and Engineering Division, Office of Air 
Quality Planning and Standards. IJ S, 
Environmental Protection Agency. Research 
Triangle Park. North Carolina 27711. June 
1975. 


7 5.1 Calculation of Emlxvon R..ta U,mg 28. In Method 20. by replacing Figure 
Oxyjjnn Correction. Both the Oi 20-1 with now Figure 20-1 in Method 20 


I 


•A 
































|KR Dik.. t&-23490 Filed &*5 nni| 

CODE *K0-5®-* 


> 











































Wednesday 
October 2, 1985 


Part VI 

Environmental 
Protection Agency 

Assessment of Ethylene Oxide As a 
Potentially Toxic Air Pollutant; Notice 
















40286 


Federal Register / Vo!. 50. No. 191 / Wednesday, October 2. 1935 / Notices 


ENVIRONMENTAL PROTECTION 
AGENCY 

l ADL-FRL-2859-2) 

Assessment of Ethylene Oxide as a 
Potentially Toxic Air Pollutant 

agency: Environmental Protection 
Agency. 

action: Notice of Intent to List Ethylene 
Oxide Under Section 112 of the Clean 
Air Act (CAA) and Solicitation of 
Information. 

summary: This notice describes the 
results of EPA’s perliminary assessment 
of ethylene oxide as a potentially toxic 
air pollutant. Based on the health and 
preliminary risk assessment described 
in today’s notice. EPA now intends to 
add ethylene oxide to the list of 
hazardous air pollutants for which it 
intends to establish emission standards 
under section 112(b)(1)(A) of the CAA. 
The EPA will decide whether to add 
ethylene oxide to the list only after 
studying possible techniques that might 
be used to control emissions of ethylene 
oxide and after further assessing the 
public health risks and benefits. The 
EPA will add ethylene oxide to the list 
only if emission standards are 
warranted. 

Through this notice, the Agency is 
also soliciting information on the 
potential carcinogenicity of ethylene 
oxide, the potential for non-carcinogenlc 
effects of ethylene oxide exposure, the 
potential for atmospheric degradation 
and transformation, monitoring 
techniques, and the sources and 
emissions of ethylene oxide. This notice 
does not preclude any State or local air 
pollution control agency from 
specifically regulating emission sources 
of ethylene oxide, nor does it have any 
effect on the regulation of ethylene 
oxide as a volatile organic compound in 
order to attain the nutiona! ambient air 
quality standards (NAAQS) for ozone. 
addresses: Submit comments 
(duplicate copies are preferred) by 
December 2,1985 to: Central Docket 
Section (A-130). Environmental 
Protection Agency, ATTN: Docket No. 
A-85-10.401 M Street, SW. Washington, 
DC 20460. The Central Docket Section is 
located at the offices of the U.S. 
Environmental Protection Agency. West 
Tower Lobby. Gallery I. 401 M Street. 
SW, Washington. DC. The docket may 
be inspected between 8:00 a m. and 4:30 
p.m. on weekdays, and a reasonable fee 
may be charged for copying. 

Availability of related information: The 
Health Assessment Document (HAD) for 
ethylene oxide (EPA 600/8-84-009F. 


May 1965) is available in limited 
quantities through ORD Publications— 
CERI-FRN, U.S. Environmental 
Protection Agency. 26 W. St. Clair, 
Cincinnati. Ohio 45258 ((513) 604-7562 
commercial/604-75C2 FTSO. for further 
information on the availability of the 
final dicument contact Ms. Diane Ray, 
U.S. Environmental Protection Agency, 
Environmental Criterial and Assessment 
Office (MD/52), Research Traingle Park. 
North Carolina 27711 ((919) 541-3637 
commercial/B29-3637 FTS). 

The Source assessment document for 
ethylene oxide, ’’Sources of Ethylene 
Oxide Emissions,”may be obtained from 
the Environmental Research Library 
(MD-35), U.S. Environmental Protection 
Agency. Research Triangle Park. North 
Carolina 27711 ((919) 541-2777/629-2777 
FTS). For further information contact 
Mr. Robert Rosensteel ((919) 541-5617 
commercial/629-5671 FTS). 

FOR FURTHER INFORMATION CONTACT: 
Robert Schell. Pollutant Assessment 
Branch (MD-12,) Strategies and Air 
Standards Division, U.S. Environmental 
Protection agency, Research Triangle 
Park NC 27711 (telephone: (919)-541- 
5645 commercial/629-5645 FTS). 
supplementary information: Ethylene 
oxide is a man-made chemical 
compound that is released to the 
ambient air during production, during its 
use as a chemical intermediate in the 
formulation of glycols and ethoxylates. 
and during its use as a sterilizert/ 
fumigator. Ethylene oxide is one of the 
top 50 organic chemicals in terms of 
annual production, with over two 
million metric tons produced in the 
United States in 1963. Over 00 percent of 
the ethylene oxide produced annually is 
used in the production of ethylene 
glycol, glycol ether and ethanolamlne. 
Ethylene oxide is abo used as a very 
effective, low temperature sterilizing 
agent in the health care and medical 
supplies industry as well as in 
agriculture, museums and libraries. 
Significant public health benefits are 
derived from the use of ethylene oxide 
as a sterilizing agent. 

Because of potential adverse health 
effects associated with ethylene oxide 
exposure, EPA initiated a review to 
determine the risks to public health from 
exposure to ethylene oxide in the 
ambient air. as an early step in this 
review, a comprehensive HAD prepared 
that summarized the scientific literature 
on health effects of ethylene oxide 
exposure. The April 1904 draft HAD was 
reviewed at a public meeting of the 
Environmental Health Committee of the 
Science Advisory Board (SAB) on 
October 3.1984. The SAB is an 


independent group of recognized 
scientists and technical experts that 
provide scientific advice to the 
Administrator. The SAB concurred with 
the major findings of the draft HAD, 
including the finding that there is 
sufficient evidence from the positive 
animal data to conclude that ethylene 
oxide should be considered as a 
probable human carcinogen. A 
transcript of the SAB meeting is 
available for inspection and copying at 
the U.S. Environmental Protection 
Agency, Committee Management staff 
(contact Janet Workcuff), A-101, Room 
2515. 401 M Street. SW. Washington. DC 
20400 (telephone: (202}-382-503G 
commercial/382-5036 FTS). 

Sources and Emissions 

A preliminary study has identified 
three major source categories. These are 
production and on-site use. elhoxylate 
production and sterilizer/fumigator use 
Of these, existing controls and 
emissions are best understood for 
production facilities and on-site use in 
the production of ethylene glycol, glycoi 
ethers and ethanolamlne. Ethylene 
oxide sterilizers of varying capacity 
appear to be routinely used in many 
different locations across the United 
States. Information of ethylene oxide 
released from use in the production of 
ethoxylates in the detergent industry 
and sterilizer/fumigator use in the 
health, food and agricultural industry is 
not as well characterized in terms of 
amounts used, locations of use and 
procedures for use and disposal. 

Current information indicates that 
emissions from sterilizer/fumigator 
facilities generally are not well 
controlled. One method of controlling air 
emissions of ethylene oxide from major 
aterilizer facilities is by dissolving it in 
water and discharging to the sewer, 
ultimately arriving at publicly-owned 
treatment works (POTWs). When 
dissolved in water, ethylene glycol is 
produced; however, the HAD reports 
that the reaction half-Ufe (ethylene 
oxide to ethylene glycol) can be as long 
as 14 days, depending on the acidity of 
the water used. Thus, the amount of 
ethylene oxide available for release to 
the ambient air at POTWs can vary 
greatly. The estimated emissions 
associated with the sterilizer/fumigator 
sources include emissions from POTWs 
as well as emissions released directly to 
the air. Current estimated ethylene 
oxide annual emissions associated with 
each general source category are 
presented in Table 1. 
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Table 1 .— Summary Of Ethylene Oxide 
Emissions 
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Ethylene oxide has also been reported 
to be a component of automobile 
exhaust and cigarette smoke. However, 
it is not possible to quantify the 
emissions from automobile exhaust, 
cigarette smoke or POTWs at this time. 

Health Effects 

The HAD summarizes a number of 
adverse health effects associated with 
ethylene oxide exposure. Toxicity data 
suggest that ethylene oxide is readily 
absorbed via the respiratory and 
gastrointestinal tracts and several 
studies have shown that ethylene oxide 
is widely distributed in various tissues 
(liver, kidney, lung, testes, brain, spleen 
and intestinal mucosa) following 
inhalation exposure. Respiratory, ocular, 
dermal, systemic ond neurological 
effects in humans have been associated 
with acute and subchronic exposure to 
ethylene oxide. 

For regulatory purposes, the effect of 
greatest emphasis, both because of the 
seriousness of the effect and because of 
the strength of the health evidence, is 
ameer. Ethylene oxide has been shown 
to be carcinogenic in animals by the 
inhalation route. Three epidemiological 
studies have shown a significant 
association between ethylene oxide 
exposure and the occurrence of cancer 
in humans. While these studies are not 
definitive, they do constitute limited 
evidence for human carcinogenicity 
under both the International Agency for 
Research on Cancer (1ARC) and the EPA 
classification schemes for the evaluation 
of carcinogenic risk to humans. The 
11 AD also reports that ethylene oxide is 
highly mutagenic and con react with 
mammalian DNA to cause heritable 
mutations. 

The HAD concludes that the level of 
carcinogenic evidence available, 
positive animal chronic bioassays and 
limited human evidence, would place 
ethylene oxide into IARC Group 2A and 
EPA Group Bl or B2. meaning that 
ethylene oxide is probably carcinogenic 
in humans. The best estimate of the 
upper bound incremental unit risk 
estimate for ethylene oxide is 1.0X 
Ips/m 3 )' *, meaning that if a person 
were continuously exposed to 1 


microgram per cubic meter (pg/m*) of 
ethylene oxide for 70 years, the upper 
limit increased probability of getting 
lung cancer is 1 chance in 10,000. 

The HAD documents that ethylene 
oxide is capable of producing 
developmental toxicity, i.e., structural 
defects, in utero death, growth 
retardation, and infertility in laboratory 
animals. The levels needed to produce 
these effects approach or equal the 
levels needed to produce maternal 
toxicity (in rats 150 parts per million 
(ppm) for 2 weeks). Ethylene oxide 
exposure as low as 50 ppm (7 hours/ 
day. 5 days a week for 2 years) has been 
shown to cause testicular degeneration 
and poor semen quality in monkeys. The 
effects of ethylene oxide on human 
reproduction have not been studied in 
depth, although at least one 
occupational study indicates that 
ethylene oxide may be associated with 
spontaneous abortion in pregnant 
women. At the present time there is no 
generally accepted method of 
extrapolating high dose reproductive 
effects to the low concentrations 
generally encountered by the public in 
the ambient air. 

Regarding other effects, the HAD 
documents that tearing and irritation of 
the nasal mucosa have been reported at 
concentrations of approximately 2,200 
ppm for an unstated length of exposure 
and that at approximately 11.000 ppm. 
irritation was elicited in 10 seconds. In 
one case of accidental subchronic 
exposure to an estimated concentration 
of >700 ppm for approximately two 
months, functional neuropathy was 
observed, including fatigability and 
weakness in the extremities, in a follow¬ 
up study on these same workers, it was 
found that bilateral cataracts were 
diagnosed 2Vi to 3 Vfe years following 
exposure. An analysis of the ethylene 
oxide concentrations associated with 
non-carclnogenic health effects reveals 
that these concentrations are well above 
any levels expected to exist in the 
ambient air. 

Public Exposure 

The HAD indicates that ethylene 
oxide has not been measured in the 
ambient air. Reliable ambient air 
monitoring methodology for its 
measurement is not currently available. 
Although there are methods available to 
quantify exposures in the work place, 
the detection limit is too high for 
concentrations expected in the ambient 
air. The EPA has performed dispersion 
modeling to estimate the maximum 
concentrations to which people may be 
exposed near ethylene oxide emission 
sources. The Human Exposure Model 
(HEM) combines meteorological data 


and 1980 population census data, which 
allows calculation of population impacts 
in the United States. 

A major factor influencing the 
concentrations of a pollutant to which 
people may be exposed is atmospheric 
residence time. Data are not currently 
available to conclusively determine the 
atmospheric reactivity of ethylene 
oxide. Nevertheless, the limited data 
available suggest that ethylene oxide 
can exist in the ambient air for at least 
several hours, a sufficient length of time 
for significant human exposure to occur. 
The maximum annual average 
concentration of ethylene oxide 
predicted by modeling was 0.01 ppm 
(18.8 pg/m*). In order to estimate short¬ 
term concentrations to which people 
might be exposed, a different model was 
used that estimated that 15-minute 
averages can be os high as 3 ppm (5000 
pg/m *) and 8*hour concentrations as 
high as 0.5 ppm (900 pg/m *). 

Risk Assessment 

In order to assess the incremental 
cancer risks of human exposure to 
ethylene oxide, the dispersion modeling 
results from the HEM were used to 
derive two estimates of risk. First, an 
estimate of the incremental lifetime 
cancer risk to the highest annual 
average concentration to which any 
individual is estimated to be exposed for 
all sources modeled is calculated. This 
measure is the maximum individual risk. 
Second, the excess cancer cases per 
year that could be associated with 
exposures from ail sources in the 
analysis is estimated. This measure is 
the aggregate risk estimate. 

Preliminary cancer risk estimates 
indicate the maximum individual risk to 
be about 1.9X HT*. with an aggregate 
risk of approximately 58 cancer cases 
per year associated with estimated 
ethylene oxide emissions from all 
sources (Table 2). This assessment used 
a 95% upper limit incremental unit risk 
number of 1.0X1CT 4 . preliminary source 
information and the HEM. 


Table 2.—Exposure/Risk assessment 


Source citogory 

III 

•ddmcxu* 

cancm*/ 

ym 

Prockjclton/Captov* Um —___ 

1 Sx 10- * 

12 

FmorytaN PWlutton ... 

S1X10-* 

04 

MoOc* q.ppbM MinufAdur* _ 

2.7x10-* 

• 9 

OtfMr StmUum/Funmgaiof 

4 1* 10-* 

47 

To*- 

. . * 

50 


An analysis of the ethylene oxide 
concentrations associated with 
noncarcinogenic health effects reveals 
that these concentrations are well above 
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any levels expected to exist in the 
ambient air. The duration of exposure 
associated with non-carcinogcnic health 
effects is not direc tly comparable with 
the averaging times used by the 
dispersion models; however, the 
modeled concentration of 3 ppm for 15 
minutes is well below the 11.000 ppm for 
10 seconds associated with irritation of 
the nasal mucosa. In addition, the 0.5 
ppm for 8 hours and the modeled annual 
average of 0 01 ppm are below the 
estimated 700 ppm for approximately 2 
months associated with functional 
• neuropathy and cataracts in 
occupationally exposed personnel. The 
results of the preliminary risk 
assessment show the increased cancer 
risks associated with exposure to 
ethylene oxide in the ambient air are 
sufficient to warrant further study of 
ethylene oxide. Although the Agency 
considers all health information in 
coming to decisions on the need to 
continue study of potentially toxic air 
pollutants, the cancer risk associated 
with ethylene oxide in the ambient air 
has been most important in determining 
the need for further study. 

There are a number of assumptions 
underlying risk estimates that can yield 
either over or underestimates of the risk 
posed by ethylene oxide. Further study 
and assessment will not likely narrow 
the uncertainties associated with some 
of the inputs to the risk assessment or 
yield an improvement in some of these 
assumptions (e.g.. the carcinogenic 
potency of a chemical estimated through 
the use of a mathematical model for 
extrapolating high-exposure animal 
studies to the much lower 
concentrations present in the ambient 
air). There are other inputs to the risk 
estimates which are very preliminary at 
the current stage of assessment and 
which will be substantially refined 
through further study. The primary 
pxample of this is the source 
information: number and types of 
sources, their locations, emission rates, 
stack parameters, variability of 
emissions, etc. Current source 
information is based on engineering 
estimates, data obtained tinder section 
111 of the CAA and other readily 
available information in the literature. 
This information, in many cases, will be 
improved through plant visits and 
source tests. The Agency has concluded 
that the preliminary risk estimates 
presented here are sufficient to warrant 
further study for possible regulation. 

The Agency will improve these 
estimates, particularly with respect to 
emission and exposure, before making a 
final decision on whether to add the 
pollutant to the list under section 112. 


Statement of Intent 

Section 112(b)(1)(A) of the CAA 
defines hazardous air pollutants as air 
pollutants that contribute to mortality or 
serious irreversible, or incapacitating 
reversible, illness. Section 112(b)(1)(A) 
of the CAA provides that the 
Administrator shall maintain *\ * , a list 
which includes each hazardous air 
pollutant for which he intends to 
establish an emission standard under 
this section.** In deciding whether to 
establish such emission standards, EPA 
considers both public health risks and 
the feasibility and reasonableness of 
control techniques [e.g.. 49 PR 23522; 
23498: 23558 (June 8.1984) (emission 
standards for benzene)). 

Based on the health and preliminary 
risk assessment described in today’s 
notice. EPA now intends to add ethylene 
oxide to the section 112(b)(1)(A) list. The 
EPA will decide whether to odd 
ethylene oxide to the list only after 
studying possible techniques that might 
be used to control emissions of ethylene 
oxide and after further improving the 
assessment of public health risks. The 
F.PA will add ethylene oxide to the list if 
emission standards are warranted. The 
EPA will publish this decision in the 
Federal Register. 

If standards are not warranted under 
section 112 of the CAA. the Agency will 
consider other options as described in 
EPA’s report **A Strategy to Reduce 
Public Health Risks from Air Toxics,” 
June 1985. For example, in that strategy 
EPA described other approaches for 
dealing with routine releases of toxic air 
pollutants from stationary sources such 
ar» working with State and local air 
pollution control agencies to address 
problems that do not wurrant Federal 
regulatory action but which account for 
elevated risks in some areas. 

Standards Development Process 

The following discussion has been 
prepared to provide the reader w'ith an 
explanation of the standards 
development process and the timing of 
the process. The standards development 
process involves two phases, each 
taking about two years. The first phase 
is the identification and assessment of 
the emission sources and the need and 
ability to control those sources. The 
second phase involves Agency decision¬ 
making and public review prior to a 
final action. 

During the first phase EPA identifies 
the sources that are significant emitters 
of the pollutant and the specific 
emission points within each source EPA 
then determines the quantity of 
pollutant emitted, the alternative control 
systems available, and their cost and 


effectiveness in reducing emissions and 
associated public health risks. A set of 
alternative regulations is developed and 
the environmental, economic, energy, 
and public health risks are evaluated for 
each alternative. 

The first phase requires investigation 
of the many different ways in which a 
candidate pollutant can be emitted and 
controlled. As indicated earlier, 
ethylene oxide is emitted during 
production, dqring its use as a chemical 
intermediate in the formulation of 
glycols and othoxylates and during its 
use as a sterilizer/fumigator. Within a 
source category, there is wide variation 
in design, capacity and process. This 
variation affects the emission rates and 
the cost and availability of controls for 
the pollutant. Assessment of source 
emissions and controls is further 
complicated by lhe fact that some 
emissions (e.g., fugitive leaks) are not 
necessarily contained in stacks or ducts, 
and emission test programs are 
technically difficult and costly. In 
developing the standards for ethylene 
oxide. EPA will consider the beneficial 
uses of ethylene oxide, particularly as a 
sterilant. and the ability of sources to 
comply with the Food and Drug 
Administration's Good Manufacturing 
Practice Regulations which require 
sterilization of medical devices. 

The decision-making and review 
phase involves a series of EPA internal 
and external activities. Prior to 
publication of proposed rules, the 
Agency reviews all the technical, cost 
and exposure/risk data and makes 
decisions on the level of standards. The 
data and conclusions are reviewed 
publicly by an independent technical 
advisory committee. The comment 
period is open a minimum of two month* 
and a public hearing is held, if 
requested. Following the comment 
period. Agency technical staff review 
the comments and resolve technical 
issues, an activity that often requires 
obtaining and analyzing new data. 

Call for Information 

The EPA seeks relevant information 
including but not limited to the 
following: 

1 . Are there any adverse health effects 
other than those presented in the HAD 
associated with exposure to ethylene 
oxide via the ambient air and if so. at 
what concentrations and exposure time* 
are these effects observed? 

2 . Are there any available ambient air 
monitoring techniques for ethylene 
oxide? 

3. Are there sources other than those 
listed in Table 1 that are likely to emit 
ethylene oxide into the air? 
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4. What are the locations, emission 
rates and current control equipment for 
ethylene oxide sources? 

5. W'hat is the quantity of ethylene 
oxide being emitted from each ethylene 
oxide source category*, including 
automobile exhaust and POTWs. 

People with information to submit 
should either provide this information 
by December 2.1985 or notify the 
Agency by December 2,1985 that they 
will be providing this information. 
Information should be submitted in 
duplicate to the Central Docket Section 
(A-130). Environmental Protection 
Agency. ATTN: Docket No. A-85-10. 401 
M Street. SW. Washington. DC 20480. 

Miscellaneous 

On January 2.1985 (50 FR 84) the 
Occupational Safety and Health 
Administration (OSI !A) published a 
final occupational standard for ethylene 
oxide that established a permissible 
exposure limit of 1 ppm determined as 
an B hour time-weighted average 
concentration. Employers must initiate 
certain compliance procedures when an 
‘action lever of 0.5 ppm for an 8-hour 
time-weighted average is reached. The 
bnsis for this action was human and 
animal data indicating to OSH A that 
• thyleno oxide presents a carcinogenic, 
mutagenic, genotoxic, reproductive, 
neurologic and sensitization hazard to 
workers. 

Ethylene oxide is also regulated os a 
hazardous material by the Department 
of Transportation and is required to 
have approved labeling under the 
f ederal Insecticide. Fungicide and 
Rodenticide Act (FIFRA). In 1978. a 
Notice of Rebuttable Presumption 
Against Registration (RPAR) was issued 
under FIFRA. The FIFRA reveiw process 
is still underway, but could lead to 


restriction of the use of ethylene oxide 
as a fumigant. 

Ethylene oxide is subject to reporting 
requirements under the Toxic 
Substances Control Act. is regulated as 
a hazardous waste under the Resource 
Conservation and Recovery Act (RCRA) 
and is listed as a hazardous substance 
under the Comprehensive 
Environmental Response. Compensation 
and Liability Act. Under RCRA. the 
Agency is investigating the hazard of 
wastes resulting from the manufacture 
of ethylene oxide and ethylene glycol. 
Although no final decision on whether 
to list under RCRA has been made, 
engineering analyses and industry 
questionnaires to identify toxicants and 
concentrations in waste streams have 
been completed. 

Ethylene oxide is listed as u 
hazardous substance under the 
Comprehensive Environmental 
Response. Compensation and Liability 
Act (CKRCLA) section 101(14). The 
statutory reportable quantity (RQ) for 
ethylene oxide is one pound and was 
established when CFRCLA was signed 
into law on December 11.1980. The RQ. 
which was proposed on May 25.1983 
(see 48 FR 23581). was 100 pounds. 
However, ethylene oxide is being 
assessed for potential carcinogenicity 
and/or chronic toxicity. Until this 
assessment is complete, the statutory 
one pound RQ applies. 

Pursuant to CERCLA section 103(a). 
any person in charge of a vessel or an 
offshore or onshore facility shall, os 
soon as he has knowledge of any release 
(cither than a Federally-permitted 
release or normal application of a 
pesticide) of a hazardous substance 
from such vessel or facility in a quantity 
equal to or exceeding the RQ 
determined as a quantity released in 
any 24-hour period or less, immediately 


notify the National Response Center 
(NRC) ((800) 424-8802; in the 
Washington. DC metropolitan area at 
(202) 426-2675). 

Since ethylene oxide is already listed 
specifically be CERCLA authority as a 
hazardous substance w*hich requires 
reporting of any release equaling or 
exceeding an RQ to all media, this 
notice under authority of the CAA 
section 112 poses no additional 
reporting burden on the regulated 
community, the government or the 
public. However, all parties are given 
notice in this rulemaking that such a 
requirement for reporting exists under 
the authority of CERCLA, For additional 
information on CERCLA hazardous 
substance reporting, refer to 48 FR. No. 
102 , P. 23552 (May 25.1963). 

Under Executive Order 12291. EPA 
must judge whether this action is 
"major** and therefore subject to the 
requirement of a Regulatory Impact 
Analysis. This action is not major 
because it imposes no additional 
regulatory requirements on States or 
sources. This proposal was submitted to 
the Office of Management and Budget 
(OMB) for review. Any written 
comments from OMB afid any EPA 
responses are available in the docket. 
Pursuant to 5 U.S.C 605(6). 1 hereby 
certify that this action will not have a 
significant economic impact on a 
substantial number of small entities 
because it imposes no new 
requirements. This action does not 
contain any information collection 
requirements subject to OMB review 
under the Paperwork Reduction Act of 
1980 

Dated: Seplcmlier 17,1965. 

Lee M. Thomas. 

Administrator. 

(FR Doc. 05-23492 Filed 10-2-85; 845 urn) 
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ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 261 

ISWH-FRL 2871-71 

Mining Waste Exclusion 

agency: Environmental Protection 
Agency. 

action: Notice of proposed rulemaking. 

summary: On October 21.1980. 

Congress enacted Pub. L 90-482 which 
included various amendments to the 
Resource Conservation and Recovery 
Act (RCRA). Section 7 of these revisions 
(the "BevHI Amendment’*) excluded 
’’solid waste from the extraction, 
bcneficiation, and processing of ores 
and minerals" from regulation under 
Subtitle C of RCRA pending completion 
of studies called for in Sections 8002 (f) 
and (p) of RCRA. On November 19.1980, 
EPA amended its regulations to reflect 
this exclusion (45 FR 76618). In the 
preamble to that rulemaking, EPA 
tentatively interpreted the exclusion to 
encompass "solid waste from the 
exploration, mining, milling, smelting, 
and refining of ores and minerals" (45 
FR 76019). Today's proposed 
rulemaking, if promulgated os a final 
rule, would eliminate from the mining 
waste exclusion many wastes from 
processing ores and minerals (other than 
phosphogypsum, bauxite refining muds, 
primary metal smelting slogs, and slag 
from elemental phosphorus reduction) 
and would relist six smelting wastes 
previously listed as hazardous. EPA 
believes that this revised interpretation 
more accurately represents the intent of 
Congress when it enacted the mining 
waste exclusion and best serves the 
policy objectives of RCRA. 

date: EPA will accept public comments 
on this proposal until December 2.1985. 

The Agency will hold a public hearing 
on November 14.1985; see 

"SUPPLEMENTARY INFORMATION” section 
for details. 

addresses: Comments should be sent 
to the Docket Clerk. Office of Solid 
Waste (WH-565A), U.S. Environmental 
Protection Agency. 401 M Street SW., 
Washington. DC 20460. The public 
docket for this proposal is available in 
Room S212 at the above address for 
viewing from 9:00 a m. to 4:00 p m., 
Monday through Friday, excluding 
holidays. The public hearing is in 
Washington. DC at the Department of 
Health and Human Services, North 
Auditorium. 330 Independence Avenue 
SW, Attendees should use the "C” 

Street entrance. 


FOR FURTHER INFORMATION CONTACT: 

RCRA /Superfund Hotline at (800) 424- 
9346 or 382-3000. For technical 
information contact Dr. Dexter Hinckley. 

U. S. Environmental Protection Agency. 
Office of Solid Waste (WH-565). 401 M 
St. SW.. Washington. DC 20460. (202) 
382-2791. 

SUPPLEMENTARY INFORMATION: 

Preamble Outline 

I. History of Mining Waste Exclusion 

II. Analysis of Options Available 

III. Proposed Relisting of Smelting Wastes 

A. Genera) 

B. Wastewater Treatment Sludges 

C. Wastes That Are Recycled 

IV. Analysis of Economic Effects of the 

Proposed Reinterpretation 

A. Scope and Coverage of Economic 
Analysis 

B. Methodology and Data Gathering for the 
Ten-Sector Study 

C. Costs of Compliance for Ten Major 
Sectors 

D. Economic Impacts for the Ten Major 
Sectors 

E. Screening Study Conclusions for 21 
Other Metal Sectors 

V. Public Participation 

VI. Regulatory Flexibility Analysis 

VII. Effect on State Authorizations 

VII Compliance with Executive Order 12291 
LX. Paperwork Reduction Act 
X. List of Subjects in 40 CFR Pari 281 

!. History of Mining Waste Exclusion 

In Section 8002(f) of the Resource 
Conservation and Recovery Act (ACRA) 
of October 21,1978, Congress instructed 
the Administrator to conduct, in 
consultation with the Secretary of the 
Interior, “a detailed and comprehensive 
study on the adverse effects of solid 
wastes from active and abandoned 
surface and underground mines on the 
environment including, but not limited 
to. the effects of such wastes on 
humans, water, air, health, welfare, and 
natural resources,” 

On December 18.1978 (43 FR 58.948). 
EPA proposed regulations for hazardous 
waste management under Subtitle C of 
RCRA. These proposed regulations, 
among other things, had fewer 
requirements for a universe of so-called 
"special waste" that are generated in 
large volumes, were thought to pose less 
of a hazard than other hazardous 
wastes, and were not thought to be 
amenable to the control techniques 
proposed for hazardous waste 
treatment, storage and disposal 
facilities. EPA identified waste materials 
from the "extraction, beneficiation. and 
processing of ores and minerals" as 
special wastes under the proposed 
regulations. 

On May 19.1980 and July 18, 1900. 

EPA listed as hazardous eight waste 
streams from primary metal smelters. 
Also on May 19,1980, when it 


promulgated the final hazardous waste 
management regulations. EPA stated 
that a "special waste” category was 
unnecessary because: (1) the EP toxicity 
and corrosivity characteristics of 
hazardous waste had been narrowed, 
thus excluding most "special wastes” 
from control, and (2) the Agency 
Intended to promulgate tailored 
standards for land disposal as needed, 
in future regulations. 

On October 21.1980, Congress 
enacted Pub. L 96-482 which included 
various amendments to RCRA. Section 
8002 was amended to include subsection 
(p), which requires the Administrator to 
study the adverse effects on human 
health and the environment, if any. of 
the disposal and utilization of "solid 
waste from the extraction, bcneficiation, 
and processing of ores and minerals, 
including phosphate rock and 
overburden from the mining of uranium 
ore." Section 7 of these amendments 
(the "Bevill Amendment”) amended 
Section 3001 of RCRA to exclude these 
wastes from regulation under Subtitle C 
of RCRA pending completion of the 
studies called for in Sections 8002(f) end 
(Pk 

On November 19,1980, EPA published 
an interim final amendment to its 
hazardous waste regulations to reflect 
the mining waste exclusion. The 
regulatory language incorporating the 
exclusion is identical to the statutory 
language (except the phrase "including 
coal" was added). In the preamble to the 
amended regulation, however, EPA 
tentatively interpreted the exclusion to 
include "solid waste from the 
exploration, mining, milling, smelting. 
and refining of ores and minerals" 
(emphasis added). (45 FR 70118, 78619). 

For consistency with this , 
interpretation in the November 19,1980 
amendment, the Agency also amended 
40 CFR Part 261 to suspend the listing 
of specific waste streams associated 
with smelting as hazardous wastes (46 
FR 4614. January 18,1981 and 46 FR 
27473. May 20.1981). These waste 
streams are associated with the primary 
copper, lead. zinc, aluminum, and 
ferroalloy industries (see Table 1) 

In the November 19,1980 notice, EPA 
made it clear that it intended to 
reconsider ("over the next 90 days") it* 
interpretation of the exclusion: 

The Agency fully Intends to consider the 
appropriate scope of the statutory exclusion 
and may well take rulemaking action to 
lessen the scope of the exclusion. ... In 
pellicular. EPA questions whether Congr»*« 
actually intended to exclude . . . wastes 
generated in the smelting, refining, and other 
processing of ores and minerals that are 
further removed from the mining and 
bencfV.i.tUnn of such ores and minerals- 








Federal Register / Vol. 50, No. 191 / Wednesday, October 2. 1985 / Proposed Rules 


40293 


Table i —Sm&ter Wastes Listed as Hazardous 


Industry 

EPA haraJcua 
waste Me 

Hazardous waste 

Htrard code 

Primary copper 

K064 

1 Ac*J punt blowdown abny/W^lge rebuffing 
from fftt Vscfcemng of tAwdowi Slurry from 

1 pnmary copper production 

(T> 

Pwmary load... 

K065 

! Serf aca impoundment so** contained m and 
dredged Irnm sertace impoundment* «t pn 
mary bed vnwung t»o*fee* 

(T> 

Primary one -_ 

MOM 

Sludge from treatment of process wastewater 
and/or acid plant blowdown fc<yn pnmary 
one production 

(T) 


K067 

Efecirotybc anode aftmes/sUJges from pn. 
mary xmc prod jc ton 

(T) 


K06S 

Cadmun plant bac* residue <aon onto) from 
primary me production 

(T> 

Primary alumnum . ..... 

Fenoafloy* 

K06S 

K090 

Spent podnere from primary tkjiwKd* reduc 
bon 

E/mnston control duet or sludge from lerro- 
chronuum-wUcon production 

(T) 

(T) 


*091 

Envision control dust or sludge from lerro- 
enrommm production 

IT) 


In the November 19* 1990 notice. EPA 
indicated that any subsequent action to 
narrow the scope of the exclusion would 
be a formal rulemaking: ". . . the 
Agency, in subsequent rulemaking 
action, may further narrow the 
exclusion. If EPA narrows the scope of 
the exclusion ... in future rulemaking, 
those who generate, transport, store, 
treat or dispose of wastes affected by 
such u change will have six months to 
prepare for compliance with the 
regulations." 

Each of the commenters representing 
the mining industry who addressed 
KPA‘s interpretation of the exclusion 
agreed that all smelting and refining 
wastes were covered by the Bevill 
Amendment. The commenters relied 
primarily on Rep. William's remarks 
during floor debate in which he quoted a 
National Academy of Sciences report 
stating that slag wastes generated by 
the smelting of copper are "basically 
inert and weather slowly." However, in 
its comments, the Bureau of Mines in the 
Department of the Interior stated that it 
believed the exclusion was meant to 
cover "the overburden. w*a$te rock, and 
mill tailings from mining or milling " but 
not "solid wastes from refining or 
further beneficiation carried out as a 
discrete process." 

Since Congress enacted the mining 
waste exclusion and EPA published its 
interpretation of the exclusion in 1980. 
fPA and State regulatory agencies have 
had to make dozens of individual 
determinations as to whether a given 
waste is a mining waste and therefore 
excluded from Subtitle C requirements. 

It has been particularly difficult to 
determine what operations constitute 
processing of ores and minerals." As a 
general rule. EPA has interpreted this 
phrase to include any operation which 
further refines or purifies the product 
being mined (often a metal). Combining 


the product with another material (e.g., 
alloying] and fabrication (any sort of 
shaping that does not cause a change in 
chemical composition) is not considered 
"processing of ores and minerals." 
However, applying this approach, it is 
still often unclear whether a waste 
qualifies for the exclusion. For instance. 
F.PA has said that wastes produced by 
refining copper from 98 to 99 percent 
purity are excluded. Yet. copper with 98 
percent purity can be marketed as a 
finished product for certain purposes: it 
does not conform to the usual 
definitions of "ore" or "mineral." 

These determinations of exclusionary 
status have created a number of 
inequities among industry segments. For 
instance, wastes from primary' lead 
smelters are excluded from regulation 
by F.PA’s current interpretation of the 
mining waste exclusion, but similar 
wastes from secondary lead smelters 
are subject to full hazardous waste 
regulation because the smelter input is 
scrap, not an ore or mineral. In another 
example, sulfuric acid which is derived 
from naturally occurring sulfur in certain 
ores and is removed by acid plants at 
copper, lead, and zinc smelters is 
currently excluded. However, spent 
acids from other industries are regulated 
as hazardous. 

Because of the uncertainties 
associated with determining the scope 
of the mining waste exclusion, EPA and 
State regulatory agencies have had to 
expend considerable time and resources 
on lengthy investigations to determine 
the exact sources of wastes, whether the 
input to an operation is an ore/mineral 
or scrap metal (or some combination of 
both), and the extent to which waste is 
recycled to production processes. Rather 
than continue to make these detailed 
determinations on a case-by case basis, 
it has long been thought that some 
general clarification of the scope of the 


mining waste exclusion was necessary. 
More importantly, as explained in more 
detail below, it has become increasingly 
clear that EPA current interpretation 
does not best sen e the Congress's 
objective in enacting the Bevill 
Amendment. Instead it has had the 
effect of excluding a broad range of 
wastes, many of which are hazardous, 
and are often generated many steps 
beyond the initial extraction and 
beneficiation of ores and minerals. 

II. Analysis of Options Available 

EPA evaluated three options before 
preparing this proposal: 

(1) Retain the current interpretation 
and conduct a Section 8002 study on 
processing wastes that are currently 
excluded, but are not part of the current 
Section 8002 study of mining waste. 

(2) Narrow the exclusion to include 
only large volume wastes from 
processing ores. 

(3) Narrow the exclusion to include 
only large volume wastes from 
processing metallic ores. 

In consulting various sources, we have 
found no standard, accepted defintions. 
i.e.. "plain meanings." for the terms of 
the exclusion, particularly "processing." 
Therefore, we reviewed the legislative 
history' of the mining waste exclusion for 
guidance. In evaluating the options, we 
relied on the following indications of 
Congressional intent: 

• During the discussion of the mining 
waste exclusion on the House floor, Rep. 
Williams of Montuna quoted a National 
Academy of Sciences report stating that 
slag wastes generated by the smelting of 
copper are "basically inert and weather 
slowly. The slag produced 2,500 years 
ago at King Solomon's mines north of 
Eiiat, Israel has not changed perceptibly 
over time." 126 Cong. Rec. H. 1104 (daily 
ed. February 20.1980). Rep. Williams 
went on to say that such wastes should 
not be subject to RCRA. His statements 
were unchallenged in subsequent debate 
on the amendment. In addition, in his 
"Extension of Remarks’- in the 
Congressional Record. Rep. Bevill, the 
amendment's sponsor, stated that "the 
list of waste materials in the amendment 
* * # (should) be read broadly, lo 
incorporate the waste products 
generated in the real world." 126 Cong. 
Rec. E 4957 (daily ed. November 17, 
1980). 

• The legislative history-of the Bevill 
Amendment indicates that EPA's 
regulatory* concept of a "special waste" 
should be used as a guide in discerning 
Congressional intent. The Conference 
Committee Report states that the 1980 
RCRA amendments suspend regulation 
of "a category designated as special 
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wastes” in regulations proposed by the 
Agency under Subtitle C on December 
18. 197a S. Rep. No. 98-1010.96th Cong. 
2 d Sess. 32 (1980) (Conference 
Committee Report). In addition. Rep. 
Santini stated that he believed the 
amendment would “defer regulation of 
'special waste' until after EPA studies 
the need tq do so." 126 Cong. Rec. H 
1089 (daily ed. February 20,1960). 

• In the preamble to the 1978 
regulations. EPA explained that it 
intended to treat special wastes 
differently because they were generally 
thought to be high volume, low toxicity 
materials, and not amenable to 
management under the proposed 
standards for hazardous waste 
treatment, storage, and disposal 
facilities. While EPA listed several 
smelting wastes as hazardous wastes, 
only a few listed smelting wastes were 
included in the "special waste” 
category. Section 250.46-3 of the 1978 
proposal which was titled "Phosphate 
rock mining, benefiniatkm, and 
processing waste." listed "slag. . . from 
elemental phosphorus production" as 
one of the wastes subject to special 
waste regulations. 1 

• In the legislative history 
accompanying the 1984 amendments to 
RCRA. the Senate Committee on 
Environment and Public works stated: 

Solid wastes from mining and mineral 
beneficiation and processing are primarily 
waste fuck from the extraction process and 
crushed rock, commonly called tailings, 
produced from concentrating steps such as 
grinding, crushing, sorting, sizing, 
classification, washing, dewatering, 
amalgamation, gravity treatment, notation, 
agglomeration and cyamdatioo. The 1980 
amendments covered wastes from the Initial 
stages of mineral processing, where 
concentrations of minerals of value ore 
greatly increased through physics! means, 
before applying secondary processes. Smelter 
slag might also be included. Massive volumes 
of this waste ore are produced annually by 
mining and mineral processing facilities— 
roughly estimated by the American Mining 
Congress (AMC) to be approximately 1.75 
billion tons in a typical year, which is clearly 
significantly greater in volume than the solid 
waste generated by all other industries 
combined. These wastes w ere considered 
"special wastes" under the 1978 proposed 
regulations as being of large volume and 
relatively low hazard. 

Each of the options is evaluated 
below in light of these indications of 
Congressional intent: 


1 Although the (voces* for obLawiag elemental 
phosphorus from phosphate is oiled phosphorus 
reduction, rather than smelting bulb processes have 
the some purpose fie., separating the desired 
ptrmrol from the ore) and comparable wastes (eg. 

si-**) 


Option 1—Retain current interpretation 
and conduct a Section 8002 study on 
wastes that are currently excluded, 
but are not part of the current Section 
8002 mining waste study. 

FPA believes that this option does not 
reflect either the special waste concept 
or the intent of Congress as described 
above. This option would entail studying 
many low volume wastes, some of them 
hazardous, generated by facilities 
processing ores. It would dilute 
resources available for studies on large 
volume wastes of interest to Congress. 
Option 2—Narrow the exclusion to 
include only large volume wastes from 
processing ores. 

This interpretation is most consistent 
with Congressional intent because it 
leaves large volume processing wastes 
(i.e., phosphogypsum from phosphoric 
acid plants, slag from primary smelting 
of metallic ores or phosphorous 
reduction, and muds from bauxite 
refining) within the exclusion, deferring 
their possible regulation under Subtitle 
C until completion of studies required 
for the Report to Congress on mining 
waste. Annual phosphogypsum disposal 
is approximately 47 million metric tons: 
slag disposal from primary metal 
smelters is over 4 million metric tons: 
slag from phosphorous reduction is over 
3 million metric tons; and mud from 
bauxite refining is about 2 million metric 
tons. By limiting the mining waste 
exclusion to these high volume wastes, 
this option takes into account the 
references in ihe legislative history to 
hi$i volume, relatively low toxicity 
wastes, i.e.. "special wastes." In fact 
this approach constitutes the most 
rigorous application of the special waste 
concept. 

Option 3—Narrow exclusion to include 
only large volume wastes from 
processing metallic ores. 

This option represents the narrowest 
possible reinterpretation of the mining 
waste exclusion, but it reflects only Rep. 
Williams's specific remarks about slag 
from copper smelting in Israel. It would 
maintain the excluded status of red and 
brown muds (2 million metric tons/year) 
produced by refining bauxite ore. 
However, a very large volume 
processing waste, the 47 million metric 
tons of phosphogypsum produced each 
year by phosphoric acid plants, would 
no longer be within the exclusion. This 
option also would remove another large 
volume waste from the exclusion: slag 
produced by the facilities extracting 
elemental phosphorus from phosphate 
ore, because phosphorus is not a metal 
Based on the above analysis of 
Congressional intent. EPA believes that 
it was incorrect in interpreting the 


mining waste exclusion as 
encompassing ail wastes from primary 
smelting and refining. Therefore. EPA is 
proposing to reinterpret the mining 
waste exclusion so that red and brown 
muds, phosphogypsum, and primary 
processing slags are the only processing 
wastes that remain excluded from 
regulation under Subtitle C of RCRA. All 
other wastes from processing ores and 
minerals would be subject to Subtitle C 
regulation if the wastes arc hazardous. 

EPA is aware that there arc a large 
number of wastes that could arguably 
be viewed as wastes from the 
"processing" of minerals or ores. 
However, we believe the term 
"processing" must be interpreted in light 
of the criteria outlined above. Based on 
these criteria, we conclude that not ail 
such wastes are properly excluded from 
regulation under the mining waste 
exclusion primarily because they do not 
meet the "special waste" criteria, L&» 
high volume, relatively low toxicity. For 
instance, as mentioned earlier, the 
listings of certain smelting wastes as 
hazardous waste were suspended after 
the Bevill Amendment was enacted 
even though the rulemaking records for 
these listings show they are hazardous 
and these listings were not challenged. 

In addition, many of the wastes 
excluded by EPA's 1980 interpretation of 
the mining waste exclusion are not high 
volume wastes. 1 The processing wastes 
we are proposing for retention within 
the exclusion range in volume from 2 to 
47 million metric tons per year. These 
volumes are comparable to the other 
special waste categories proposed 
December 16 1976 See 43 FR 58992. For 
example, utility waste was estimated at 
66 million metric tons per year and 
cement kiln dust at 12 million metric 
tons per year. The volumes of wastes 
that would be removed from the 
exclusion as a consequence of the 
reinterpretation are substantially 
smaller in volume than the wastes that 
would remain within the exclusion. In 
fact, these waste volumes are generally 
smaller than the volumes already 
subject to Subtitle C regulation in other 
(non-mining) industrial sectors. 

EPA requests public comment on the 
proposed reinterpretation of the mining 
waste exclusion. Commenters should 


’Based on (he various indications of 
Congressional intent described in the UpaL fil*A 
believes It is reasonable to rely primarily oo 
vol tones of wnte generated to determine which 
wastes should have been excluded by the Bevtfl 
Amendment However, il may well be epprapnsie 
to consider additional factor* m making regulatory 
decisions regarding waste with hazard 
characteristics simHiir to those of the high volume 
wastes covered by the Bevitt Amendment 
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identify any other processing wastes 
that meet the “special waste" criteria 
tmd therefore should remain within the 
mining waste exclusion. 

111. Proposed Relisting of Smelting 
Wastes 

A. General 

EPA proposes to relist as hazardous 
six wastes (Table 2) associated with 
smelting operations that were removed 
from the listing regulations after the 
Bevill Amendment was enacted. 3 As 
explained previously. EPA believes this 
proposed interpretation more accurately 
represents the intent of Congress when 
it enacted the mining waste exclusion; 
therefore, we also believe il is 
appropriate to propose to relist those 
wastes that were suspended because 
they fell under our 1980 interpretation of 
the wastes subject to the exclusion. 
While we are requesting comment on 
the revised interpretation, we are not 
r»Mjuesting comment (except as specified 
below) on the specific basis for the 
proposed relisting of these wastes as 
hazardous. (See Preambles to May 19. 


B Wastewater Treatment Sludges 

EPA recently promulgated effluent 
limitations guidelines and standards for 
tht* * non ferrous metals manufacturing 
sector. See 40 CFR Part 421. This 
regulation, among other things, identifies 
precipitation and sedimentation using 
excess lime as one technology to be 
used as part of the Beat Available 
Technology (BAT) for removing metals 
frum nonfciTous smelting and refining 
wastewaters (in some cases a second 
precipitation step could be conducted 
using sulfide as the precipitant]. See 49 
IK 8742, March 8, 1984. The Agency 
assumed (for costing purposes) that 
s.udgrM* generated as a result of lime 
precipitation would not be hazardous 


T*ro of Itiir ratctiMH listed prrv»ou*h on* nor 

* r,nf related Hs*m) on ow r*«vatuition of these 


1980 (45 FR 33113-115) and July 15, 1980 
(45 KR 47834) Federal Register notices 
and background documents to these 
specific Listings for EPA‘s basis in listing 
these wastes as hazardous) Since it was 
EPA*s interpretation of the Bevllt 
Amendment, not a reevahialion of their 
hazard, that provided the sole basis for 
removing them from the regulations, it is 
the interpretation of that provision that 
should determine whether these wastes 
should again he listed. In fact, when 
these wastes were removed from the 
hazardous waste list we specifically 
indicated that if our interpretation was 
modified to no longer Include the 
smelting and refining wastes, we would 
add these wastes to the hazardous 
waste list without reproposal. See 40 FR 
4614. January 16,1981 and 46 FR 27473. 
May 20,1981. If any person disagrees 
with the listing of these wastes based on 
additional information about their 
hazard. i.e„ information which does not 
appear in the rulemaking record for the 
1980 listings, they should explain the 
specific basis for their objections and 
provide additional information. 


under Subtitle C of RCRA if an excess of 
10 percent additional lime is used; the 
basis fur this conclusion was that these 
wastes are not likely to exhibit any of 
the characteristics of hazardous waste, 
including the extraction procedure (EP) 
toxicity characteristic. 

to this proposed rule. EPA is 
proposing to restore the listing of three 
specific wastewater treatment sludges— 
namely. EPA Hazardous Waste Nos. 
K064. K065. K066—which are not 
likely to exhibit any of the 
characteristics of hazardous waste if 
they are generated as the result of 
excess lime addition (10 percent) to 
wastewater. Sec 49 FR 8742. Although 
chemical precipitation of wastewater 


metwrtib Section ft? C far mtrtr drUttrtl 
jlMmloa 


with excess time may well immobilize 
the metals so that they do not exhibit EP 
toxicity (as well as any of the other 
characteristics), EPA is proposing To 
lestore the listing of these three wastes 
for a number of reasons. 

First, these wastes are not being 
proposed for relisting because they 
exhibit any of the hazardous waste 
characteristics: rather, these wastes are 
being proposed for relisting after 
considering the listing criteria to 40 CFR 
281.11(a)(3) (i.e.. concentration of toxic 
constituents to the wastes, ability of the 
toxicants to migrate from the waste, 
degree to which the toxic constituents 
bioaccumuldte in ecosystems, plausible 
types of improper management, volumes 
of wastes generated, etc.). These criteria 
were the basis tor the original listing. 

We therefore, believe it inappropriate to 
now designate these wastes as nun- 
hazardous bused solely on the EP 
toxicity characteristic. Second. EPA 
does not have information documenting 
the extent to which the uonferrous 
plants use excess lime to treat these 
wastewaters so some of these wastes 
may exhibit EP toxicity. Further, plants 
wishing to recycle (resmelt) wastewater 
treatment sludges may choose to use 
different chemical precipitant* (or not to 
use excess lime) because use of excess 
lime may cause metal precipitenls to 
become contaminated with calcium 
compounds and thus may not be readily 
extractable: on this last point, the 
Agency solicits comment and data on 
the extent that the chemical 
precipitation technology using to 
percent excess lime wooFd discourage 
the recycling nf any of these wastes. 

The Agency, therefore, proposes to 
restore the listing of these three wastes. 
Nevertheless, the Agency specifically 
solicits comment and data on these 
wastes to determine whether or not they 
should continue to be fisted (based on 
the original listing criterlaj if the wastes 
are generated through the use of 
chemical precipitation and 
sedimentation using excess lime. In 
particular, we request the fallowing 
information for each of the 
was test reams: 

• Total concentration of the listed 
constituents (j.e., cadmium and lead) on 
a representative number of samples; 

• EP toxicity test results of the listed 

constituents on a representative number 
of samples: 

• Total concentration and EP toxkity 
test results for the FP toxic metals (Le„ 
arsenic* chromium, and silver) and 
nickel on a representative number of 

samples; 
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Table 3 —Generation Of Hazardous Wastes in the Primary Nonferrous Smelting and 

Refining Industries 


EPA Nurrtoar (***-» and »v*xa*xtou* mtm 


Ton»'r 
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(pWCanO 


RacyCte 

ai<* 

Sic** 40* 
(PWC4UMI 
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0-KK>v*' 

(pwcanU 


PfKTur r copper—K064 Ac*J ptsot story/****®* 

Prynary Wsd~-K0«5 

Staface enpoundrwit »W» _ 

Ajr poAittOn cootro* dual*-*--— 


32J64 


46.1 93 
623 SO 


50 

too 


Tot* 


Pi-*wy r*c and ZnO» 

K066 Wastewater tro*irx»«">» 
K067; Eteclro^ anods stonas 
K068: 


Non-satesble leach raacto* 

Ov*ar__ 

fa 


128.541 


3Z380 

N'A 

N/A 
2.400 
31.400 
54 000 
180.000 


0 

43 

<68 

13 

0 

17 

13 


Tout_ 

Piwtsry akXTWXjrr.—K066 
Spent po®WI .. 


207.780 


Pol atoms__ 

Shot b*a« dust* 
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130.000 

•2.750 

11,811 

11.300 


0 

47 

83 

87 


72 

•2 

81 

89 


245 906 


Pr«mry Manum and TO, 

CMonde process AdQM 1 * 
Suflsla process stodge* 
Meta* ..... 


350.000 

100,000 

5.000 


•10 

100 


00 

0 

too 


Total 


456.000 


Farvooftoy* 

KOOO FaOS arm van coned dual 
K001 

TsCr am-eston coned du*t 
CXnar dual* ujdgsi and 


ToW 


3.300 


6.500 

180,200 


180 000 


MaQnasAim z*vonr.im/fte!n*jm~OtJ*t*. and ottter residue* 


22.000 


100 

100 


• 72 percent *okS 

• Another 2.000.000 tone/year oi ohtonde process acida are ftsposad of ty oaeo we* tojaclton 
»Sok) as product 

Souci -Mwardoua Waste Management Costa In Selected Primary String and Ratoerg mdu atete" (Ama 198*t *^ 
Ovwvtow ol Sc*d Waste Ganwaierv Management. and ChamcaJ Characte***cs* tor Stommuev «wa, 

Manure dtouds. pne o*xte, and r*xonayfUTWrium iscton iPtaAtted as <*str reports by PB and Raoan * 18&4 I 


• Multiple extraction testing for all of 
the EP toxic metals and nickel on a 
representative number of samples; 4 

• Techniques used in managing these 
wastes (i.e., unlined piles, lined surface 
impoundments); in providing this 
information, commenters should be as 
specific as possible; 

• Volume of waste generated; 

• Ground-water monitoring data (if 
available); 

• Percentage of wastewaters treated 
with 10 percent excess lime which is the 
basis for BAT guidelines for nonferrous 
smelting and refining wastewaters; 

• Percentage of wastestreams treated 
using other precipitants; 

• The amount of excess lime as a 
percentage of dry sludge. 

Based on this information, we may 
conclude that the wastewater treatment 
sludges generated using 10 percent 
excess lime are in fact non hazardous 
and therefore may narrow the scope of 
the listing accordingly. 

C. Wastes That Are Recycled 

1. Introduction 

EPA recently promulgated a rule 
which, among other things, specifies 
which materials are solid and hazardous 
wastes when they are recycled. See 50 
FR 614, January 4. 1985. (This rulemaking 
also specified general and specific 
management standards for most types of 
hazardous waste recycling activities.) A 
large percentage of the wastes that 
would be relisted under this proposal 
are land disposed. These include 60 
percent of the acid plant blowdown 
from primury copper production. 97 
percent of the sludge from treatment of 
wastewaters and/or acid plant 
blowdown from primary zinc 
production. 72 percent of the spent 
potlincrs from primary aluminum 
production, and 100 percent of the 
emission control dust/sludges from 
fcrrochromium-silicon and 
ferrochromium production. However, 
three of the wastes are primarily 
recycled by being reclaimed. These 
include 100 percent of the surface 
impoundment solids from primary lead 
production; 100 percent of the 
electrolytic anode slimcs/sludges from 
primary zinc production; and 100 
percent of the cadmium leach residue 
treatment sludge from primary zinc 
production, (see Table 3). 


4 The Agency ha* developed end I* using the 

multiple extraction procedure (MFJ’j In evaluating 
certain delisting petition* to evaluate the long term 

stability of waste*. The Agency believes It 
appropriate lo also use it in evaluating listing 
decisions. See the public docket for this proposed 

rule which describes the methodology 


In the January 4.1985 rulemaking, we 
indicated that certain materials being 
reclaimed * are solid wastes only when 
they are listed as hazardous waste. We 
also indicated that materials being 
reclaimed can be listed as solid wastes; 
however, in doing so. a number of 
factors must be considered which would 
demonstrate whether the material is 
handled as a commodity or a waste. In 
evaluating these three residues, we 
believe that the surface impoundment 
solids from primary lead production are 
solid wastes and therefore should be 
relisted, while the electrolytic anode 
slimes/sludge and cadmium plant leach 
residue from primary zinc production 
are not solid wastes and should not be 
relisted. 


* A material ts reclaimed if It it processed lo 
recover a u»able product or if it is regenerated See 
40 CFR 2£»l.1(c)(4); see also preamble discussion In 
SO FR at 633. January A 1965- 


Z EPA's Basis for Listing/Not Listing 
Surface Impoundment Solids from 
Primary Lead Production, and 
Electrolytic Anode Slimes/Sludges, and 
Cadmium Plant Leach Residue from 
Primary Zinc Production 

As described above, the January* 4 
rules define .which materials are solid 
and hazardous wastes when they ore 
recycled. Among other things, the rules 
indicate that all spent materials* 
(whether they are listed or exhibit one 
or more of the hazardous waste 
characteristics) are defined as solid 
wastes when they are reclaimed. 7 


• A ft peril material Is any material that has been 
used and at a mull of contamination can no longr* 
serve the purpose for which it was produced 
without processing. See 40 CFR 261.1(c)!!): 
preamble discussion in 50 FK at 624. January 4. 

’ Based on our Initial survey. 28 percent of lh« 
spent pot liners are rocyctod by being reclaimed li 
could be argued that this percentage Is significant 
and. thus, these materials are more producldike 

than waste-like and should nol be listed However. 

GwiUnwJ 
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Sludges and by-products* * however, 
are only defined as solid wastes when 
they are reclaimed if they are 
specifically listed." 9 We limited the 
definition to listed sludges and by* 
products to avoid including sludges and 
by-products that are routinely processed 
to recover usable products aa part of on¬ 
going production operations* 
Nevertheless* sludges and by-products 
that are routinely reclaimed can be 
listed and thus be solid wastes if they 
are more wu&te-like than product-like. 
F.PA will make this determination on a 
material-by-material basis considering; 
(1) How frequently the material is 
recycled on an industry-wide basis* (2) 
whether the material is replacing a raw 
material and the degree to which it is 
similar in composition to the raw 
material. (3) the relation of the recovery 
practice to the principal activity of the 
facility* and (4) whether the secondary 
material is managed in a way designed 
to minimize loss. See SO FR at 641. In 
addition* the length of time materials are 
accumulated before being reclaimed is 
relevant since prolonged storage without 
recycling suggests that materials will not 
in fact be recycled, or are only of 
marginal recycling potential. Sec 50 FR 
at 635. 

F.PA has evaluated the three materials 
that are routinely reclaimed and. based 
on the Information gathered* we believe 
the surface impoundment solids from 
primary lead production should be 
considered solid wastes and thus 
regulated as hazardous wastes, whereas 
the electrolytic anode slimes/sludges 
and cadmium plant leach residue from 
primary nine production should not be 
considered solid and hazardous wastes. 
These conclusions are explained below. 


»mc* *pem poitinara are defined as a spent mutarud 
am! uace all spent material* m defined as waste* 
wh.n tj>*y are reclaimed, these material* (whether 
or not they ere fated) would be defined os t«>Hd 
" it** In addition, it should fa noted (hot the 
A^rticy ha# found that the principal purpose of 
lecydin# spent polktiter* is hazardous waste 
treatment, not cryolite reoo% cr*. Thus spent 
poiiiners ere oof considered to fa recycled for 
r^tocy purposes. 49 FR 0746, March a MM and 
50 KR si 639641. January 4.19SS. 

• Under the recycling rules, the surface 
impoundment solid* at lead smelting facilities 
*ould fa defined as a sludge white the etectrohtic 
•node slimes/sludges and cadmium plan! leach 
f*s>due from rinc production would be defined as 
b> product* 

• Non fated sludges and by-products would be 
oei uved as solid wastes if they are accumulated 
•^natively. A material ts accumulated 
’psculaUvely IIU la accumulating before bring 
breyded unless a person can demonstrate that the 
material has recycling puteattel and can feasibly fa 
r^ycled, snd during a one-year calendar period, the 
amount of material recycled or transferred to a 
oi’tereot site for recycling is at least 75 pen «mt of 

hr - mount atxumtUuled at the beginning o ( the 


3. Surface Impoundment Solids 
Contained in and Dredged From Surface 
Impoundments at Primary Lead Smelting 
Facilities 

This waste is generated by primary 
lead smelting plants when the solid 
particulates from wastewater/slurries 
(that are generated at various steps fn 
the smelting process) are allowed to 
settle in surface impoundments. Based 
upon EPA'i survey of approximately 50 
percent of the industry, all of this 
material is recycled by being reclaimed. 
However, at least half of this material is 
recycled only after it is stored for long 
periods of time* up to several years, fn 
addition, and more importantly, these 
sludges are not stored in a way 
commensurate with designation as 
products; rather* they are stored in an 
insecure fashion without any significant 
attempt to minimize loss. These sludges 
are stored in surface impoundments; 
surface impoundments containing 
secondary materials (as well as 
hazardous wastes) pose a particular 
threat to ground water and have always 
been one of the chief concerns of the 
hazardous waste management program. 
Further, the materials are constantly in 
the presence of liquids, creating the 
situation most conducive to forming 
leachate. Since most impoundments are 
unlined, and many are underlain by 
permeable soils* the potential for 
downward seepage of contaminated 
fluids into ground water is high. 10 In 
addition, due to declining lead demands, 
there is a strong potential that these 
sludges may not be recycled. 

Furthermore* in granting variances 
from classification as a solid waste, one 
of the factors the Agency will consider 
is the extent to which handling of the 
materia) (before being reclaimed) is 
designed to minimize loss. See 40 CFR 
260.31(a)(4); 260.31(b)(3); and 
260.31(c)(5). Where the materials are 
stored in open unlined piles, unlined 
impoundments, or leaking tanks and 
drums, it is less likely a variance will be 
granted (/>., the more carefully a 
materia] is handled, the more it is 
commodity-like. (See 50 FR at 654-655.) 
We. therefore, believe that although 
most, if not all. of this material may 
eventually be reclaimed, it is managed 
in a waste-like manner and therefore 
should be listed as a solid waste. 


*• See U.S. EPA- Report to Congress. Surface 
Impoundment* and Their Effect on Ground Wilrr 
Quality In Ifa United States—A Preliminary Survey. 
EPA I 7010-7*004 11076). and U5* EPA. Tfa 
Prevalent* of Subsurface Migration of Hazardous 
Chemical Substances at Selected Industrial Waste 
Disposal Sites. EPA , 5301 SE6341 (October 1977). 
See also substantia* portion* of thv legislative 
history of the 1964 Amendments id Rt'JlA. 


4 Electrolytic Anode Slimes/Sludges 
and Cadmium Plant Leach Residue (Iron 
Oxide) From Primary Zinc Production 

The electrolytic anode slimes/sludges 
are generated from the cleaning of 
electrolytic cells f/.e., they consist of 
gangue materia! that Is passed through 
earlier process steps, but is not plated 
out or electrolyzed in the electrolysis 
step), while the cadmium plant leach 
residue is generated from leaching of 
process dusts with a high cadmium 
content. Like the surface impoundment 
solids discussed previously, all of these 
residues are recycled by being 
reclaimed* However, these materials are 
handled much more carefully than the 
surface impoundment solids. In 
particular, based on data recently 
submitted by the American Mining 
Congress (AMC}* 11 Ihese facilities 
(based on a survey of 100 percent of the 
production facilities) recycle 100 percent 
of these residues, and a large percentage 
are recycled immediately without 
storage. If the material is stored prior to 
recycling* it is stored for a maximum of 
30 days; where there is storage, it occurs 
in devices that minimize loss of those 
residues (Le.. in metal hoppers* concrete 
basins* etc.) Furthermore most of these 
materials are recycled on-site, thus 
minimizing any loss during 
transportation. Therefore, we believe 
these materials are more commodity- 
like than waste-like and. therefore* are 
not proposing to relist them as solid and 
hazardous wastes. (It should be noted 
that these materials may still be solid 
and hazardous wastes if they are 
accumulated speculatively.) 

IV. Analysis of Economic Effects of die 
Proposed Reinterpretation 

The Agency conducted cost and 
economic impact studies to analyze the 
potential impact of this reinterpretation 
and to determine whether the proposed 
regulation is a major rulemaking (under 
Executive Order 12291) or would cause 
significant impacts on small business 
(pursuant to the Regulatory Flexibility 
Act). Although EPA determined that the 
proposal is not a “major" rule, detailed 
impact studies were performed for a 
substantial portion of the potentially 
affected industry sectors. 

This section of the preamble is a 
summary of the cost and impact 
analyses documented in U.S. EPA. 
Hazardous Waste Management Costs in 
Selected Primary Smelting and Refining 
Industries (hereafter referred to as the 
Cost Document). Economic Impact 


11 See tetter from lurue* R Walpole to Matthew 
A- Straus dated August 5,1965. in the public docket 
for this rulemaking 
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Analysis of Proposed Reinterpretation 
of Solid Waste Exemption for the 
Primary Smelting and Refining Industry 
(two volumes, hereafter referred to as 
the Economic impact Report), and 
Overview of Solid Waste Generation. 
Management, and Chemical 
Characteristics (hereafter referred to as 
the Technical Studies). These 
documents are available in the public 
docket for this rulemaking. 

A. Scope and Coverage of Economic 
Analysis 

The Agency's economic impact 
analysis was conducted in two parts. 
The first part consisted of a detailed 
compliance cost and economic impact 
analysis covering ten major primary 
metal smelting and refining sectors 
containing a total of 110 operating 
facilities producing 97 percent of total 
U.S. nonferrous and ferroally product 
tonnage in 1983. These ten sectors 
include all of the large volume sectors 
with previously listed smelting wastes 
(aluminum, copper, lead, zinc, and 
ferroalloys) as well as a broad sampling 
of five additional nonferrous metal 
Industries shown by previous studies to 
generate potentially hazardous wastes 
(magnesium, titanium metal, titanium 
dioxide, zinc oxide, and zirconium/ 
hafnium). According to U.S. Bureau of 
Mines and F.PA survey data, the 
remaining three percent of nonferrous 
production is contributed by 21 metals 
sectors (400 facilities) not covered in the 
detailed impact assessment. 

The second pari of EPAs impact 
analysis involved a much less detailed 
screening study of these 21 sectors to 
isolate those sectors most likely to be 
significantly affected. Based on this 
screening. EPA believes that the major 
part of the total national cost impacts 
are accounted for by the 97 percent of 
the total production covered in our 
detailed analysis, and that the impact 
patterns in the covered sectors will 
generally be similar in the additional 
sectors. 

/?. Methodology and Data Gathering for 
the Ten-Sector Study 

EPA first conducted a series of 
technical survey and sampling studies 
covering ten major ore-processing 
industries to determine the volume of 
wastes generated, identify those wastes 
which could be hazardous because they 
exhibit one of the characteristics 
defined in 40 CFR 261.2. estimate the 
volume of these hazardous wastes, and 
delineate the practices currently used to 
manage these ivastes. The major 
findings are summarized in Table 3 
above. Based on the technical survey 
and sampling results, a plant-by-plant 


waste management assessment was 
then made for alt 110 facilities in the 
sectors studied, utilizing plant survey 
data from over 80 individual facilities 
and waste sampling results from 50 
facilities. 

Where data were incomplete for 
surveyed plants or absent entirely for 
non surveyed facilities, the types and 
quantities of hazardous and non- 
hazardous waste, current waste 
management practices, and production 
relationships were estimated from 
survey data at similar processing 
faoiiities. in the absence of site-specific 
information, EPA erred on the 
conservative side by assuming that all 
non surveyed facilities did produce 
hazardous waste streams comparable in 
quantity and type to those found in the 
sample survey for other facilities with 
similar products. 

EPA then estimated waste 
management costs for both current 
baseline practices (observed or 
assumed) and RCRA Subtitle C 
requirements at each of the 110 
individual facilities. The difference 
between current baseline costs and total 
RCRA compliance costs is the 
incremental compliance cost for this 
regulation, providing the basis for 
evaluating economic impacts. 

In selecting RCRA Subtitle C 
compliance practices for facilities. EPA 
assumed that companies would adopt a 
least-cost, conventional waste 
management option consistent with 
technical considerations relating to the 
facility's current practices and waste 
characteristics. All RCRA compliance 
options involving surface impoundments 
or landfills were based on a double 
synthetic liner technology consistent 
with the requirements of the Hazardous 
and Solid Waste Amendments of 1984. 
The analysis did nol consider in-plant 
process changes, innovative recycling 
activities, or by-product options that 
might reduce compliance costs or turn 
net compliance costs into net savings. 

The Agency estimated incremental 
compliance costs for storing, treating, 
transporting, and disposing of a waste 
stream. Costs include initial capital 
investment, annual operation and 
maintenance (O&M). capital investment 
for waste facility closure, and annual 
O&M costs for postclosure maintenance 
for a period of 30 years. Compliance 
costs weie converted to an annualized 
cost form to provide the uniform annual 
cost that would be equivalent to the 
incurred cost stream. Initial investment 
costs were amortized over a 20-year 
lifetime, using the companies' weighted 
average cost of capital. 


As part of the economic analysis. EPA 
also assembled extensive historical 
information on plant capacity and 
production levels, investment, prices, 
and financial conditions in order to base 
the impacts on more accurate 
projections. Where possible, EPA 
collected financial information for 
individual metals (for example, primary 
aluminum and primary copper). In some 
cases, lack of data forced consolidation 
of the financial characteristics of several 
metal subcategories (for example, lead 
with zinc and zirconium/hafnium with 
titanium). 

Historical data from 1978 to 1983 were 
then used to estimate projected metal 
prices. In estimating rates of return, 
investment levels, production, and 
operating income. EPA used data from 
the three-year span of 1979 to 1981, on 
the assumption that this period provided 
the best indication of the performance of 
these plants under expected future 
conditions, and that 1982 and 1983 data 
reflected an atypically severe period of 
economic recession. 

The plant closure methodology 
focuses only on specific plants having 
annualized compliance costs greater 
than one percent of sales. Previous 
Agency studies in support of effluent 
guidelines regulations under the Clean 
W r ater Act have shown few* impacts 
with compliance costs below this level, 
but show occasional impacts when costs 
are more than one percent of sales. For 
plants with costs above this level. EPA 
then employed two plant closure tests: a 
net present value test and a liquidity 
test. The net present value test focuses 
op long-term profitability, with the 
viability of the plant being judged by a 
comparison of the net present value of 
its cash flow to its liquidation value. The 
liquidity test addresses short-term 
viability and focuses on affordability 
during the first few years of compliance. 
The closure analysis also assumes zero 
pass-through of compliance costs: that 
is. to avoid overlooking potential 
closures, plants are assumed to absorb 
all of the compliance costs as a direct 
increase in production costs (decrease in 
profit). 

C. Costs of Compliance for Ten Major 
Sectors 

EPA identified 67 manufacturing 
facilities (out of 110) in the ten sectors 
that will likely incur Increased costs to 
comply with this regulation. Based on its 
industry survey. EPA concluded that 
certain facilities were not generating 
hazardous wastes, while others were 
either utilizing immediate recycling or 
were probably already in compliance 
with current RCRA management 
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requirements. Table 4 summarizes EPA's 
compliance cost estimates for each 
sector. For the ten sectors studied, we 
estimate total investment costs for 


compliance at about $57 million, and 
total onnualized costs to be about $20 
million. 


Table 4 —Summary o* Annualized Compliance Costs 



Annualized compliance costs vary 
considerably, both among sectors and 
among individual facilities within each 
set ter. The most extremely affected 
sector, titanium dioxide, faces expected 
total annual compliance costs of over $0 
million (almost half of the total costs for 
all ten sectors), with an average per 
facility cost of $1.2 million per year. This 
contrasts, for example, with total 
compliance costs for the primary lead 
sector of $185,000 per year ($46,000 per 
yp.ir per facility). 

Within individual industries, there are 
typically one or several plants with no 
projected compliance costs, either 
because of the non-hazardous character 
of the wastes or because of recycling or 
other management programs already in 
place. For plants Incurring cost within a 
given sector, it is typical for some to 


Table 5 —Summary ot Economic impacts 



face only a few thousand dollars per 
year und others in the same sector to 
face several hundred thousand dollars 
or more per year in incremental 
compliance costs. 

D. Economic Impacts for the Ten Major 
Sectors 

Based on the compliance cost 
estimates and other economic variables 
for Individual facilities in each of the ten 
sector*, EPA assessed several categories 
of possible economic impacts, including 
effects on production costs and prices, 
international trade, total investment 
requirements, profit (return on 
investment), and potential for plant 
closures and job losses. General effects 
are summarized in Table 5, while plant 
closures and employment losses are 
discussed below in relation to Table 0. 


Production Costs and Prices 

As indicated in Table 5, we estimate 
that the average increases in production 
costs and prices would be small to 
moderate (less than two percent) in all 
subcategories except primary zinc oxide 
(where we would expect a six percent 
increase in cost of production and 
almost five percent increase in prices). 
On average, however, the annualized 
cost of this rule amounts to less than 0.4 
percent of current production costs or 
current prices. 

Because of these generally low effects 
on prices (even the maximum effects), 
the study did not explore any further the 
possible effects on international trade. 
However, price pressures for basic 
commodities of the size indicated here 
are not likely to affect international 
market positions. 

These results assess both the 
maximum impact on production costs 
and the maximum impact on prices. To 
assess production costs, we assumed 
zero pass-through of compliance costs to 
market prices, whereas to assess price 
changes we assumed a 100 percent 
passthrough of compliance costs. 
Therefore, these effects should be 
regarded as mutually exclusive 
estimates for purposes of presenting 
extreme possibilities. 

Capital Investment and Rules of Return 

The Agency projects the average 
investment cost as a percent of normal 
capital expenditures to range from 
nominal (one to four percent) in about 
half the sectors to very large (75 to 118 
percent) in the zinc and zinc oxide 
sector*. This result may be partly due to 
the abnormally depressed state of 
capital expenditures in the 1970-81 base 
period for some of these sectors. Non¬ 
growth or declining sectors generally 
can be expected to show very high 
ratios in this column due to low base 
capital investment figures. These 
estimates were also based on the 
extreme assumption of zero pass¬ 
through of costs to prices, a worst-case 
assumption that also tends to increase 
these ratios. 

Similar reasoning may in part explain 
the estimates regarding rates of return 
on investment. In general, results here 
full into two categories: five sectors with 
maximum impacts on profit of about two 
percent or less, and four groups with 
compliance costs in the range of 10 to 31 
percent of profits. In part, these high 
percentages are due to higher than 
average RCRA compliance costs 
(because of relatively large hazardous 
waste volumes compared to other 
sectors) and in part they are due to 
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lower than average baseline rates of 
return. 

Plant Closures and Employment losses 

Bused on its analysis. EPA concluded 
that one plant in the ferroalloy 
subcategory may close as a result of this 


reinterpretation (Table 6). If realized, 
this closure would involve a loss of 
about 00 jobs at the closed facility. The 
potential production loss associated 
with closure represents approximately 
three percent of the total ferroalloy 
capacity. 


TABLE a— Summary of Plant Closure Analysis 
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£ Screening Study Conclusions for 21 
Other Metal Sectors 

In addition to the ten sectors surveyed 
in detail for this rulemaking. EPA also 
conducted a more general screening 
study of the 21 remaining primary metal 
processing sectors. These 21 sectors 
include about 400 facilities that together 
produce just under 200.000 metric tons of 
metal per year. Of these 400 facilities. 

309 (over three-fourths) are primary 
refiners of gold and/or silver Few of 
these 400 facilities produce more than 
5.000 tons of metal production per year, 
and the majority produce under 100 tons 
each. 

The Agency's methodology for 
evaluating these sectors included a 
literature review, evaluation of EPA file 
data froth previous EPA nonferrous 
industry surveys, and a general 
comparative cost analysis for average 
facilities in each sector based on current 
product cost. Where necessary’, 
conservative waste generation 
parameters derived from our ten-sector 
survey analysis were employed to 
estimate a maximum RCRA impact for 
specific sectors. These extreme case 
assumptions included a proxy waste 
generation rate of one ton of hazardous 
waste per ton of metal production and 
an Incremental waste management 
(compliance) cost of $200 per ton of 
hazardous waste. 

Results of this screening analysis 
suggest that, at most, five out of the 21 
sectors could potentially incur 
moderate to-significant impacts from 
this regulation. These five sectors— 
tungsten, vanadium, rare-earth metals, 
columbium. and mercury—could incur 
incremental RCRA compliance ousts in 


the range of one to six percent of total 
production costs under the extreme 
costing assumptions used for this 
analysis. Even at these maximum cost 
levels. EPA's plant closure analysis 
projects that plant closures would be 
highly unlikely for tungston. rare-earth 
metals or mercury. For columbium und 
vanadium, it is not possible to rule out 
possible closures on the basis of the 
Agency’s screening analysis; however, 
no closures can be projected from this 
analysis. 

More definitive impact conclusions for 
any of these five sectors would require 
more detailed survey data for individual 
facilities on waste generation, waste 
characteristics (especially EP toxicity), 
and waste management practices 
(including current or potential recycling 
and by product recovery opportunities). 

EPA would appreciate further 
comment regarding the technical 
operation and possible RCRA impacts 
for facilities in any of the 31 sectors 
identified in the primary nonferrous 
metals industry. In particular, current 
data on total waste generation, physical 
and chemical properties of significant 
wastestreams. current management 
practices, and recycling or other by¬ 
product use of process residuals is 
requested for facilities producing 
primary tungsten, vanadium, rare-earth 
metals, columbium. and mercury. 

V. Public Participation 

Requests to participate in the public 
hearings should be directed on or before 
November 7.1985 to Ms. Geraldine 
Wyer, Public Participation Officer. 

Office of Solid Waste. (WH-562). U.S. 
Environmental Protection Agency. 401 M 


Street. SW, Washington. DC 20400. The 
hearing will begin at 9^X) a.m. with 
registration beginning at 8:30 a.m. The 
hearings will end at 4:30 p.m.. unless 
concluded earlier. Oral and written 
statements may be submitted at the 
public hearings. Persons who wish to 
make oral presentations must restrict 
these to 20 minutes, and are requested 
to provide written copies of their 
complete comments for inclusion in the 
official record. 

VI. Regulatory Flexibility* Analysis 

The Regulatory* Flexibility Act (RFA) 
of 1980 (Pub. L 9B-354). which amends 
the Administrative Procedures Act. 
requires Federal regulatory agencies to 
consider "small entities'* throughout the 
regulatory process. The RFA requires nn 
initial screening analysis to be 
performed to determine whether a 
substantial number of small entities will 
be significantly affected by a regulation, 
if so, regulatory alternatives that 
eliminate or mitigate the impacts must 
be considered. 

This section presents the results of thr 
Agency's small business screening 
analysis, based on a review of industry 
plant ownership patterns and estimated 
compliance costs. Based on this 
analysis. EPA has determined that there 
will not he a significant impact on a 
substantial number of small businesses 

In the nonferrous metals smelting and 
refining industry, the Small Business 
Administration (SBA) defines small 
entities based on employment levels. 

For most primary metal sectors, the 
employment criterion is fewer than 75U 
however, a higher threshold of 1.000 is 
used for some sectors. Based on the 
appropriate definition, for each sector, 
the Agency screened all 110 facilities in 
the ten sectors that were studied in 
detail and determined that, among theso. 
only the ferroalloy sector contained 
facilities owned by small business 
enterprises. However, none of the 
ferroalloy facilities owned by small 
businesses were among those projected 
to Incur costs due to this 
reinterpretation. 

The remaining 400 nonferrous 
facilities not covered in our detailed 
impact analysis were also subjected to 
this detailed small business ownership 
screening. It appears that there are sm*dl 
business facilities in the primary silver 
and gold refining sectors; however, this 
sector is not expected to incur 
significant cost effects. Facilities in all 
of the remaining sectors all appear to be 
owned by large businesses or 
conglomerates and therefore would not 
be subject to the Regulatory Flexibility 
Act. 
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VII. Effect on State Authorization* * 

This proposal, if promulgated will not 
be automatically effective in authorized 
Slates since the requirements will not be 
imposed pursuant to the Hazardous and 
Solid Wuste Amendments of 1984. Thus, 
this reinterpretation will be applicable 
only in those few States that do not 
have interim or final authorization to 
operate their own hazardous waste 
programs in lieu of the Federal program. 
In authorized States, the reinterpretation 
will not be applicable until the State 
revises its program to adopt equivalent 
requirements under State law. 

40 CFR 261.21(e)(2) requires States 
that have final authorization to revise 
their programs to adopt equivalent 
standards within a year of promulgation 
of these standards if only regulatory 
changes arc necessary, or within two 
yrars of promulgation if statutory 
changes are necessary. These deadlines 
can be extended in exceptional cases 
(40 CFR 271.21(e)(3)). Once EPA 
approves the revision, the State 
requirements become Subtitle C RCRA 
requirements in that State. 

States that submit official applications 
for final authorization less than 12 
months after promulgation of this 
reinterpretation may be approved 
without including an equivalent 
pro\ ision in the application. However, 
once authorized, a State must revise its 
program to include an equivalent 
provision within the time period 
disc ussed above. The process and 
schedule for revision of State programs 
is described in amendments to 40 CFR 
2"1.21 published on May 22.1964. (See 
4‘t FR 21670) 

VIII. Compliance With Executive Order 

12291 

Sections 2 and 3 of Executive Order 
12291 (46 FR 13193; February 9.1981) 
require that a regulatory agency 
dciemine whether a new regulation will 
be major” and, if so. that a Regulatory 
Impact Analysis be conducted. A major 
tule is defined as a regulation which is 
likely to result in: 

(1) An annual effect on the economy 
of $100 million or more; 

(2) A major increase in costs or prices 
for consumers, individual industries, 
federal. State, and local government 
agencies, or geographic regions; or 

(3) Significant adverse effects on 
competition, employment, investment, 
productivity, innovation, or on the 
ability of United States-based 


enterprises to compete with foreign- 
based enterprises in domestic or export 
markets. 

Today’s proposal will have none of 
the above effects. Therefore, the Agency 
is not conducting a Regulatory Impact 
Analysis. The proposal has been 
submitted to the Office of Management 
and Budget (OMB) for review as 
required by Section 6 of Executive Order 
12291. Any comments from OMB to EPA 
and any response to those comments are 
available for viewing at the Office of 
Solid Waste Docket. Room S212. 
U.S>E.P.A.. 401 M Street. SW.. 
Washington, DC 20460. 

IX. Paperwork Reduction Act 

The information collection 
requirements in this proposed rule have 
been submitted for approval to the 
Office of Management and Budget 
(OMB) under the Paperwork Reduction 
Act of 1900. 44 U.S.C. 3501 et seq . 

Submit comments on these requirements 
to the Office of Information and 
Regulatory Affairs: OMB: 720 Jackson 
Place. NW.; Washington, DC 20503 
marked “Attention: Desk Officer for 
EPA.” The final rule will respond to any 
OMB or public comments on the 
information collection requirements. 

X. List of Subjects in 40 CFR Part 261 

Hazardous waste. Waste treatment 
and disposal. Recycling. Reporting and 
recordkeeping requirements. 

Dated: September 27.1965. 

Lee M. Thomas. 

Administrator. 

$ 261.32 Hazardous waste from specified 
sources. 


PART 261—IDENTIFICATION AND 
LISTING OF HAZARDOUS WASTES 

For the reasons set out in the 
preamble, it is proposed to amend 40 
CFR Part 261 as follows; 

1. The authority citation for Part 261 
continues to read as follows: 

Authority: Section* 10UG, 2002 (h). 1001. and 
3002 of the Solid Waste Disposal Act, u« 
amended by the Resource Conservation and 
Recovery Act of 1976. as amended |42 U.S.C. 
6905. 6912(a). 0021. and 0922). 

2. Section 261.4. paragraph (b)(7), is 
revised as follows: 

#261.4 Exclusions. 

• # • t • 

(b) * • * 

(7) Solid waste from the extraction, 
beneficiution and processing of ores and 
mineruls (including coal), including 
phosphate rock and overburden from the 
mining of uranium ore. For purposes of 
this paragraph, solid waste from the 
processing of ores and minerals only 
includes muds from facilities refining 
bauxite, phosphogypsum from 
phosphoric acid plants, and slag from 
primary metal smelters and phosphorus 
reduction facilities. 


3. In § 261.32, add after entries for 
"Iron and steel” and before entries for 
“Secondary lead,” the following waste 
streams: 
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4. In Appendix VII—Basis for Listing 
Hazardous Waste, add the following in 
the appropriate alphabetical and 
numerical sequence: 

Appendix VII—Basis for Listing 
Hazardous Waste 



to** c****** 

tiMKi, Ovinmi 

l oad. C+*m*n 

tCo'neie**')' 
OvtMtaum 
Oromum, lead 


|FR Doc. 85-23022 Filed 10-1-85: 8:«5 urn) 

BILLING COOt M60-M-M 
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Department of 
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Federal Highway Administration 
49 CFR Part 386 

Rules of Practice for Motor Carrier 
Safety and Hazardous Materials 
Proceedings; Final Rule 
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DEPARTMENT OF TRANSPORTATION 
Federal Highway Administration 
49 CFR Part 386 

Rules of Practice for Motor Carrier 
Safety and Hazardous Materials 
Proceedings 

agency: Federal Highway 
Administration (FHWA). DOT. 
action: Final rule. 

summary: The FHWA is revising the 
rules of practice and procedure for 
motor carrier safety and hazardous 
materials proceedings. The revision is 
necessary due to statutory and 
administrative changes and agency 
experience with Part 386. The statutory 
changes since the last rewrite of these 
regulations in 1977 are the Motor Carrier 
Safety Act of 1984, the Bus Regulatory 
Reform Act of 1982. the Motor Carrier 
Act of 1980 and the recodification of 
Title 49, United States Code, 
Transportation, in 1963. Further changes 
were required by the 1985 restructuring 
of the Bureau of Motor Carrier Safety 
(BMCS). which is now supervised by an 
Associate Administrator for Motor 
Carriers. The revision of the rules of 
practice and procedure incorporates 
these changes and offers a more 
flexible, efficient and better organized 
handling of motor carrier safety and 
hazardous materials proceedings. 
EFFECTIVE DATE: October 1.1985. 

FOR FURTHER INFORMATION CONTACT: 
Mr. James J. Stapleton. Assistant Chief 
Counsel Motor Carrier and Highway 
Safety Law Division. (202) 428-0834. 
Federal Highway Administration. Room 
4224.400 7th Street. SW.. Washington 
DC 20590. Office hours are from 7:45 
a.m. to 4:15 p.m. ET, Monday through 
Friday, except legal holidays. 
SUPPLEMENTARY INFORMATION: 

Background 

In accord w ith its program to keep its 
regulations current, the FHWA has 
determined that the statutory changes 
resulting from the Motor Carrier Safety 
Act of 1984. the Bus Regulatory Reform 
Act of 1982. the Motor Carrier Act of 
1980. and the recodification of Title 49. 
United States Code.Transportation, in 
1983. the 1985 administrative 
restructuring of the BMCS and the 
agency's practical experience in dealing 
with the rules of practice and procedure 
since the last major rewrite of these 
regulations in 1977. require conforming 
amendments and other changes to the 
rules of practice and procedure in Part 
386. A discussion of the affected 


sections of regulations and the 
necessary changes follow. 

Discussion of Changes 

Subpart A—Scope of Rules: Definitions 

Except for new statutory authority 
citations, substitution of the term 
•‘administrative law judge" for the term 
"hearing office." updated definition of 
"motor carrier." and redefinition of 
"Associate Administrator." there are no 
changes to the sections in this subpart. 

Subpart B—Commencement of 
Proceedings . Pleadings 

Paragraph (a) of 386.11. 
Commencement of proceedings, on 
driver qualification proceedings, 
remains unchanged. Paragraph (b). on 
civil forfeiture proceedings, is revised to 
conform to the Motor Carrier Safety Act 
of 1984. Pub. L 98-554.98 StaL 2832. 
Under section 213 of that Act. the 
respondent has 15 days, after service, to 
notify the claimant of intent to contest 
the notice and request a hearing. This Is 
added at 388.1 l(b)(l)(v). For purposes of 
consistency and fairness, this provision 
is applicable to claims for hazardous 
materials violations as well as 
violations of the motor carrier safety 
regulations. Section 213(b)(3) of the Act 
permits the Department to require any 
violator to post a copy of the notice in 
such place or places and for such 
duration as the claimant determines 
appropriate to aid in enforcement. This 
is added at 386.11(b)(3). Paragraph (c) of 
386.11 is renamed "Notice of 
investigation proceedings" instead of 
"All other proceedings." since It is the 
only other type of agency proceeding. 
Section 213(b)(1) of the Act requires that 
the claim letter fix a reasonable time for 
abatement of violations and specify 
actions to be taken in order to abate 
violations. This is added at 
386.11(c)(l)(iv). The agency practice of 
sometimes combining civil forfeiture and 
notice of investigation proceedings is 
added at 386.11(c)(3). 

Paragraphs (c). (d). and (e) are added 
to Section 386.12. Complaint, to 
implement section 212 of the Motor 
Carrier Safety Act of 1964. That section 
requires the Department to investigate 
complaints of a substantial violation 
that is occurring or has occurred within 
the preceding 60 days. The complainant 
is to be timely notified of the findings of 
the investigation. Also, the Department 
is not to disclose the names of 
complainants, unless necessary to 
prosecute a violation, and if so. then the 
Associate Administrator is to take every 
practical means within his authority to 
protect the complainant from retaliatory 
action. 


In order to achieve greater clarity and 
ease of reference, former $ 386.13. 
Petitions to review, replies, is divided 
into three new sections: 386.13. Petitions 
to review and request for hearing: Driver 
qualification proceedings: 386.14. 

Replies and request for hearing: Civil 
forfeiture proceedings: and 386.15, 
Replies and request for hearing: Notice 
of investigation proceedings. Driver 
qualification petitions to review and 
request for hearing (388.13) remains 
unchanged. Civil forfeiture replies and 
request for hearing (386.14) basically 
remains unchanged, except for two 
differences. Under section 213(b)(1) of 
the Motor Carrier Safety Act of 1984. the 
respondent must reply within 15 days 
after the claim letter is served. This is 
added at 386.14(a). The same time limit 
is made applicable to claims for 
violations of the hazardous materials 
regulations for purposes of consistency 
and fairness. Also, if the respondent 
fails to reply, then the claim letter 
becomes the final agency order in the 
proceeding 25 days after it is served. 

The 25-day period is prescribed in order 
to add to the 15-day answer period 5 
days each for delivery by mail of the 
claim letter and the reply. Under the 
former § 386.13(d). if no reply was filed, 
the Associate Administrator could, on 
motion of any party, find the facts to be 
as alleged and issue a final order in the 
case. It is expected that this change will 
simplify and expedite proceedings 
without sacrificing fairness and due 
process. Notice of investigation replies 
and request for hearing (388.15) remains 
unchanged, being taken from former 
388.13(c). "All other proceedings." Note 
that respondents still have 30 days in 
which to file a reply after service under 
this section. A basis for granting 
petitions to intervene is added to the 
section on interventions (386.17). 

The remaining sections in subpart B 
remain essentially unchanged other than 
for redesignation. 

Subpart C—Consent Order Procedure 

Except for new statutory authority 
citations, there are no changes to the 
sections in this subpart. 

Subpart D—General Rules and Hearings 

Former S 386.38, Service, is 
redesignated 386.31 and revised to be 
consistent with the service requirements 
under the Federal Rules of Civil 
Procedure. Service is now allowed by 
personal delivery or by mail. Formerly, 
service by registered or certified mail, 
first class, postage prepaid, were the 
only required methods. Paragraph (b) 
requires a certificate of service to 
accompany all pleadings, motions and 
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documents, when they are tendered for 
filing, executed by the person making 
the delivery or mailing. The 
responsibilities in proceedings, formerly 
386.38(g). are removed since they are 
already mentioned in FHWA delegation 
of authority regulations at 49 CFR 1.45. 
and Part 301. 

Former §386.31 ts redesignated 386.32. 
and Ib expanded by adding paragraphs 
concerning date of entry of orders and 
compilation of time for delivery by mail. 

Former §386.36, Deposition and 
interrogatories, is removed and replaced 
with several new sections. Former 
§386.49. Request for admissions, is 
redesignated § 386.44. The result is that 
§ 336.37 through 386.47 contain 
substantially expanded rules of 
discovery patterned after the Federal 
Rules of Civil Procedure. 

Former §386.39, Appearances and 
rights of witnesses is redesignated 
§ 386.50. and paragraph (a) is clarified 
bv providing that a regular employee of 
a party who appears on behalf of the 
party may be required by the 
administrative law judge to show his or 
her authority to so appear. 

Paragraph (c) of former § 388.44. 
Hearing officer (now redesignated as 
§ 3U0 54). regarding powers reserved to 
the Associate Administrator, has proven 
to be unnecessary In actual practice. 
Therefore* this paragraph is deleted. 

The other sections in subpart D 
remain unchanged in substance, but are 
renumbered. 

Snbpart E-Decision 

Former § 386.55. publication of orders, 
is deleted because it was agency 
experience that publication did not 
achieve its intended purpose of warning 
carriers of disqualified drivers who 
might apply for positions for which they 
were disqualified. In its place is added 
new § 386.65, Failure to comply with 
final order, which states agency practice 
when a respondent does not comply 
with a final agency order directing 
compliance, or, where appropriate, pay 
a civil penalty. In these instances, the 
case may be referred to the Attorney 
Ceneral with a request that an action be 
brought in the appropriate United States 
Court to enforce the terms of the 
compliance order or to collect the civil 
Penalty. 

New § 386.87. Appeal Is added to 
Implement section 213(b)(8) of the Motor 
Carrier Safety Act of 1984. The Act 
permits any party adversely affected by 
0 final order issued under 49 U.S.C. 521. 
lo. within 30 days, petition for review of 
tho order in the appropriate United 
Suites Court of Appeals. Review of the 
order is based on a determination of 
* nether the Associate Administrator's 


findings and conclusions were 
supported by substantial evidence, or 
were otherwise not in accordance with 
law. No objection that has not been 
urged before the Associate 
Administrator shall be considered by 
the court, unless reasonable grounds 
existed for failure or neglect to do so. 
The commencement of proceedings 
under this section shall not, unless 
ordered by the court, operate as a stay 
of the order of the Associate 
Administrator. 

The other sections in Subpart E 
remain unchanged, but are renumbered. 

Subpart F—Injunctions and Imminent 
Hazards 

This subpart is new and is added to 
implement injunctive and imminent 
hazard provisions of the Hazardous 
Materials Transportation Act and the 
Motor Carrier Safety Act of 1984. 

Section 388.71, Injunctions, 
implements section 111(a) of the 
Hazardous Materials Transportation 
Act and section 213(a) of the Motor 
Carrier Safety Act of 1984 which allow 
the Department to request the Attorney 
General to bring an action in the 
appropriate United States District Court 
for such relief as is necessary or 
appropriate, including mandatory or 
prohibitive injunctive relief, interim 
equitable relief, and punitive damages to 
revent or stop violations of the 
azardous materials regulations, or 
motor carrier safety regulations. 

Section 386.72, Imminent hazard also 
implements statutory provisions. 
Imminent hazard orders are provided for 
in section 111(b) of the Hazardous 
Materials Transportation Act and 
section 213(b) of the Motor Carrier 
Safety Act of 1984. Paragraph (a) of 
§ 386.72 implements the procedure as to 
hazardous materials. When a 
substantial likelihood of death, serious 
illness or severe personal injury will or 
may result from hazardous materials 
transportation by motor vehicle, the 
Department may bring, or request the 
Attorney General to bring, an action in 
the appropriate United States District 
Court for an order to eliminate or 
ameliorate the imminent hazard. 
Paragraph (b) of § 386.72 implements the 
procedure as to motor carrier safety 
imminent hazards other than hazardous 
materials transportation. This section 
gives the Director, Bureau of Motor 
Carrier Safety, or his or her delegate, 
authority to order a vehicle or employee 
out of service or order an employer to 
cease all or part of the employ era 
commercial motor vehicle operations. 
The order is to be tailored so that no 
restrictions shall be imposed beyond 
that required to abate the hazard. 


Subsequent to the issuance of an 
imminent hazard order, opportunity for 
review is provided for not later than 10 
days after the issuance of the order. 

Regulatory’ Impact 

The FHWA has determined that this 
document does not contain a major rule 
under Executive Order 12291 or a 
significant regulation tinder the 
regulatory policies and procedures of 
the Department of Transportation. Since 
the changes being adopted in this 
document are procedural In nature and 
relate to the internal organization of the 
FHWA, the FHWA finds good cause to 
make the amendment final without prior 
notice and opportunity for comment and 
without a 30-day delay in effective date 
required by the Administration 
Procedures Act Notice and opportunity 
for comment are not required under the 
regulatory policies and procedures of 
the Department of Transportation 
because it is not anticipated that such 
action would result in the receipt of 
useful information. Accordingly, the 
amendments are effective upon 
issuance. 

It is anticipated that the economic 
impact of this rulemaking, if any, will be 
minimal since the amendments concern 
motor carrier safety and hazardous 
materials rules of internal practice and 
procedure. Accordingly, a full regulatory 
evaluation i9 not required. For the 
foregoing reasons and under the criteria 
of the Regulatory Flexibility Act, the 
FHWA hereby certifies that this action 
will not have a significant economic 
impact on a substantial number of small 
entities. 

Publication 

Because these changes are numerous 
and issuance of them on a piecemeal 
basis would create confusion. 49 GFR 
Part 386 is being republished in its 
entirety. 

For the reasons set out in the 
preamble, the Federal Highway 
Administration hereby amends Chapter 
III, Part 388 of Title 49, Code of Federal 
Regulations, as set forth below. 

(Catalog of Federal Domestic Assistance 
Program Number 2(1217. Motor Courier 
Safety.) 

List of Subjects In 49 CFR Part 386 

Administrative practice and 
procedure, Civil forfeiture, Driver 
qualification. Hazardous materials 
transportation. Hearings. Highways and 
roads, Motor carriers. Motor carrier 
safety. 
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Issued on: September 30, 1985. 

K. A Barnhart. 

Federal Highway Administrator . Federal 
High way Administration. 

Part 366 of Title 49. Code of Federal 
Regulations, is revised to read as 
follows: 

PART 386—RULES OF PRACTICE FOR 
MOTOR CARRIER SAFETY AND 
HAZARDOUS MATERIALS 
PROCEEDINGS 

Subpart A—Scope of Rules; Definitions 

Sec . 

386.1 Scope of rules in this part. 

386Ji Definitions. * 

Subpan B—Commencement of 
Proceedings. Pleadings 

380.11 Commencement of proceedings. 

388.12 Complaint 

386.13 Petitions to review and request for 
hearing; Driver qualification proceedings. 

388.14 Replies and request for hearing: Civil 
forfeiture proceedings 

388.15 Replies and request for hearing: 
Notice of investigation proceedings. 

388.16 Action on petitions or replies. 

388.1? Intervention. 

Subpart C—Consent Order Procedure 

388.21 Consent order. 

386.22 Content of consent order. 

Subpart D—General Rules and Hearings 

38631 Service. 

386.32 Computation of time. 

388.33 Extension of time. 

386.34 Official notice. 

386.35 Motions. 

386 36 Motions to dismiss and motions for a 
more definite statement. 

386.37 Discovery methods. 

386.38 Scope of discovery. 

386.39 Protective orders 

386.40 Supplementation of responses. 

386.41 Stipulations regarding discovery. 

386.42 Written interrogatories to parties. 

386.43 Production of documents ond other 
evidence: entry upon land for inspection 
and other purposes; and physical and 
mental examination. 

386.44 Request for admissions. 

386.45 Motion to compel discovery . 

386.46 Depositions. 

380.47 Use of depositions at hearings. 

386.48 Medical records and physicians* 
reports. 

380 49 Form of written evidence. 

388.50 Appearances and rights of witnesses. 
386 51 Amendment and withdrawal of 
pleadings. 

388.52 Appeals from interlocutor)* rulings 
386-53 Subpoenas, witness fees. 

386.54 Administrative law judge. 

380.55 Prehearing conferences. 

388.56 Hearings. 

386l57 f*roposed findings of fact. 

conclusions of law. 

386.58 .Burden of proof. 

Subpart E—Decision 

38661 Decision. 


386 62 Review of administrative law judge's 
decision. 

386.63 Decision on review. 

388.64 Reconsideration. 

388.85 Failure to comply with final order. 

388.66 Motions for rehearing or for 
modification. 

386.67 Appeal. 

Subpart F—Injunctions and Imminent 
Hazards 

380.71 Injunctions. 

386.72 Imminent hazard. 

Authority: The Motor Carrier Safety Act of 
1984. Pub. L 98-554. 98 Slat 2829 (49 U.S.C. 
2501 et seq.Y the recodification of Title 49. 
United States Code, Transportation. Pub. L 
97-449. 96 Slat. 2413 (49 U.S.G 104(c)(2), 501 
et seq. 3101 et seq.); the Hazardous Materials 
Transportation Act. Pub. L 93-633, 88 Stnt. 
2156 (49 U.S.C. 1801 et seq.Y the Bus 
Regulator)' Reform Act of 1982. Pub. L 97- 
261. 96 Slat. 1121 (49 U.S.C. 10927, note) and 
the Motor Carrier Act of 1960, Pub. L 97-424, 
96 Stat. 2158 (19 UBG 10927, note): 49 CFR 
1.45,1 48. Part 301. 

Subpart A—Scope of Rules; 

Definitions 

} 386.1 Scope of rules In this part. 

The rules in this part govern 
procedures in proceedings before the 
Associate Administrator authorized by 
the Motor Carrier Safety Act of 1984, 
Pub. L 98-554. 98 Stat. 2829 (49 U.S.C. 
2501 etseq.); the recodification of Title 
49. United States Code, Transporta lion. 
Pub. L 97-449.96 Stat. 2413 (49 U.S.C. 
104(c)(2), 501 set sea,. 3101 et seq .): the 
Hazardous Materials Transportation 
Act. Pub. L. 93-633. 88 STat. 2158 (49 
U.S.C. 1801 et seq ); the Bus Regulatory' 
Reform Act of 1982, Pub. L 97-261. 96 
Stat. 1121 [49 U.S.C. 10927, note) and the 
Motor Carrier Act of 1980, Pub. L 96- 
296. 94 Slat. 820. as amended by Pub. L. 
97-424. 96 Stat. 2158 (49 U.S.G 10927, 
note). The purpose of the proceedings is 
to enable the Associate Administrator to 
determine whether any motor carrier, its 
agent, employee or other person subject 
to the jurisdiction of the FI iWA under 
any of the above-mentioned Acts ha9 
failed to comply with any provision or 
requirement of those statutes or 
regulations issued under them and. if 
such a violation is found, to issue an 
appropriate order to compel compliance 
with the statute or regulation, assess a 
civil penalty, or both. 

§ 386.2 Definitions. 

“Administration" means the Federal 
Highway Administration. 

"Administrative law judge** means an 
administrative law judge appointed 
pursuant to the provisions of 5 U.S.C. 
3105. 

“Associate Administrator" means the 
Associate Administrator for Motor 
Carriers of the Federal Highway 


Administration or his delegate. 
Delegations are contained in Part 301 of 
this chapter. 

“Civil forfeiture proceedings" means 
proceedings to collect civil penalties for 
violations under the Hazardous 
Materials Transportation Act. 49 U.S.C. 
1809: 49 U.S.C. 3102; the Motor Carrier 
Safety Act of 1984. 49 U.S.C. 2501 et seq., 
section 30 of the Motor Carrier Act of 
1980. 49 U.S.C. 10927, note; or section 18 
of the Bus Regulatory Reform Act of 
1982, 49 U.S.C. 10927, note. 

"Claimant** means the representative 
of the Federal Highway Administration 
authorized to make claims. 

“Driver qualification proceeding" 
means a proceeding commenced under 
49 CFR 391.47 or by issuance of a letter 
of disqualification. 

"Motor carrier" means a motor 
carrier, motor contract carrier, motor 
private carrier, or motor carrier of 
migrant workers as defined in 49 U.S.C 
3101 and 10102. 

"Petitioner** means a party petitioning 
to overturn a determination in a driver 
qualification proceeding. 

' Respondent" means a party against 
whom relief is sought or claim is made. 

Subpart B—Commencement of 
Proceedings, Pleadings 

§ 386.11 Commencement of proceedings 

(a) Driver qualification proceedings. 
These proceedings are commenced by 
the issuance of a determination by the 
Director, Bureau of Motor Carrier 
Safety, in a case arising under § 391.4? 
of this chapter or by Lhe issuance of a 
letter of disqualification. 

(1) Such determination and letters 
must be accompanied by the following 

(1) A citation of the regulation under 
which the action is being taken; 

(ii) A copy of all documentary 
evidence relied on or considered in 
taking such action, or in the case of 
voluminous evidence a summary of such 
evidence; 

(iii) Notice to the driver and motor 
carrier involved In the case that they 
may petition for review of the action; 

(iv) Notice that a hearing will be 
granted if the Associate Administrator 
determines there are material factual 
issues in dispute; 

(v) Notice that failure to petition for 
review will constitute a waiver of the 
right to contest the action; and 

(vi) Notice that the burden or proof 
will be on the petitioner in cases arising 
under ( 391.47 of this chapter. 

(2) At any lime before the close of 
hearing, upon application of a party, the 
letter or determination may be amended 
at the discretion of the administrative 
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law judge upon such terms as he 
a pproves. 

(b) Civil forfeitures. These 
prucecfdings are commenced by the 
issuance of a claim letter. 

(1) Each claim letter must contain the 
following: 

(1) A statement of the provisions of 
Inw alleged to have been violated; 

(ii) A brief statement of the facts 
constituting each violation; 

(iii) Notice of the amount being 
claimed, and notice of the maximum 
amount authorized to be claimed under 
the statute; 

fiv) The form in which and the place 
where the respondent may pay the 

claim; and 

(v) Notice that the respondent may. 
within 15 days of service, notify the 
claimant that the respondent intends to 
contest the notice, and that if the notice 
is contested the respondent will be 
afforded an opportunity for a hearing. 

(2) In addition to the information 
required by paragraph (b)(1) of this 
section, the letter may contain such 
other matters as the claimant deems 
appropriate. 

(3) In proceedings for collection of 
civil penalties for violations of the motor 
carrier safety regulations under the 
Motor Carrier Safety Act of 1984. the 
claimant may require the respondent to 
post a copy of the claim letter in such 
place or places and for such durution as 
the claimant may determine appropriate 
to aid in the enforcement of the taw and 
regulations. 

(c) Notice of investigation 
pnxeedings. All other proceedings are 
commenced by issuance of a notice of 
investigation. The Associate 
Administrator may issue a notice of 
investigation on his own motion or upon 
a complaint filed pursuant to $ 388.12. 

(1) Each notice of investigation must 
include the following: 

(i) A statement of the legal authority 
imJ jurisdiction for the institution of the 

proceedings; 

(ii) The name and address of each 
motor carrier against whom relief is 

sought; 

(iii) One or more clear, concise, and 
separately numbered paragraphs stating 
the facts alleged to constitute a violation 

of the law; 

(iv) The relief demanded which. 

*here practical, should be in the form of 
‘in order for the Associate 
Administrator's signature, and which 
*h.dl fix a reasonable time for 
abatement of the violations and may 
specify actions to be taken In order to 
abate the violations; 

(v) A statement that the rules in this 
part require a reply to be filed within 30 
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days of service of the notice of 
investigation, and 

(vi) A certificate that the notice of 
investigation was served in accordance 
with 5 386.31. 

(2) At any time before the close of 
hearing or upon application of a party, 
the notice of investigation may be 
amended at the discretion of the 
administrative law judge upon such 
terms as he deems appropriate. 

13) A civil forfeiture proceeding may 
be combined with a notice of 
investigation in a single proceeding. In a 
combined civil forfeiture and notice of 
investigation proceeding the 30-day time 
limit for filing a reply as specified in 
paragraph (c)(1)(v) shall apply 

$386.12 Complaint. 

(a) Filing ofv complaint Except as 
otherwise provided in paragraph (c) of 
this section, any person. State board, 
organization, or body politic may file a 
written complaint with the Associate 
Administrator, requesting the issuance 
of a notice of investigation under 

$ 388.11(c). Each complaint must 
contain: 

(1) The name and address of the party 
who files it. and a statement specifying 
the authority for a party (other than a 
natural person) to file the complaint; 

(2) A statement of the interest of the 
party in the proceedings: 

(3) The name and address of each 
motor carrier against who relief is 
sought: 

(4) The reasons why the party 
believes that a notice of investigation 
should be issued; 

(5) A statement of any prior action 
which the party has taken to redress the 
violations of law alleged in the 
complaint and the results of that action: 
and 

(6) The relief which the party believes 
the Administration should seek. 

(b) Action on paragraph fa) 
complaint Upon the filing of a 
complaint under paragraph (a) of this 
section, the Associate Administrator 
shall determine whether it states 
reasonable grounds for investigation 
and action by the Administration. If he 
determines that the complaint states 
such grounds, the Associate 
Administrator shall issue, or authorize 
the issuance of. a notice of investigation 
under S 386.11(c). If he determines that 
the complaint does not state reasonable 
grounds for investigation and action by 
the Administration, the Associate 
Administrator shall dismiss it. 

(c) Complaint of substantial violation. 
Any person may Tile a written complaint 
with the Associate Administrator 
alleging that a substantial violation of 
any regulation issued under the Motor 


Carrier Safety Act of 1984 is occurring or 
has occurred within the preceding 60 
days. A substantial violation is one 
which could reasonably lead to. or has 
resulted in. serious personal injury or 
death. Each complaint must be signed 
by the complainant and must contain: 

(1) The name, address, and telephone 
number of the person who files it: 

(2) The name and address of the 
alleged violator and, with respect to 
each alleged violator, the specific 
provisions of the regulations that the 
complainant believes were violated; and 

(3) A concise but complete statement 
of the facts relied upon to substantiate 
each allegation, including the date of 
each alleged violation. 

(d) Action on complaint of substantial 
violation. Upon the filing of a complaint 
of a substantial violation under 
paragraph (c) of this section, the 
Associate Administrator shall determine 
whether it is nonfrivolous and meets the 
requirements of paragraph (c) of this 
section. If the Associate Administrator 
determines that the complaint Is 
nonfrivolous and meets the 
requirements of paragraph (c), he/she 
shall investigate the complaint. The 
complainant shall be timely notified of 
findings resulting from such 
investigation. The Associate 
Administrator shall not be required to 
conduct separate investigations of 
duplicative complaints. If the Associate 
Administrator determines that the 
complaint is frivalous or does not meet 
the requirements of paragraph (c), he/ 
she shall dismiss the complaint and 
notify the complainant in writing of the 
reasons for such dismissal. 

(e) Notwithstanding the provisions of 
section 552 of title 5, United States 
Code, the Associate Administrator shall 
not disclose the identity of complainants 
unless it is determined that such 
disclosure is necessary to prosecute a 
violation. If disclosure becomes 
necessary, the Associate Administrator 
shall take every practical means within 
the Associate Administrator's authority 
to assure that the complainant Is not 
subject to harassment, intimidation, 
disciplinary action, discrimination, or 
financial loss as a result of such 
disclosure. 

$ 366.13 Petitions to review and request 
for bearing: Driver qualification 
proceedings. 

(a) Within 60 days after service of the 
determination under 5 391.47 of this 
chapter or the letter of disqualification, 
the driver or carrier may petition to 
review such action. Such petitions must 
bn submitted to the Associate 
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Administrator and mast contuin the 
following: 

(1) Identification of what action the 
petitioner wants overturned; 

(2) Copies of alt evidence upon which 
petitioner relies in the form set out in 

5 386.49; 

(3) All legal and other arguments 
which the petitioner wishes to make in 
support of his position; 

(4) A request for ora! hearing, if one is 
desired, which must set forth material 
factual issues believed to be in dispute: 

(5) Certification that the reply has 
been filed in accordance with } 386.31; 
and 

(8) Any other pertinent material. 

(b) Failure to submit a petition as 
specified in paragraph (a) of this section 
shall constitute a waiver of the right to 
petition for review of the determination 
or letter of disqualification. In these 
cases, the determination or 
disqualification issued automatically 
becomes the final decision of the 
Associate Administrator 30 days after 
the time to submit the reply or petition 
to review has expired, unless the 
Associate Administrator orders 
otherwise. 

(c) If the petition does not request a 
hearing, the Associate Administrator 
may issue u final decision and order 
based on the evidence and arguments 
submitted. 

§ 386,14 Replies and request for hearing: 
Civil forfeiture proceedings. 

(a) Time for reply. The respondent 
must reply within 15 days after the claim 
letter is served, except as otherwise 
provided in § 388.11(c)(3). 

(b) Contents of reply. The reply must 
contain the following: 

(1) An admission or denial or each 
allegation of the claim and a concise 
statement of facts constituting each 
defense; 

(2) If the respondent contests the 
claim, a request for a formal trial-type 
administrative hearing or notice of 
intent to submit evidence without a 
formal hearing. A request for a hearing 
must contain a listing of all material 
factual issues believed to be in dispute. 
Failure to request a hearing within 15 
days after the claim letter is served, 
except as otherwise provided in 

§ 386.11(c)(3). shall constitute a waiver 
of any right to a hearing: 

(3) A statement of whether the 
respondent wishes to discuss the terms 
of payment or settlement of the amount 
claimed; and 

(4) Certification that the reply has 
been served in accordance with | 386.31. 

(c) Submission of evidencei If a notice 
of intent to submit evidence without 
formal hearing is filed or if no hearing is 


requested under paragraph (b)(2) of this 
section and the respondent contests the 
claim, all evidence must be served in 
written form no later than the 40th day 
following the service of the claim letter. 
Evidence must be submitted in the form 
specified in § 386.49. 

(d) Complainant's request fora 
hearing. If the respondent files a notice 
of intent to submit evidence without 
formal hearing, the complainant may. 
within 15 days after that reply is filed, 
submit a request for a formal hearing. 
The request must include a listing of all 
factual issues believed to be in dispute. 

(c) Failure to reply. If the respondent 
does not reply within the time provided 
in this section, the claim letter becomes 
the final agency order in the proceeding 
25 days after it is served. * 

$ 386.15 Replies and request for hearing: 
Notice of Investigation proceedings. 

(a) Within 30 days after the notice of 
investigation is served, the respondent 
must file a reply. The reply must contain 
the following information: 

(1) In cases where an allegation of the 
notice of investigation is contested: 

(1) A concise statement of facts 
constituting each defense and a specific 
admission, denial or explanation of each 
allegation; and 

(ii) A request for an oral hearing, if 
one is desired, which must set forth 
material factual issues believed to be in 
dispute, or, if one is not requested, any 
evidence and arguments in support of 
the respondent's position in the form 
specified in 5 3B8.49. 

(2) In cases where the respondent 
elects not to contest the allegations, the 
reply must so state. The respondent may 
also propose an appropriate order 
disposing of the proceedings or propose 
that the matter be terminated by entry 
of a consent order under Subpart C. A 
statement of election not to contest 
waives a hearing on the facts alleged in 
the notice of investigation and provides 
a record basis for a decision in the case. 

(3) In all cases commenced by notice 
of investigation, the reply must contain a 
certification dial it was served in 
accordance with { 366.31. 

(b) When no reply is received to the 
notice of investigation, or respondent 
replies but does not request a hearing, 
the Associate Administrator may. on 
motion of any party, find the facts to be 
as alleged and issue a final order in the 
proceeding. 

i 366.16 Action on petitions or replies. 

(a) Replies not requesting an oral 
hearing. If the reply submitted does not 
request an oral hearing, the Associate 
Administrator may issue a final decision 


and order based on the evidence and 
arguments submitted. 

(b) Request for oral hearing. If a 
request for an oral hearing has been 
filed, the Associate Administrator shall 
determine whether there are any 
materia) factual issues in dispute. If 
there are. he/she shall call the matter 
for a hearing. If there are none, he/she 
shall issue an order to that effect and set 
a time for submission of argument by 
the parties. Upon the submission of 
argument he/she shall decide the case. 

(c) Settlement of civil forfeitures. (1) 

W hen the reply to a claim letter 
indicates that the respondent wishes to 
discuss payment, and negotiations 
produce an agreement, a settlement 
agreement shall be drawn and signed b> 
the respondent and the Associate 
Administrator. Such settlement 
agreement must contain the following* 

(i) The statutory basis of the claim: 

(ii) A brief statement of the violations. 

(iii) The amount claimed and the 
amount paid; 

(iv) The date. time, and place and 
form of payment; and 

(v) A statement that the agreement is 
not binding upon the Associate 
Administrator until executed by him/ 
her. (2) Any settlement agreement may 
contain a consent order. 

(3) An executed settlement agreement 
is binding on the respondent and the 
claimant according to its terms. The 
respondent's consent to a settlement 
agreement that has not been executed 
by the Associate Administrator may not 
be withdrawn for a period of 30 days 
after it is executed by the respondent 

$ 366.17 Intervention. 

After the matter is called for hearing 
and before the date set for the hearing to 
begin, any person may petition for leave 
to intervene. The petition is to be served 
on the administrative law judge. The 
petition must set forth the reasons why 
the petitioner alleges he/she is entitled 
to intervene. The petition must be 
served on all parties in accordance with 
g 386.31. Any party may file a response 
within 10 days of service of the petition. 
The administrative law judge shall then 
determine whether to permit or deny the 
petition. The petition will be allowed if 
the administrative law judge determines 
that the final decision could directly and 
adversely affect the petitioner or the 
class he/she represents, and if the 
petitioner may contribute materially to 
the disposition of the proceedings and 
his/her interest is not adequately 
represented by existing parties. Once 
admitted, a petitioner is a party for the 
purpose of all subsequent proceedings 
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Subpart C—Consent Order Procedure 

386.21 Consent order. 

When a respondent has filed an 
i lection not to contest under $ 38u 15(a). 
or has agreed to settlement of a civil 
forfeiture, and at any time before the 
hearing is concluded, the parties may 
execute an appropriate agreement for 
disposing of the case by consent for the 
consideration of the Associate 
Administrator, The agreement is filed 
with the Associate Administrator who 
may (a) accept it. (b) refect it and direct 
that proceedings in the case continue, or 

(c) take such other action 89 he/she 
dipms appropriate. If the Associate 
Administrator accepts the agreement, 
he/she shall enter an order in 
u< i ml a nee with Its terms. 

$ 386.22 Content of consent order. 

(a) Every agreement filed with the 
Associate Administrator under $ 386.21 
must contain: 

(1) An order for the disposition of the 
case in a form suitable for the Associate 
Administrator's signature that has been 
signed by the respondent: 

(2) An admission of all furisdictional 
facts: 

(3) A waiver of further procedural 
steps, of the requirement that the 
decision or order must contain findings 
of fact and conclusions of law. and of all 
right to seek judicial review or 
otherwise challenge or contest the 
validity of the order 

(4) Provisions that the notice of 
investigation or settlement agreement 
may be used to construe the terms of the 
order. 

(5) Provisions that the order has the 
§ame force and effect, becomes final, 
and may be modified, altered, or set 
aside in the same manner as other 
orders issued under 49 IJ.S.C. 501 et see/.. 
2501 et seq„ 3101 et seq.. and 10927. 
note: and 

(6) Provisions that the agreement will 
not be part of the record in the 
pri>ceeding unless and until the 
Associate Administrator executes it. 

(b) An agreement filed with the 
Associate Administrator under { 388.21 
may contain: 

(1) A statement that it is executed for 
settlemen! purposes only and does not 
admit any violations of law alleged in 
die notice of investigation, and 

|2) Provisions for the compromise of 
an y claim for a civil forfeiture. 

Subpart D —General Rules and 

Hearings 

1 386.31 Service. 

U) All service required by these rules 
Anal] he by mail or by personal delivery. 


Service by mail is complete upon 
mailing. 

(b) A certificate of service shall 
accompany all pleadings, motions, and 
documents when they are tendered for 
filing, and shall consist of a certificate of 
personal delivery or a certificate of 
mailing, executed by the person making 
the personal delivery or mailing the 
document The first pleading of the 
Government in a proceeding initiated 
under this part shall have attached to it 
a service list of persons to be served. 
This list shall be updated as necessary'. 

(c) Copies of all pleadings, motions, 
and documents must be served on the 
docket clerk and upon all parties to the 
proceedings by the person filing them, in 
the number of copies indicated on the 
Government's initial service list. 

$ 386 32 Computation of time. 

(a) Generally, in computing any time 
period set out in these rules or in an 
order issued hereunder, the time 
computation begins with the duy 
following the act event, or default. The 
last day of the period is included unless 
it is a Saturday, Sunday, or legal Federal 
holiday in which case the time period 
shall run to the end of the next day that 
is not h Saturday. Sunday, or legal 
Federal holiday. All Saturdays, 

Sundays, and legal Federal holidays 
except those falling on the last day of 
the period shall be computed. 

(b) Date of efitry of orders. In 
computing any period of time involving 
the date of the entry of an order, the 
date of entry shall be the date the order 
is served. 

(c) Computation of time for delivery 
by mail. (1) Documents are not deemed 
filed until received by the docket clerk. 
However, when documents are filed by 
mail, 5 days shall be added to the 
prescribed period. 

(2) Service of all documents is deemed 
effected at the time of mailing. 

(3) Whenever a party has the right or 
is required to take some action within a 
prescribed period after the service of a 
pleading, notice, or other document 
upon satd party, and the pleading, 
notice, or document is served upon said 
party by mail. 5 days shall be added to 
the prescribed penod. 

4 386.33 Extension of Urns. 

All requests for extensions of time 
shall be filed with the Associate 
Administrator or. if the matter has been 
called for a hearing, with the 
administrative law judge. All requests 
must state the reasons for the request. 
Only those requests showing good cause 
will be granted. No motion for 
continuance or postponement of a 
hearing date filed within 7 days of the 


date set for a hearing will be granted 
unless it is accompanied by an affidavit 
showing that extraordinary 
circumstances warrant a continuance. 

$366.34 Official notice. 

The Associate Administrator or 
administrative law judge may take 
official notice of any fact not appearing 
in evidence if he/she notifies all parties 
he/she intends to do so. Any party 
objecting to the official notice shall file 
an objection within 10 days after serv ice 
of the notice. 

$ 386.35 Motions. 

(a) General An application for an 
order or ruling not otherwise covered by 
these rules shall be by motion. All 
motions filed prior to the calling of the 
matter for a hearing shall be to the 
Associate Administrator. All motions 
filed after the matter is called for 
hearing shai) be to the administrative 
law judge. 

(b) Form. Unless made during hearing, 
motions shall be made in writing, shall 
state with particularity the grounds for 
relief sought, and shall be accompanied 
by affidavits or other evidence relied 
upon. 

(c) Answers. Except when u motion is 
filed during a hearing, any party may fite 
an answer in support or opposition to a 
motion, accompanied by affidavits or 
other evidence relied upon. Such 
answers shall be served within 7 days 
after the motion is served or within such 
other time as the Associate 
Administrator or administrative law 
judge may set. 

(d) Argument Oral argument or briefs 
on a motion may be ordered by the 
Associate Administrator or the 
administrative law judge. 

(e) Disposition. Motions mny be ruled 
on Immediately or at any other time 
specified by the administrative law 
judge or the Associate Administrator. 

(0 Suspension of time. The pendency 
of a motion shall not affect any time 
limits set in these rules unless expressly 
ordered by the Associate Administrator 
or administrative law judge. 

$ 386.36 Motions to dismiss and Motions 
for a more definite statement. 

(a) Motions to dismiss must be made 
within the time set for reply or petition 
to review, except motions to dismiss for 
lack of jurisdiction, which may be made 
ut any time. 

(b) Motions for h more definite 
statement may be made in lieu of a 
reply. The motion must point out the 
defects complained of and the details 
desired. If the motion is granted, the 
pleading complained of mu9t be 
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remedied within 15 days of the granting 
of the motion or it will be stricken. If the 
motion is denied, the party who 
requested the more definite statement 
must file his pleading within 10 days 
after the denial. 

§ 386.37 Discovery methods. 

Parlies may obtain discovery by one 
or more of the following methods: 
Depositions upon oral examination or 
written questions: written 
interrogatories; production of documents 
or other evidence for inspection and 
other purposes: physical and mental 
examinations: and requests for 
admission. Unless the Associate 
Administrator or. in cases that have 
been called for a hearing, the 
administrative law Judge orders 
otherwise, the fequency or sequence of 
these methods is not limited. 

$ 386.38 Scope of discovery. 

(a) Unless otherwise limited by order 
of the Associate Administrator or. in 
cases that have been called for a 
hearing, the administrative law judge, in 
accordance with these rules, the parties 
may obtain discovery regarding any 
mutter, not privileged, which is relevant 
to the subject matter involved in the 
proceeding, including the existence, 
description, nature, custody, condition, 
and location of any hooks, documents, 
or other tangible things and the identity 
and location of persons having 
knowledge of any discoverable matter. 

(b) It is not ground for objection that 
information sought will not be 
admissible at the hearing if the 
information sought appears reasonably 
calculated to lead to the discovery of 
admissible evidence. 

(c) A party may obtain discovery of 
documents and tangible things 
otherwise discoverable under paragraph 

(a) of this section and prepared in 
anticipation of or for the hearing by or 
for another party‘s representative 
(including his or her attorney, 
consultant, surety, indemnitor, insurer, 
or agent) only upon a showing that the 
party seeking discovery has substantial 
need of the materials in the preparation 
of his or her case and that he or she is 
unable without undue hardship to obtain 
the substantial equivalent of the 
materials by other means. In ordering 
discovery of such materials when the 
required showing has been made, the 
Associate Administrator or the 
administrative law judge shall protect 
against disclosure of the mental 
impressions, conclusions, opinions, or 
legal theories of an attorney or other 
representative of a party concerning the 
proceeding. 


§ 366.39 Protective orders. 

Upon motion by a party or other 
person from whom discovery is sought, 
and for good cause shown, the 
Associate Administrator or the 
administrative law fudge, if one has 
been appointed, may make any order 
which justice requires to protect a party 
or person from annoyance, 
embarrassment, oppression, or undue 
burden or expense, including one or 
more of the following: 

(a) The discovery not be had: 

(b) The discovery may be had only on 
specified terms and conditions, 
including a designation of the time or 
place; 

fc) The discovery may be had only by 
a method of discovery other than that 
selected by the party seeking discovery; 

(d) Certain matters not relevant may 
not be inquired into, or that the scope of 
discovery be limited to certain matters; 

(e) Discovery be conducted with no 
one present except persons designated 
by the Associate Administrator or the 
administrative law judge; or 

(0 A trade secret or other confidential 
research, development, or commercial 
information may not be disclosed or be 
disclosed only in a designated way. 

§ 386.80 Supplementation of responses. 

A party who has responded to a 
request for discovery with a response 
that was complete when mgde is under 
no duty to supplement his response to 
include information thereafter acquired, 
except as follows: 

(a) A party is under a duty to 
supplement timely his/her response 
with respect to any question directly 
addressed to: 

(1) The identity and location of 
persons having knowledge of 
discoverable matters; and 

(2) The identity of each person 
expected to lie called as an expert 
witness at the hearing, the subject 
matter on which he or she is expected to 
testify and the substance of his or her 
testimony. 

(b) A party is under a duty to amend 
timely a prior response if he or she later 
obtains information upon the basis of 
which: 

(1) He or she knows the response was 
Incorrect when made: or 

(2) He or she knows that the response 
though correct when made is no longer 
true and the circumstances are such that 
a failure to amend the response is in 
substance a knowing concealment. 

(c) A duty to supplement responses 
may be imposed by order of the 
Associate Administrator or the 
administrative law judge or agreement 
of the parties. 


§ 386.41 Stipulations regarding discovery. 

Unless otherwise ordered, a written 
stipulation entered into by all the parties 
and filed w ith the Associate 
Administrator or the administrative law 
judge, if one has been appointed, may: 
(a) Provide that depositions be taken 
before any person, at any time or place, 
upon sufficient notice, and in any 
manner, and when so taken may be 
used like other depositions, and (b) 
modify the procedures provided by 
these rules for other methods of 
discovery. 

§ 386.42 Written Interrogatories to parties 

(a) Any party may serve upon any 
other party written interrogatories to be 
answered in writing by the party served, 
or if the party served is a public or 
private corporation or a partnership or 
association or governmental agency, by 
any authorized officer or agent, who 
shall furnish such information as is 
available to the party. A copy of the 
interrogatories, answers, and all related 
pleadings shall be served on the 
Associate Administrator or. in cases 
that have been called to a hearing, on 
the administrative law judge, and upon 
all parties to the proceeding. 

(b) Each interrogatory shall be 
answered separately and fully in writing 
under oath or affirmation, unless it is 
objected to, in which event the reasons 
for objection shall be stated in Ucu of an 
answer. The answers and objections 
shall be signed by the person making 
them. The party upon whom the 
interrogatories were served shall serve a 
copy of the answer and objections upon 
all parties to the proceeding within 30 
days after service of the interrogatories, 
or within such shortened or longer 
period as the Associate Administrator 
or the administrative law judge may 
allow. 

(c) An interrogatory otherwise proper 
is not necessarily objectionable merely 
because an answer to the interrogatory 
involves an opinion or contention that 
relates to fact or the application of law 
to fact, but the Associate Administrator 
or administrative law* judge may order 
that such an interrogatory need not be 
answered until after designated 
discovery has been completed or until » 
prehearing conference or other later 
time. 

§ 386.43 Production of documents and 
other evidence; entry upon land for 
Inspection and other purposes; and 
physical and menu! examination. 

(a) Any party may serve on any other 
party a request to: 

(1) Produce and permit the party 
making the request, or a person acting 
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on his or her behalf, to inspect and copy 
any designated documents, or to inspect 
and copy, test, or sample any tangible 
things which are in the possession, 
custody, or control of the party upon 
whom the request is served; or 

(2) Permit entry upon designated land 
or other property in the possession or 
control of the party upon whom the 
request is served for the purpose of 
inspection and measuring, 
photographing, testing, or for other 
purposes as stated in paragraph (a)(1). 

(3) Submit to a physical or mental 
examination by a physician. 

(b) The request may be served on any 
party without leave of the Associate 
Administrator or administrative law 
judge. 

(c) The request shall: 

(1) Set forth the items to be inspected 
either by individual item or category; 

(2) Describe each item or category 
with reasonable particularity; 

(3) Specify a reasonable time, place, 
and manner of making the inspection 
and performing the related acts; 

(4) Specify the time, place, manner, 
conditions, and scope of the physical or 
mental examination and the person or 
persons by whom it is to be made. A 
report of examining physician shall be 
made in accordance with Rule 35(b) of 
the Federal Rules of Civil Procedure, 
Title 28. U.S. Code, as amended. 

(d) The party upon whom the request 
is served shall serve on the party 
submitting the request a written 
response within 30 days after service of 
the request. 

(e) The response shall state, with 
respect to each item or category: 

(1) That inspection and related 
activities will be permitted as requested: 

or 

(2) That objection is made In whole or 
in part, in which case the reasons for 
objection shall be stated. 

(f) A copy of each request for 
production and each written response 
shall be served on all parties and Tiled 
with the Associate Administrator or the 
administrative law judge, if one has 
been appointed 

§ 386.44 Request lor admission* 

(a) Request for admission. (1) Any 
party may serve upon any other party a 
request for admission of any relevant 
matter or the authenticity of any 
relevant document. Copies of any 
document about which an admission is 
requested must accompany the request. 

(2) Each matter for which an 
admission is requested shall be 
separately set forth and numbered. The 
matter is admitted unless within 15 days 
after service of the request, the party to 
whom the request is directed serves 


upon the party requesting the admission 
a written answer signed by the party or 
his/her attorney. 

(3) Each answer must specify* whether 
the party admits or denies the matter. If 
the matter cannot be admitted or 
denied, the party shall set out in detail 
the reasons. 

(4) A party may not issue a denial or 
fail to answer on the ground that he/she 
lacks knowledge unless he/she has 
made reasonable inquiry to ascertain 
information sufficient to allow him/her 
to admit or deny. 

(5) A party may file an objection to a 
request for admission within 10 days 
after service. Such motion shall be filed 
with the administrative law judge if one 
has been appointed, otherwise it shall 
be Tiled with the Associate 
Administrator. An objection must 
explain in detail the reasons the party 
should not answer. A reply to the 
objection may be served by the party 
requesting the admission within 10 days 
after service of the objection. It is not 
sufficient ground for objection to claim 
that the matter about which an 
admission is requested presents an issue 
of fact for hearing. 

(b) Effect of admission. Any matter 
admitted is conclusively established 
unless the Associate Administrator or 
administrative law judge permits 
withdrawal or amendment. Any 
admission under this rule is for the 
purpose of the pending action only and 
may not be used in any other 
proceeding. 

(c) If a party refuses to admit a matter 
or the authenticity of a document which 
is later proved, the party requesting the 
admission may move for an Award of 
expenses incurred in making the proof. 
Such a motion shall be granted unless 
there was a good reason for failure to 
admit. 

§ 386.45 Motion to compel discovery. 

(a) If a deponent fails to answer a 
question propounded or a party upon 
whom a request is made pursuant to 

§§ 380.42 through 386.44, or a party upon 
whom interrogatories are served fails to 
respond adequately or objects to the 
request, or any part thereof, or foils to 
permit inspection as requested, the 
discovering party may move the 
Associate Administrator or the 
administrative law judge, if one hits 
been appointed, for an order compelling 
a response or inspection in accordance 
with the request. 

(b) The motion shall set forth: 

(1) The nature of the questions or 
request; 

(2) The response or objections of the 
party upon whom the request w*as 
served; and 


(3) Arguments in support of the 
motion. 

(c) For purposes of this section, an 
evasive answer or incomplete answer or 
response shall be treated as a failure to 
answer or respond. 

(d) In ruling on a motion made 
pursuant to this section, the Associate 
Administrator or the administrative Uw 
judge, if one has been appointed, may 
make and enter a protective order such 
as he or she is authorized to enter on a 
motion made pursuant to $ 386.39(a). 

§386.46 Depositions. 

(a) When . how. and by whom taken. 
The deposition of any witness may be 
taken at any stage of the proceeding at 
reasonable times. Depositions may be 
taken by oral examination or upon 
written interrogatories before any 
person having power to administer 
oaths. 

(b) Application. Any party desiring to 
take the deposition of a witness shall 
indicate to the witness and all other 
parties the time when, the place where, 
and the name and post office address of 
the person before whom the deposition 
is to be taken; the name and address of 
each witness; and the subject matter 
concerning which each such witness is 
expected to testify. 

(c) Notice. Notice shall be given Tor 
the taking of a deposition, which shall 
be not less than 5 days written notice 
when the deposition is to be taken 
within the continental United States and 
not less than 20 days written notice 
when the deposition is to be taken 
elsewhere. 

(d) Taking and receiving in evidence . 
Each witness testifying upon deposition 
shall be sworn, and any other party 
shall have the right to cross-examine. 
The questions propounded and the 
answers thereto, together nvifh all 
objections made, shall be reduced to 
writing: read by or to, and subscribed by 
the witness; and certified by the person 
administering the oath. Thereafter, such 
officer shall seal the deposition in an 
envelope and ftail the same by certified 
mail to the Associate Administrator or 
the administrative taw jndge. if one has 
been appointed. Subject to such 
objections to the questions and answers 
as were noted at the time of taking the 
deposition and which would have been 
valid if the witness were personally 
present and testifying, such deposition 
may be read and offered In evidence by 
the party taking it as agdinst any party 
who was present or represented at the 
taking of the deposition or who had due 
notice thereof. 

(e) Motion to terminate or limit 
examination. During the taking of <i 
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deposition, a party or deponent may 
request suspension of the deposition on 
grounds of bad faith in the conduct of 
the examination, oppression of a 
deponent or party or improper questions 
propounded. The deposition Hill then be 
udjoumed. However, the objecting party 
or deponent must immediately move the 
Associate Administrator or 
administrative law judge for a ruling on 
his or her objections to the deposition 
conduct or proceedings. The Associate 
Administrator or administrative law 
judge may then limit the scope or 
manner of the taking of the deposition. 

§ 386.47 Use of deposition at hearings. 

(a) Generally . At the hearing, any part 
or all of a deposition, so far as 
admissible under the rules of evidence, 
may be used against any party who was 
present or represented at the taking of 
the deposition or who had due notice 
thereof in accordance with any one of 
the following provisions: 

(1) Any deposition may be used by 
any party for the purpose of 
contradicting or impeaching the 
testimony of the deponent as a witness. 

(2) The deposition of expert witnesses, 
particularly the deposition of 
physicians, may be used by any party 
for any purpose, unless the Associate 
Administrator or administrative law 
judge rules that such use would be 
unfair or a violation of due process. 

(3) The deposition of a party or of 
anyone who at the time of taking the 
deposition was on officer, director, or 
duly authorized agent of a public or 
private organization, partnership, or 
association which is a party, may be 
used by any other party for any purpose. 

(4) The deposition of a witness, 
whether or not a party, may be used by 
any party for any purpose if the 
presiding officer finds: (i| That the 
witness is dead; or (ii) that the witness 
is out of the United States or more than 
100 miles from the place of hearing 
unless it appears that the absence of the 
witness was procured by the party 
offering the deposition; or (iii) that the 
witness is unable to attend 4o testify 
because of age. sickness, infirmity, or 
imprisonment; or (Iv) that the party 
offering the deposition has been unable 
to procure the attendance of the witness 
by subpoena; or (v) upon application 
and notice, that such exceptional 
circumstances exist as to make it 
desirable, in the interest of justice and 
with due regard to the importance of 
presenting the testimony of witnesses 
orally in open hearing, to allow the 
deposition to be used. 

(5) If only part of a deposition is 
offered in evidence by a party, any other 
party may require him or her to 


introduce all of it which is relevant to 
the part introduced and any party may 
introduce any other parts. 

(b) Objections to admissibility. Except 
as provided in this paragruph, objection 
may be made at the hearing to receiving 
in evidence any deposition or part 
thereof for any reason w hich would 
require the exclusion of the evidence if 
the witness were .then present and 
testifying. 

(1) Objections to the competency of a 
witness or to the competency, relevancy 
or materiality of testimony are not 
waived by failure to make them before 
or during the taking of the deposition, 
unless the ground of the objection is one 
which might have been obviated or 
removed if presented at that time. 

(2) Errors and irregularities occurring 
at the oral examination in the manner of 
taking the deposition, in the form of the 
questions or answers, in the oath or 
affirmation, or in the conduct of parties 
and errors of any kind which might be 
obviated, removed or cured if promptly 
presented, are waived unless reasonable 
objection thereto is made at the taking 
of the deposition. 

(3) Objections to the form or written 
interrogatories are waived unless served 
in writing upon the party propounding 
them. 

(c) Effect of taking using depositions. 

A party shall not be deemed to make a 
person his or her own witness for any 
purpose by taking his or her deposition. 
The introduction in evidence of the 
deposition or any part thereof for any 
purpose other than that of contradicting 
or impeaching the deponent makes the 
deponent the witness of the party 
introducing the deposition, but this shall 
not apply to the use by any other party 
of a deposition as described in 
paragraph (a)(2) of this section. At the 
hearing, any party may rebut any 
relevant evidence contained in a 
deposition whether introduced by him or 
her or by any other party. 

$ 386.48 Medical records and physicians* 
reports. 

In cases involving the physical 
qualifications of drivers, copies of all 
physicians* reports, test results, and 
other medical records that a party 
intends to rely upon shall be served on 
all other parties at least 30 days prior to 
the date set for a hearing. Except as 
waived by the Director. Bureau of Motor 
Carrier Safety, reports, test results and 
medical records not served under this 
rule shall be excluded from evidence at 
any hearing. 

t,- 386.49 Form of written evidence. 

All written evidence shall be 
submitted in the following forms: 


(a) An affidavit of a person having 
personal knowledge of the facts alleged, 
or 

(b) Documentary evidence in the form 
of exhibits attached to an affidavit 
identifying the exhibit and giving its 
source. 

J 386.50 Appearances and rights of 
wltnssses. 

(a) Any party to a proceeding may 
appear and be heard in person or by 
attorney. A regular employee of a party 
who appears on behalf of the party may 
be required by the administrative law 
judge to show his or her authority to so 
appear. 

(b) Any person submits data or 
evidence in a proceeding governed by 
this part may, upon timely request and 
payment of costs, procure a copy of any 
document submitted by him/her or of 
any transcript. Original documents, data 
or evidence may be retained upon 
permission of the administrative law 
judge or Associate Administrator upon 
substitution of copy therefor. 

} 386.51 Amendment and withdrawal of 
pleadings. 

(a) Except in instances covered by 
other rules, anytime more than 15 days 
prior to the hearing, a party may amend 
his/her pleadings by serving the 
amended pleading on the Associate 
Administrator or the administrative law 
judge, if one has been appointed, and on 
all parties. Within 15 days prior to the 
hearing, an amendment shall be allowed 
only at the discretion of the 
Administrative law judge. When an 
amended pleading is filed, other parties 
may file a response and objection within 
10 days. 

(b) A party may withdraw his/her 
pleading only on approval of the 
administrative law judge or Associate 
Administrator. 

§ 386.52 Appeals from Interlocutory 
rulings. 

Rulings of the administrative law 
judge may not be appealed to the 
Associate Administrator prior to his/her 
consideration of the entire proceeding 
except under exceptional circumstances 
and with the consent of the 
administrative law judge. In deciding 
whether to allow appeals, the 
administrative law judge shall 
determine whether the appeal is 
necessary to prevent undue prejudice to 
u party or to prevent substantial 
detriment to the public interest. 

§ 386.53 Subpoenas, witness fees. 

(a) Applications for the issuance of 
subpoenas must be submitted to the 
Associate Administrator, or in cases 
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(hat have been called for a hearing, to 
the administrative law judge. The 
application must show the general 
relevance and reasonable scope of the 
evidence sought. Any person served 
with a subpoena may. within 7 days 
after service. Tile a motion to quash or 
modify. The motion must be filed with 
the official who approved the subpoena. 
The filing of a motion shall stay the 
effect of the subpoena until a decision is 
reached. 

(b) Witnesses shall be entitled to the 
same fees and mileage as are paid 
witnesses in the courts of the United 
States. The fees shall be paid by the 
party at whose instance the witness is 
subpoenaed or appears. 

(c) Paragraph (a) of this section shall 
not apply to the Administrator or 
employees of the FHWA or to the 
production of documents in their 
custody. Applications for the attendance 
of such persons or the production of 
such documents at a hearing shall be 
made to the Associate Administrator or 
administrative law judge, if one is 
appointed, and shall set forth the need 
for such evidence and its relevancy. 

§ 386.54 Administrative law judge. 

(a) Appointment. After the matter is 
called for hearing, the Associate 
Administrator shall appoint an 
administrative law judge. 

(b) Power and duties. Except as 
provided In paragraph (cj of this section, 
the administrative law judge has power 
to take any action and to make all 
needful rules and regulations to govern 
the conduct of the proceedings to ensure 
a fair and impartial hearing, and to 
avoid delay in the disposition of the 
proceedings. His/her powers include the 
following: 

(1] To administer oaths and 
affirmations; 

12) Jo issue orders permitting 
inspection and examination of lands, 
buildings, equipment and any other 
physical thing and the copying of any 

document; 

(3) To issue subpoenas for the 
attendance of witnesses and the 
production of evidence as authorized by 

(4) To rule on offers of proof and 
receive evidence; 

(5) To rpgulate the course of the 
hearing and the conduct of participants 

in it; 

(6) To consider and rule upon all 
procedural and other motions, except 
motions which, under this port, are 
made directly to the Associate 

Administrator 

(7) To hold conferences for settlement, 
simplification of issues, or any other 
pmper purpose; 


(8) To make and file decisions; and 

(9) To take any other action 
authorized by these rules and permitted 
by law. 

5 386.55 Prehearing conferences. 

(a) Convening . At any time before the 
hearing begins, the administrative law 
judge, on his/her own motion or on 
motion by a party, may direct the parties 
or their counsel to participate with him/ 
her in a prehearing conference to 
consider the following; 

(1) Simplification and clarification of 
the issues; 

(2) Necessity or desirability of 
amending pleadings; 

(3) Stipulations as to the facts and the 
contents and authenticity of documents: 

(4) Issuance of and responses to 
subpoenas: 

(5) Taking of depositions and the use 
of depositions in the proceedings; 

(8) Orders for discovery, inspection 
and examination of premises, 
production of documents and other 
physical objects, and responses to such 
orders; 

(7) Disclosure of the names and 
addresses of witnesses and the 
exchange of documents intended to be 
offered In evidence; und 

(8) Any other matter that will tend to 
simplify the issues or expedite the 
proceedings. 

(b) Order. The administrative law- 
judge shall issue an order which recites 
the mutters discussed, the agreements 
reached, and the rulings made at the 

rehearing conference. The order shall 
e served on the parties and Fried in the 
record of the proceedings. 

§386.56 Hearings. 

(a) As soon as practicable after his/ 
her appointment the administrative law 
judge shall issue an order setting the 
date. time, and place for the hearing. 

The order shall be served on the parties 
and become a part of the record of the 
proceedings. The order may be amended 
for good cause shown. 

(b) Conduct of hearing. The 
administrative law judge presides over 
the hearing. Hearings are open to the 
public unless the administrative law 
judge orders otherwise. 

(c) Evidence. Except as otherwise 
provided in these rules and the 
Administrative Procedure Act, 5 U.S.C. 
551 et seq.. the Federal Rules of 
Evidence shall be followed. 

(d) in formation obtained by 
investigation. Any document, physical 
exhibit, or other material obtained by 
the Administration in an investigation 
under its statutory authority may be 
disclosed by the Administration during 
the proceeding and may be offered in 


evidence by counsel for the 
Administration. 

(e) Record The hearing shall be 
stenographically transcribed and 
reported. The transcript, exhibits, and 
other documents filed in the proceedings 
shall constitute the official record of the 
proceedings. A copy of the transcript 
and exhibits will be made available to 
any person upon payment of prescribed 
costs. 

§ 386.57 Proposed findings of fact, 
conclusions of taw. 

The administrative Liw judge shall 
afford the parties reasonable 
opportunity to submit proposed findings 
of fact, conclusions of law, and 
supportng reasons therefor. If the 
administrative law- judge orders written 
proposals and arguments, each proposed 
finding must include a citation to the 
specific portion of the record relied on to 
support it. Written submissions, if any. 
must be served within the time period 
set by the administrative law judge. 

$ 366.58 Burden of proof. 

(a) Enforcement cases. 'Hie burden of 
proof shall be on the Administration in 
enforcement cases. 

(h) Conflict of medical opinion. The 
burden of proof in cases arising under 
5 391.47 of this c hapter shall be on the 
party petitioning for review under 
§ 366.13(a). 

Subpart E—Decision 

§ 386.61 Decision. 

After receiving the proposed findings 
of fact, conclusions of law, and % 

arguments of the parties, the 
administrative law judge shall issue a 
decision. If the proposed findings of fact, 
conclusions of law. and arguments were 
oral, he/she may issue an oral decision. 
The decision of the administrative law 
judge becomes the final decision of the 
Associate Administrator 45 days after it 
is served unless a petition or motion for 
review is filed under 5 386.62. The 
decision shall be served on all parties 
and on the Associate Administrator. 

§ 386.62 Review of administrative Law 
judge's decision 

(a) All petitions to review must be 
accompanied by exceptions and briefs. 
Each petition must set out in detail 
objections to the initial decision and 
shall state whether such objections are 
related to alleged errors of law or fact. It 
shall also state the relief requested. 
Failure to object to any error in the 
initial decision shall waive the right to 
allege such error in subsequent 
proceedings. 
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lb) Rr.-ply briefs may be filed within 30 
days after service of the appeal brief. 

(c) No other briefs shall be permitted 
except upon request of the Associate 
Administrator. 

(d) Copies of all briefs must be served 
on all parties. 

(e) No oral argument will be permitted 
except on order of the Associate 
Administrator. 

$ 386.63 Decision on review. 

Upon review of a decision, the 
Associate Administrator may adopt, 
modify, or set aside the administrative 
law judge's findings of fact and 
conclusions of law. I le/she may also 
remand proceedings to the 
administrative law judge with 
instructions for such further proceedings 
as he/she deems appropriate. If not 
remanded, the Associate Administrator 
.shall issue a final order disposing of the 
proceedings, and serve it on oil parties. 

§ 386.64 Reconsideration. 

Within 20 days alter the Associate 
Administrator's final order is issued, 
any party may petition the Associate 
Administrator for iconsideration of 
his/her findings of fact, conclusions of 
law, or fin.il order. The filing of a 
petition for reconsideration does not 
stay the effectiveness of the final order 
unless the Associate Administrator so 
orders. 

§ 386.65 Failure to comply wrth final order. 

* If. within 30 days of receipt of a final 
agency order issued under this part the 
respondent does not submit in writing 
his/her acceptance of the terms of an 
order directing compliance, or, where 
appropriate, pay a civil penalty, or file 
an appeal under § 386.87. the case may 
be referred to the Attorney General with 
a request that an action be brought in 
the appropriate United States District 
Court to enforce the terms of a 
compliance orJer or collect the civil 
penalty. 

$ 386 68 Motions for rehearing or for 
modification. 

(a) No motion for rehearing or for 
modification of an order shall be 
entertained for 1 year following the date 
the Associate Administrator's order 
goes into effect. After 1 year, any party 
may file a motion with the Associate 
Administrator requesting a rehearing or 
modification of the order. The motion 
must contain the following: 

{1) A copy of the order about which 
the change is requested; 

(2) A statement of the changed 
circumstances justifying the request; and 


(3] Copies of all evidence intended to 
be relied on by the party submitting the 
motion. 

(b) Upon receipt of the motion, the 
Associate Administrator may make a 
decision denying the motion or 
modifying the order in whole or In part. 
He/she may also, prior to making his/ 
her decision, order such other 
proceedings under these rules as he/she 
deems necessary and may request 
additional information from the party 
making the motion. 

§386.67 Appeal. 

Any aggrieved person, who. after a 
hearing, is adversely affected by a final 
order issued under 49 U.S.C. 521 may. 
within 30 days, petition for review of the 
order in the United Stutes Court of 
Appeals in the circuit wherein the 
violation is alleged to have occurred or 
where the violutor has his principal 
place of business or residence, or In the 
United States Court of Appeals for the 
District of Columbia Circuit. Review of 
the order shall be based on o 
determination of whether the Associate 
Administrator's findings and 
conclusions were supported by 
substantia) evidence, or were otherwise 
not In accordance with luw. No 
objection that has not been urged before 
the Associate Administrator shall be 
considered by the court, unless 
reasonable grounds existed for failure or 
neglect to do so. The commencement of 
proceedings tinder this section shall not, 
unless ordered by the court, operate as a 
stay of the order of the Associate 
Administrator. 

Subpart F—Injunctions and Imminent 
Hazards 

§386.71 Injunctions. 

Whenever it is determined that a 
person has engaged, or is about to 
engage, in any act or practice 
constituting a violation of section 3102 
of title 49, United States Code, or the 
Motor Carrier Safety Act of 1964, or the 
Hazardous Materials Transportation 
Act. or any regulation or order issued 
under that section or those Acts for 
which the Federal Highway 
Administrator exercises enforcement 
responsibility, the Chief Counsel or the 
Assistant Chief Counsel for Motor 
Carrier and Highway Safety Law may 
request the United States Attorney 
General to bring an action in the 
appropriate United States District Court 
for such relief as is necessary or 
appropriate, including mandatory or 
prohibitive injunctive relief, interim 
equitable relief, and punitive damages. 


as provided by section 213(c) of the 
Motor Carrier Safety Act of 1984 und 
section 111(a) of the Hazardous 
Materials Transportation Act (49 U.S.C. 
507(c). 1810). 

§ 386.72 Imminent hazard. 

(a) Whenever it is determined that 
there is substantial likelihood that 
death, serious illness, or severe personal 
injury, will result from the 
transportation by motor vehicle of a 
particular hazardous material before a 
notice of investigation proceeding, or 
other administrative hearing or formal 
proceeding to abate the risk of harm can 
be completed, the Chief Counsel or the 
Assistant Chief Counsel for Motor 
Carrier and Highway Safety Law may 
bring, or request the United States 
Attorney General to bring, an action in 
the appropriate United States District 
Court for an order suspending or 
restricting the transportation by motor 
vehicle of the hazardous material or for 
such other order as is necessary to 
eliminate or ameliorate the imminent 
hazard, as provided by section 111(b) of 
the Hazardous Materials Transportation 
Act (49 U.S.C. 1810). 

(b) (1) Whenever it is determined that 
a violation of 49 U.S.C. 3102 or the 
Motor Carrier Safety Act of 1984 or a 
regulation issued under such section or 
Act. or combination of such violations, 
poses an imminent hazard to safety, the 
Director. Bureau of Motor Carrier 
Safety, or his or her delegate, shall order 
a vehicle or employee operating such 
vehicle out of service, or order an 
employer to cease all or part of the 
employer's commercial motor vehicle 
operations as provided by section 213(b) 
of the Motor Carrier Safety Act of 1984 
(49 U.S.C. 521(b)(5)). In making any such 
order, no restrictions shall be imposed 
on any employee or employer beyond 
that required to abate the hazard. In thi* 
paragraph, "imminent hazard" means 
any condition of vehicle, employee, or 
commercial motor vehicle operations 
which is likely to result in serious injury 
or death if not discontinued 
immediately. 

(2) Subsequent to (he issuance of an 
order under paragraph (b)(1) of this 
section, opportunity for review shall be 
provided in accordance with 5 U.S.C. 

554. except that such review shall occur 
not later than 10 days after issuance of 
such order, as provided by section 
213(b) of the Motor Carrier Safety Act of 
1984 (49 U.S.C. 521(b)(5)). 

(FR Doc 85-23638 Filed 10-1-85; 645 am) 
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Title 3— Executive Order 12533 of September 30. 1985 

The President President’s Advisory Committee on Mediation and Conciliation 


By the authority vested in me as President by the Constitution and laws of the 
United States of America, including the Federal Advisory Committee Act. as 
amended (5 U.S.C. App. I), and in order to extend the life of the President's 
Advisory Committee on Mediation and Conciliation and clarify the status of 
its members, it is hereby ordered that Executive Order No. 12462. as amended, 
is further amended rs follows: 

Section 1 is amended by deleting the word "twelve" and inserting in its place 
the word "thirteen" and by adding the following sentence at the end thereof: 

‘The members of the Committee other than the Chairman shall serve as 
representatives of labor and of management, and labor and management shall 
be equally represented among its members." 

Section 4(b) is amended to read: "The Committee shall terminate on December 
31.1986. unless sooner extended." 
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Executive Order 12534 of September 30, 1905 

Continuance of Certain Federal Advisory Committees 


By the authority vested in me as President by the Constitution and statutes of 
the United States of America, and in accordance with the provisions of the 
Federal Advisory Committee Act, as amended (5 U.S.C. App. 1). it is hereby 
ordered as follows: 

Section 1. Each advisory committee listed below is continued until September 
30.1987: 

(a) Advisory Committee on Small and Minority Business Ownership; Execu¬ 
tive Order No. 12190 (Small Business Administration). 

(b) Committee for the Preservation of the White House: Executive Order No. 
11145, as amended (Department of the Interior). 

(c) Federal Advisory Council on Occupational Safety and Health: Executive 
Order No. 12196 (Department of I^ibor). 

(d) President's Commission on White House Fellowships; Executive Order No. 
11183, as amended (Office of Personnel Management). 

(e) President’s Committee on the Arts and the Humanities: Executive Order 
No. 12367 (National Endowment for the Arts). 

(f) President's Committee on the International Labor Organization: Executive 
Order No. 12216 (Department of Labor). 

(g) President's Committee on Mental Retardation: Executive Order No. 11776 
(Department of Health and Human Services). 

(h) President's Committee on the National Medal of Science: Executive Order 
No. 11287, as amended (National Science Foundation). 

(i) President's Council on Physical Fitness and Sports: Executive Order No. 
12345. os amended (Department of Health and Human Services). 

(j) President’s Economic Policy Advisory Board; Executive Order No. 12296 
(Office of Policy Development). 

(k) President's National Security Telecommunications Advisory Committee; 

Executive Order No. 12382, as amended (Department of Defense). 

« 

(/) President’s Export Council: Executive Order No. 12131 (Department of 
Commerce). * 

Sec. 2. Notwithstanding the provisiops of any other Executive Order, the 
functions of the President under the Federal Advisory Committee Act that are 
applicable to the committees listed in Section 1 of this Order, except that of 
reporting annually to the Congress, shall be performed by the head of the 
department or agency designated after each committee, in accordance with 
guidelines and procedures established by the Administrator of General Serv¬ 
ices. 

Sec. 3. The following Executive Orders, which established committees that 
have terminated or been abolished by statute or whose work is completed, are 
revoked: 

(a) Executive Order No. 12502. establishing the Chemical Warfare Review' 

Commission. 
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(b) Executive Order No. 12369. establishing the President's Private Sector 
Survey on Cost Control in the Federal Government. 

(c) Executive Order No. 12395. establishing the International Private Enter¬ 
prise Task Force, 

(d) Executive Order No. 12433, establishing the National Bipartisan Commis¬ 
sion on Central America. 

(e) Executive Order No. 12335. establishing the National Commission on Social 
Security Reform. 

(f) Executive Order No. 12332. establishing the National Productivity Advisory 
Committee. 

(g) Executive Order No. 12412. establishing the Peace Corps Advisory Council. 

(h) Executive Order No. 12426. establishing the President's Committee on 
Women's Business Ownership. 

(i) Executive Order No. 12499. establishing the President’s Blue Ribbon Task 
Group on Nuclear Weapons Program Management. 

(j) Executive Order No. 12428, establishing the President's Commission on 
Industrial Competitiveness. 

(k) Executive Order No. 12400. establishing the President's Commission on 
Strategic Forces. 

(/) Executive Order No. 12439. establishing the President’s Task Force on Food 
Assistance. 

(m) Executive Order No. 12421. establishing the Presidential Commission on 
the Conduct of United States-)apan Relations. 

(n) Executive Order No. 12401. establishing the Presidential Commission on 
Indian Reservation Economies. 

(o) Executive Order No. 12468, establishing the Presidential Advisory Council 
on the Peace Corps. 

Sec. 4. Executive Order No. 12399 and Executive Order No. 12489 are super 
seded. 

See. 5 This Order shall be effective September 30,1985. 


cn 


a 





UK I).* &5~£!7S4 
Utod HM-4& 11 51 *m| # 


THE WHITE HOUSE. 
September 30. 1985. 
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Memorandum of September 30. 1985 

Annual Determination on Steel Industry Modernization 


Memorandum for the United States Trade Representative 

In accordance with Title VIII, Section 806 of the Trade and Tariff Act of 1984. 
you are hereby authorized and directed to report to the Committee on Ways 
and Means of the House of Representatives and the Committee on Finance of 
the Senate together with the report of the USITC my determination on the 
efforts undertaken by the domestic steel industry to modernize and maintain 
its international competitiveness. The Act requires the major companies of the 
steel industry to commit a substantial part of their net cash flow to investment 
of modern plant and equipment, and research and development; to maintain 
their international competitiveness in quality and cost, improve productivity. * 
and control production costs; and to spend one percent or more of their net 
cast flow for worker retraining programs. 

The attached report, prepared by the United States International Trade Com¬ 
mission (USITC) at my direction and under the authority contained in Section 
332(g) of the Tariff Act of 1930, enumerates the actions taken by the domestic 
industry' consistent with an affirmative determination under Section 806. 
Based upon that report and upon further examination of all available data, 1 
hereby make an affirmative determination for the first annual period. 

■ 

This memorandum shall be published in the Federal Register. 



THE WHITE HOUSE 
Washington , September 30. 1985. 


IKK Doc US-23756 
Filed 10-1-65; 11:50 am] 
fclltog codr 31«~01-M 
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Proclamation 5372 of October 1, 1985 

United Nations Day, 1985 


By the President of the United States of America 
A Proclamation 

The founders of the United Nations, meeting in San Francisco 40 years ago. set 
forth in the U.N. Charter the fervent hope that humanity might experience 
peace and international cooperation in the era after the greatest and most 
costly war ever experienced. The ideals expressed in the Charter were that all 
member states would work together to maintain international peace and 
security, encourage human rights, and cooperate in dealing with the economic, 
social, humanitarian, and technical problems that afflict our planet. 

The United Nations and its family of international organizations have sought, 
constructively, to improve the human condition. Many people today live under 
better conditions because of work done in the name of these organizations. 
That hope for international cooperation, expressed 40 years ago. has been 
achieved most often in the U.N.’s technical, development, and humanitarian 
agencies. The United Nations Children’s Fund (UNICEF), the World Health 
Organization (WHO), the International Civil Aviation Organization (ICAO), 
the World Meteorological Organization (WMO). the International Atomic 
•Energy Agency (IAEA), and the World Food Program (WFP), for example, 
have made major contributions to the safety and welfare of people every¬ 
where. 

On this the United Nation’s 40th Anniversary, it is appropriate that all member 
states reflect not only on the achievements of the organization, but also its 
shortcomings, its unfulfilled promise, and yes, even its failures. We do so in a 
positive spirit, seeking constructive solutions to those problems that prevent 
the U.N. from realizing its full potential and fully embodying the ideals of the 
Charter. We believe that by facing those problems realistically and working 
together, many can be solved. The tasks before us are not easy. It will require 
both patience and dedication to the ideals of the U.N. Charter. We owe it to 
ourselves, however, to our children, and to all future generations to make this 
effort. 

To the American people and their elected representatives, the United Nations 
pluys an important role in the search for peace with justice. It provides a 
forum where member states can discuss and try to resolve their differences 
peacefully, in the spirit of the Charter. We will continue to do all we can to 
support that process within the U.N.. within recognized regional fora, and in 
direct bilateral dialogue. As we encourage more responsible international 
behavior, we strengthen the United Nations and the prospect for achieving the 
goals of its Charter. But much more can and must be done. We look to all 
member states to support the sound principles upon which the U.N. was 
founded. These include respect for the rights and views of states that may find 
themselves in the minority, and support for recognized regional associations 
as provided for in the Charter, as well as the wise use of its-own resources 
and established procedures. 

The people and the government of the United States take satisfaction in the 
very substantial moral, political, and financial support we have given to the 
United Nations since its founding. We remain firmly committed to the noble 
ideals set forth in the Charter they are entirely consonant with the ideals 
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embodied in our own political Institutions. The United Nations continues to 
stand as the symbol of the hopes of all mankind for a more peaceful and 
productive world. We must not disappoint those hopes. 

NOW. THEREFORE. 1. RONALD REAGAN. President of the United States of 
America, do hereby proclaim Thursday. October 24. 1985, as United Nations 
Day and urge all Americans to acquaint themselves with the activities of the 
United Nations, its accomplishments, and the challenges it faces. 1 have 
appointed Peter H. Dailey to serve as 1985 United States Chairman for United 
Nations Day and welcome the role of the United Nations Association of the 
United States of America in working with him to celebrate this special day. 

IN WITNESS WHEREOF. I have hereunto set my hand this first day of 
October, in the year of our Lord nineteen hundred and eighty-five, and of thu 
fndependence of the United States of America the two hundred and tenth. 


|FR Due. &ZJ75# 

Filed 10-1-85; 11:57 *m) 
B.Hmjj cod* 3»«5-<n-M 
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List of Public Laws 


Lest till October 1 . 2965 
Th«s is a continuing list ol 
pubKc bdls from the current 
session of Congress which 
have become Federal laws. 
The text of taws is not 
published in the Federal 
Register but may be ordered 
in indrvtdual pamphlet form 
(referred lo as ‘slip laws”) 
from the Superintendent of 
Documents, U.S. Government 
Printing Office, Washington. 
DC 20402 (phone 202-275- 
3030). 

SJ. Res. 196 / Pub. L 99- 
100 

To designate the week of 
September 23. 1985, through 
September 29. 1985, as 
“National H*stohcalty Black 
Colleges Week". (Sept 27. 
1985; 99 Slat 488) Price: 
$100 

HJ. Res. 218 / Pub. L 99- 
101 

To designate the week 
beginning September 15. 
1985, as "National Dental 
Hygiene Week" (Sept 27, 
1985, 99 Stat 469) Price: 


HJ. Res. 229 / Pub. L. 99- 
102 

Designating the week 
beginning September 22, 
1985, as "National AduU Day 
Care Week". (Sept 27. 1985; 
99 Stat 470) Price: Si 00 







































































